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PREFACE 


This  volume  is  the  twenty-fourth  Annual  Catalogue  of  Ontario  Government  publications. 
It  includes  books,  pamphlets,  periodicals,  maps,  microfiche,  audiocassettes,  video- 
cassettes and  computer  disks.  The  Annual  Catalogue  is  a cumulation  of  the  twelve 
issues  of  the  Monthly  Checklist  for  1995  with  some  additions  and  changes.  Entries  for 
serial  titles  indicate  the  issues  published  since  those  listed  in  the  1994  Annual  Catalogue. 
Some  items  that  were  omitted  from  the  1995  issues  of  the  Monthly  Checklist  or  the 
previous  Annual  Catalogue  have  been  included  in  order  that  the  bibliography  might 
reflect  as  nearly  as  possible  the  total  publishing  output  of  the  Government  ministries  and 
agencies. 

Reprints  of  articles  written  by  government  officials  and  appearing  in  non-government 
publications  have  not  been  included  unless  they  bear  the  imprint  of  a ministry. 

In  order  to  ensure  the  continued  availability  of  significant  items  of  continuing  interest  some 
documents  have  been  microfiched.  In  these  cases  the  entry  describes  the  original  hard 
copy  edition  with  the  microfiche  number  and  price  appended.  In  cases  where  the  Govern- 
ment published  only  a microfiche  edition  the  cataloguing  entry  describes  the  microfiche 
format.  The  dagger  symbol  (f)  preceding  the  price  indicates  microfiche. 

The  material  is  arranged  alphabetically  under  issuing  body,  in  separate  sequences  for 
English-language  and  French-language  materials.  Within  each  ministry  there  are  alpha- 
betically arranged  subgroups  for  the  publications  of  the  branches  and  divisions  of  the 
ministry.  The  table  of  contents  provides  an  overview  of  the  ministries  and  agencies  used 
as  headings. 

Items  are  numbered  sequentially  within  the  Annual  Catalogue  and  are  indexed  in  English 
or  French  depending  on  the  language  of  the  document.  The  “name/title  index  des  noms/ 
titres”  covers  the  entire  volume.  The  “subject  index”  indexes  the  English-language  mater- 
ials using  terms  derived  from  Library  of  Congress  Subject  Headings  and  Canadian 
Subject  Headings.  The  “index  des  matières”  indexes  the  French-language  materials 
using  terms  derived  from  Répertoire  de  vedettes-matière  of  Université  Laval. 

The  publications  distributed  by  Publications  Ontario  are  marked  with  an  asterisk.  The  price 
and  availability  of  these  documents  were  verified  in  February  1996. 

The  Monthly  Checklist  also  listed  items  marked  with  two  asterisks  that  were  distributed 
directly  by  the  issuing  bodies,  usually  in  limited  quantities.  Since  no  attempt  has  been 
made  to  determine  whether  any  of  these  items  is  still  available  in  hard  copy,  this  ordering 
information  has  been  deleted.  Items  that  were  microfiched  will  still  be  available  in  this 
format,  as  the  entries  indicate. 

Those  wishing  to  obtain  copies  of  materials  distributed  directly  by  the  issuing  bodies 
should  review  current  issues  of  the  Monthly  Checklist  and  order  promptly.  Many  folders 
and  other  ephemeral  materials  are  reprinted  at  intervals.  Each  serial  title  that  is  continuing 
publication  has  an  open  entry  in  the  Monthly  Checklist  to  correspond  with  the  first  issue 
of  that  title  in  the  calendar  year.  Addresses  are  those  of  the  main  ministry  offices  unless 
otherwise  indicated  in  the  Monthly  Checklist.  A list  of  Government  ministries  and  agen- 
cies is  appended.  The  current  edition  of  the  Government  of  Ontario  Telephone  Direc- 
tory provides  full  addresses  and  telephone  numbers. 

Many  publications  listed  in  the  Annual  Catalogue  are  available  for  consultation  at  deposi- 
tory libraries  for  Ontario  Government  publications,  and  a list  of  full  depository  libraries  has 
been  included  to  assist  the  user  in  locating  them.  The  term  “full  depository”  means  that  the 
library  automatically  receives  all  publications  in  the  Monthly  Checklist  which  are  desig- 
nated by  a “D”.  There  are  also  selective  depository  libraries  throughout  the  province, 
which  receive  any  “D”  items  they  specifically  request.  These  libraries  have  not  been  listed, 
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as  their  collections  would  be  less  complete.  Publications  that  were  depository  items  during 
the  year  1994  are  marked  with  a “D”  as  in  the  Monthly  Checklist. 

The  Ontario  Government  Publications  Annual  Catalogue  1995  was  compiled  and 
edited  by  the  Checklist  and  Catalogue  Service  of  the  Ontario  Legislative  Library.  The  staff 
who  worked  on  it  are:  Manager,  Linda  Reid;  Catalogue  Librarian,  Mark  Musielak;  Acquisi- 
tions Technician,  Karen  Van  Der  Zon;  and  Administrative  Clerk,  Pulver  Zajfman. 

Effective  April  1,  1996,  the  Checklist  and  Catalogue  Service  was  disbanded  and  its 
responsibilities  were  absorbed  by  the  Technical  Services  and  Systems  Branch  of  the 
Ontario  Legislative  Library. 

Pamela  Stoksik 
Director 

Technical  Services  and  Systems  Branch 
Ontario  Legislative  Library 
May  1996 


GUIDE  TO  SYMBOLS 

* Indicates  publications  available  from  Publications  Ontario.  Please  order  by  Publications 
Ontario  number.  Other  items  were  distributed  directly  by  the  issuing  bodies  in  limited 
quantities. 

D Depository  items.  Full  depository  libraries  listed  on  page  xxi. 
t Microfiche 
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PREFACE 


Ce  volume  représente  le  vingt-quatrième  Catalogue  annuel  des  publications  du  gouver- 
nement de  l’Ontario.  Il  comprend  les  livres,  brochures,  périodiques,  cartes  géographiques, 
microfiches,  cassettes  audio  et  vidéo,  ainsi  que  les  disquettes  informatiques.  Les  publica- 
tions qui  figurent  dans  les  douze  numéros  de  la  Liste  mensuelle  publiés  en  1995  avec 
rajouts  et  autres  modifications.  Les  titres  des  publications  en  série  indiquent  les  numéros 
qui  ont  paru  après  la  publication  du  Catalogue  annuel  de  1994.  Certains  titres  omis  dans 
les  douze  numéros  de  la  Liste  mensuelle  publiés  en  1995  ou  dans  le  Catalogue  annuel 
précédent  ont  été  ajoutés  afin  que  la  bibliographie  indique  avec  le  maximum  d’exactitude 
toutes  les  publications  des  ministères  et  organismes  du  gouvernement. 

Les  réimpressions  d’articles  rédigés  par  des  fonctionnaires,  qui  ont  paru  dans  des  publica- 
tions autres  que  celles  du  gouvernement,  ne  sont  pas  inclus,  à moins  que  ces  articles 
portent  la  marque  d’un  ministère. 

Certains  documents  importants  qui  traitent  de  sujets  d’intérêt  permanent  ont  été  mis  sur 
microfiches  afin  qu’ils  demeurent  à la  disposition  des  lecteurs  qui  désirent  les  consulter. 
Dans  ces  cas  on  donne  une  description  du  document  publié  sous  sa  forme  originale,  avec 
indication  du  numéro  de  la  microfiche  et  du  prix.  Dans  le  cas  où  le  gouvernement  n’aurait 
publié  qu’une  édition  sous  forme  de  microfiche,  l’inscription  dans  le  catalogue  la  décrit 
comme  telle.  Le  symbole  (t)  avant  le  prix  indique  que  le  document  est  sur  microfiches. 

Les  publications  paraissent  par  ordre  alphabétique  sous  le  nom  de  l’organisme  d’origine, 
et  les  titres  des  versions  française  et  anglaise  y figurent  séparément.  Sous  le  nom  d’un 
ministère,  les  publications  des  directions  et  des  divisions  du  ministère  ont  été  réunies  en 
sous-groupes  et  sont  inscrites  dans  l’ordre  alphabétique.  La  table  des  matières  permet  de 
repérer  rapidement  les  ministères  et  organismes  qui  figurent  en  vedette  dans  le  catalogue. 
Les  publications  sont  numérotées  successivement  dans  le  Catalogue  annuel  et  figurent  à 
l’index  sous  le  titre  anglais  ou  français  selon  le  cas.  L’index  “name/title  index  des  noms/ 
titres”  contient  toutes  les  publications  du  catalogue.  Le  “subject  index”  indique  toutes  les 
publications  en  anglais;  les  termes  utilisés  ont  été  tirés  du  Library  of  Congress  Subject 
Headings  ainsi  que  du  Canadian  Subject  Headings.  Les  termes  de  l’“index  des 
matières”,  qui  contient  tous  les  documents  en  français,  ont  été  tirés  du  Répertoire  de 
vedettes-matière  de  l’Université  Laval. 

Les  publications  distribuées  par  Publications  Ontario  sont  indiquées  par  un  astérisque.  Le 
prix  et  le  stock  de  ces  documents  ont  été  vérifiés  en  février  1996. 

La  Liste  mensuelle  contenait  en  outre  des  titres  de  publications  accompagnés  de  deux 
astérisques  indiquant  que  ces  publications  étaient  diffusées,  généralement  en  petites 
quantités,  par  le  ministère  ou  l’organisme  qui  les  a créées.  Étant  donné  qu’aucune 
démarche  n’a  été  entreprise  pour  déterminer  si  ces  publications  sont  encore  en  stock  sous 
leur  forme  originale,  les  indications  pour  la  commande  ont  été  omises.  Les  documents  sur 
microfiches  sont  toujours  disponibles  et  on  peut  se  les  procurer  sous  cette  forme  comme 
l’indique  l’inscription. 

On  suggère  que  les  personnes  qui  désirent  commander  des  publications  distribuées 
directement  par  l’organisme  d’origine  consultent  les  derniers  numéros  de  la  Liste  men- 
suelle pour  les  commander  sans  tarder.  Un  grand  nombre  de  dépliants  et  d’autres 
publications  de  nature  éphémère  sont  réimprimés  de  temps  à autre.  Les  publications  en 
série  qui  continuent  à paraître  sont  indiquées  dans  la  Liste  mensuelle  sous  un  titre  qui 
correspond  au  premier  numéro  paru  dans  l’année.  À moins  d’indications  contraires,  les 
adresses  données  dans  la  Liste  mensuelle  sont  celles  des  bureaux  principaux  des 
ministères.  On  trouve  en  annexe  la  liste  des  ministères  et  organismes  gouvernementaux. 
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L’édition  actuelle  de  l’annuaire  de  téléphone  du  gouvernement  de  l’Ontario  donne  l’adres- 
se et  le  numéro  de  téléphone  de  tous  les  ministères  et  organismes  provinciaux. 

On  peut  consulter  un  grand  nombre  des  publications  indiquées  dans  le  Catalogue  annuel 
dans  les  bibliothèques  de  dépôt  des  publications  du  gouvernement  de  l’Ontario.  La  liste 
des  bibliothèques  de  dépôt  universel  est  incluse  dans  le  catalogue  à l’intention  des 
intéressés;  ces  bibliothèques  reçoivent  automatiquement  toutes  les  publications  indi- 
quées dans  la  Liste  mensuelle  par  un  “D”.  Les  bibliothèques  de  dépôt  sélectif  de  la 
province  ne  reçoivent  que  les  publications  “D”  qu’elles  commandent  expressément.  La 
liste  de  ces  dernières  n’est  pas  donnée  parce  que  leurs  collections  sont  incomplètes.  Les 
publications  de  1994  envoyées  aux  bibliothèques  de  dépôt  sont  indiquées  par  un  “D” 
comme  dans  la  Liste  mensuelle. 

Le  Catalogue  annuel  des  publications  du  gouvernement  de  l’Ontario  1995  a été 

dressé  et  rédigé  par  le  personnel  du  Service  de  compilation  et  de  catalogage  de  la 
Bibliothèque  de  l’Assemblée  législative  de  l’Ontario,  notamment:  chef  de  service,  Linda 
Reid;  bibliothécaire  au  catalogue,  Mark  Musielak;  technicienne  préposée  aux  acquisitions, 
Karen  Van  Der  Zon;  et  employée  administrative,  Pulver  Zajfman. 

Le  Service  de  compilation  et  de  catalogage  a été  dissous  le  1er  avril  1996.  Les  services 
qu’il  fournissait  on  été  repris  par  les  Services  techniques  et  systèmes  de  la  Bibliothèque 
de  l’Assemblée  législative. 

Pamela  Stoksik 
Directrice  des 

Service  techniques  et  systèmes  de  la 
Bibliothèque  de  l’Assemblée  législative  de  l’Ontario 
mai  1996 


Symboles 

* Indique  les  publications  disponibles  de  Publications  Ontario.  Veuillez  indiquer  le 
numéro  de  Publications  Ontario  en  passant  la  commande.  Les  autres  titres  ont  été 
diffusés  en  petites  quantités  par  le  ministère  ou  l’organisme  d’origine. 

D Publications  de  dépôt.  La  liste  des  bibliothèques  de  dépôt  universel  paraît  à la  page  xxii. 

t Sur  microfiches 
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Toronto  M7A  1S2 

MINISTRY  OF  HOUSING 

see  MINISTRY  OF  MUNICIPAL  AFFAIRS 

AND  HOUSING 

MINISTRY  OF  INTERGOVERNMENTAL 

AFFAIRS 

900  Bay  Street 

Mowat  Block,  6th  Floor 

Toronto  M7A  1C2 

MINISTRY  OF  LABOUR 

400  University  Avenue,  15th  Floor 

Toronto  M7A  1T7 

MINISTRY  OF  MUNICIPAL  AFFAIRS 
see  MINISTRY  OF  MUNICIPAL  AFFAIRS 
AND  HOUSING 

MINISTRY  OF  MUNICIPAL  AFFAIRS 
AND  HOUSING 
777  Bay  Street,  17th  Floor 
Toronto  M5G  2E5 

MINISTRY  OF  NATURAL  RESOURCES 
99  Wellesley  Street  West 
Whitney  Block,  Room  5340 
Toronto  M7A  1W3 

MINISTRY  OF  NORTHERN 
DEVELOPMENT  AND  MINES 
159  Cedar  Street,  6th  Floor 
Sudbury  P3E  6A5 

MINISTRY  OF  SKILLS  DEVELOPMENT 
see  ONTARIO  TRAINING  AND 
ADJUSTMENT  BOARD 

MINISTRY  OF  THE  ATTORNEY 
GENERAL 

720  Bay  Street,  1st  Floor 
Toronto  M5G  2K1 

MINISTRY  OF  THE  ENVIRONMENT 
see  MINISTRY  OF  ENVIRONMENT  AND 
ENERGY 

MINISTRY  OF  THE  SOLICITOR 
GENERAL  AND  CORRECTIONAL 
SERVICES 

4th  Floor,  North  Tower 
175  Bloor  Street  East 
Toronto  M4W  3R8 
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MINISTRY  OF  TRANSPORTATION 

301  St.  Paul  Street 

St.  Catharines  L2R  7R4 

NIAGARA  ESCARPMENT  COMMISSION 
232  Guelph  Street 
Georgetown  L7G  4B1 

NIAGARA  PARKS  COMMISSION 
P.O.  Box  150 

7400  Portage  Road  South 
Niagara  Falls  L2E  6T2 

OCCUPATIONAL  DISEASE  PANEL 
69  Yonge  Street,  Suite  1004 
Toronto  M5E  1K3 

OFFICE  FOR  THE  GREATER 
TORONTO  AREA 
10  Bay  Street,  3rd  Floor 
Toronto  M5J  2R8 

OFFICE  OF  FRANCOPHONE  AFFAIRS 
900  Bay  Street 
Mowat  Block,  4th  Floor 
Toronto  M7A  1C2 

OFFICE  OF  THE  EMPLOYER  ADVISER 
101  Bloor  Street  West,  Suite  501 
Toronto  M5S  1P7 

OFFICE  OF  THE  FIRE  MARSHAL 
5775  Yonge  Street,  7th  Floor 
North  York  M2M  4J1 

OFFICE  OF  THE  LIEUTENANT 
GOVERNOR 

Legislative  Building,  Suite  131 
Queen’s  Park 
Toronto  M7A  1A1 

OFFICE  OF  THE  POLICE  COMPLAINTS 

COMMISSIONER 

595  Bay  Street,  9th  Floor 

P.O.  Box  23 

Toronto  M5G  2C2 

OFFICE  OF  THE  PREMIER 
Legislative  Building 
Queen’s  Park 
Toronto  M7A  1A1 

OFFICE  OF  THE  PROVINCIAL 
AUDITOR 

20  Dundas  Street  West,  Suite  1530 
P.O.  Box  105 
Toronto  M5G  2C2 


OFFICE  RESPONSIBLE  FOR  WOMEN’S 
ISSUES 

see  ONTARIO  WOMEN’S 
DIRECTORATE 

OMBUDSMAN 
125  Queen’s  Park 
Toronto  M5S  2C7 

ONTARIO  ADVISORY  COUNCIL  ON 
DISABILITY  ISSUES 
35  McCaul  Street,  3rd  Floor 
Toronto  M5T  1V7 

ONTARIO  ADVISORY  COUNCIL  ON 
WOMEN’S  ISSUES 
880  Bay  Street,  5th  Floor 
Toronto  M7A  1N3 

ONTARIO  ARTS  COUNCIL 
151  Bloor  Street  West,  5th  Floor 
Toronto  M5S  1T6 

ONTARIO  BOARD  OF  PAROLE 
2195  Yonge  Street,  Suite  201 
Toronto  M4S  2B1 

ONTARIO  CANCER  TREATMENT  AND 
RESEARCH  FOUNDATION 
620  University  Avenue,  16th  Floor 
Toronto  M5G  2L7 

ONTARIO  CASINO  CORPORATION 
P.O.  Box  506 

161  Bay  Street,  Suite  2540 
Toronto  M5J  2S1 

ONTARIO  CIVILIAN  COMMISSION  ON 
POLICE  SERVICES 
25  Grosvenor  Street,  9th  Floor 
Toronto  M7A  2H3 

ONTARIO  CLEAN  WATER  AGENCY 
20  Bay  Street,  7th  Floor 
Toronto  M5J  2N8 

ONTARIO  COUNCIL  OF  REGENTS  FOR 

COLLEGES  OF  APPLIED  ARTS  AND 

TECHNOLOGY 

790  Bay  Street,  11th  Floor 

Toronto  M5G  1N8 

ONTARIO  COUNCIL  ON  UNIVERSITY 
AFFAIRS 

700  Bay  Street,  7th  Floor 
Toronto  M5G  1Z6 
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ONTARIO  ENERGY  BOARD 
P.O.  Box  2319 

2300  Yonge  Street,  Suite  2601 
Toronto  M4P  1E4 

ONTARIO  ENERGY  CORPORATION 
175  Bloor  Street  East,  Suite  905 
South  Tower 
Toronto  M4W  3R8 

ONTARIO  FARM  PRODUCTS 
MARKETING  COMMISSION 
33  Yonge  Street,  Suite  800 
Toronto  M5E  1X2 

ONTARIO  FILM  DEVELOPMENT 

CORPORATION 

175  Bloor  Street  East,  Suite  300 

Toronto  M4W  3R8 

ONTARIO  FILM  REVIEW  BOARD 
1075  Millwood  Road 
Toronto  M4G  1X6 

ONTARIO  FINANCIAL  REVIEW 
COMMISSION 

see  MINISTRY  OF  FINANCE 

ONTARIO  GOVERNMENT  LIBRARIES’ 
COUNCIL 

77  Wellesley  Street  West,  4th  Floor 
Toronto  M7A  1N3 

ONTARIO  GOVERNMENT 
PROTECTIVE  SERVICE  see  MINISTRY 
OF  THE  SOLICITOR  GENERAL  AND 
CORRECTIONAL  SERVICES 

ONTARIO  HERITAGE  FOUNDATION 
10  Adelaide  Street  East,  2nd  Floor 
Toronto  M5C  1J3 

ONTARIO  HIGHWAY  TRANSPORT 
BOARD 

151  Bloor  Street  West,  10th  Floor 
Toronto  M5S  2T5 

ONTARIO  HOUSING  CORPORATION 
777  Bay  Street,  10th  Floor 
Toronto  M5G  2E5 

ONTARIO  HUMAN  RIGHTS 
COMMISSION 

180  Dundas  Street  West,  8th  Floor 
Toronto  M7A  2R9 


ONTARIO  HYDRO 
700  University  Avenue 
Toronto  M5G  1X6 

ONTARIO  INSURANCE  COMMISSION 
5160  Yonge  Street,  15th  Floor 
PO.  Box  85 
North  York  M2N  6L9 

ONTARIO  INTERNATIONAL  TRADE 

CORPORATION 

900  Bay  Street 

Hearst  Block,  8th  Floor 

Toronto  M7A  2E1 

ONTARIO  LABOUR  RELATIONS 
BOARD 

400  University  Avenue,  4th  Floor 
Toronto  M7A  1T7 

ONTARIO  LAW  REFORM  COMMISSION 
720  Bay  Street,  11th  Floor 
Toronto  M5G  2K1 

ONTARIO  LOTTERY  CORPORATION 
70  Foster  Drive,  Suite  800 
Sault  Ste  Marie  P6A  6V2 

ONTARIO  MENTAL  HEALTH 
FOUNDATION 

365  Bloor  Street  East,  Suite  1708 
Toronto  M4W  3L4 

ONTARIO  MULTIFAITH  COUNCIL  ON 
SPIRITUAL  AND  RELIGIOUS  CARE 
35  McCaul  Street,  Suite  305 
Toronto  M5T  1V7 

ONTARIO  MUNICIPAL  BOARD 
655  Bay  Street,  15th  Floor 
Toronto  M5G  1E5 

ONTARIO  MUNICIPAL  EMPLOYEES 
RETIREMENT  BOARD 
655  Bay  Street,  15th  Floor 
Toronto  M5G  1E5 

ONTARIO  NATIVE  AFFAIRS 

SECRETARIAT 

595  Bay  Street,  Suite  1009 

Toronto  M5G  2C2 

ONTARIO  NORTHLAND 
TRANSPORTATION  COMMISSION 
555  Oak  Street  East 
North  Bay  PIB  8L3 
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ONTARIO  PARENT  COUNCIL 
56  Wellesley  Street  West,  16th  Floor 
Toronto  M7A  2B7 

ONTARIO  PENSION  BOARD 
1 Adelaide  Street  East,  Suite  1200 
Toronto  M5C  2X6 

ONTARIO  PESTICIDES  ADVISORY 
COMMITTEE 

40  St.  Clair  Avenue  West,  4th  Floor 
Toronto  M4V  1M2 

ONTARIO  PROVINCIAL  POLICE 
777  Memorial  Avenue 
Orillia  L3V  7V3 

ONTARIO  RACING  COMMISSION 
180  Dundas  Street  West,  14th  Floor 
Toronto  M5G  1Z8 

ONTARIO  REALTY  CORPORATION 
77  Wellesley  Street  West 
Ferguson  Block,  12th  Floor 
Toronto  M7A  1N3 

ONTARIO  ROUND  TABLE  ON 
ENVIRONMENT  AND  ECONOMY 
1 Dundas  Street  West,  Suite  2502 
Toronto  M5G  1Z3 

ONTARIO  SCHOOL  BOARD 
REDUCTION  TASK  FORCE 
101  Bloor  Street  West,  13th  Floor 
Toronto  M5S  1P7 

ONTARIO  SCIENCE  CENTRE 
770  Don  Mills  Road 
Don  Mills  M3C  1T3 

ONTARIO  SECURITIES  COMMISSION 
20  Queen  Street  West,  Suite  1800 
Toronto  M5H  3S8 

ONTARIO  SHARE  AND  DEPOSIT 
INSURANCE  CORPORATION 
see  DEPOSIT  INSURANCE 
CORPORATION  OF  ONTARIO 

ONTARIO  TELEPHONE  SERVICE 
COMMISSION 

c/o  Technology  and  Communications 
Division 

77  Bloor  Street  West,  20th  Floor 
Toronto  M7A  2R9 


ONTARIO  TRAINING  AND 
ADJUSTMENT  BOARD 
625  Church  Street,  2nd  Floor 
Toronto  M4Y  2E8 

ONTARIO  TRANSPORTATION  CAPITAL 

CORPORATION 

PO.  Box  80 

200  King  Street  West 

Toronto  M5H  3T4 

ONTARIO  WASTE  MANAGEMENT 
CORPORATION 
2 Bloor  Street  West,  11th  Floor 
Toronto  M4W  3E2 

ONTARIO  WOMEN’S  DIRECTORATE 
2 Carlton  Street,  12th  Floor 
Toronto  M5B  2M9 

ORTECH  CORPORATION 
2395  Speakman  Drive 
Mississauga  L5K  1B3 

OTTAWA  CONGRESS  CENTRE 

55  Colonel  By  Drive 
Ottawa  KIN  9J2 

PAY  EQUITY  COMMISSION 
150  Eglinton  Avenue  East,  5th  Floor 
Toronto  M4P  1E8 

PAY  EQUITY  HEARINGS  TRIBUNAL 
150  Eglinton  Avenue  East,  Suite  550 
Toronto  M4P  1E8 

PENSION  COMMISSION  OF  ONTARIO 
250  Yonge  Street,  29th  Floor 
Toronto  M5B  2N7 

PLANNING  AND  IMPLEMENTATION 
COMMISSION 

56  Wellesley  Street  West,  10th  Floor 
Toronto  M7A  2B7 

PREMIER’S  COUNCIL 
1 Dundas  Street  West,  25th  Floor 
Toronto  M7A  1Y7 

PREMIER’S  COUNCIL  ON  ECONOMIC 
RENEWAL 

see  PREMIER’S  COUNCIL 

PREMIER’S  COUNCIL  ON  HEALTH, 
WELL-BEING  AND  SOCIAL  JUSTICE 
see  PREMIER’S  COUNCIL 
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RENT  REVIEW  HEARINGS  BOARD 
56  Wellesley  Street  West,  8th  Floor 
Toronto  M7A  2J9 

ROYAL  BOTANICAL  GARDENS 
RO.  Box  399 
Hamilton  L8N  3H8 

ROYAL  COMMISSION  ON  LEARNING 
101  Bloor  Street  West,  13th  Floor 
Toronto  M5S  1P7 

ROYAL  ONTARIO  MUSEUM 
100  Queen’s  Park 
Toronto  M5S  2C6 

SCIENCE  NORTH 
100  Ramsey  Lake  Road 
Sudbury  P3E  5S9 

SOCIAL  ASSISTANCE  REVIEW  BOARD 
1075  Bay  Street,  7th  Floor 
Toronto  M5S  2B1 

ST.  CLAIR  PARKWAY  COMMISSION 
PO.  Box  700 
Corunna  NON  1G0 

ST  LAWRENCE  PARKS  COMMISSION 
R.R.  #1 

Morrisburg  K0C  1X0 

TEACHERS’  PENSION  PLAN  BOARD 
5650  Yonge  Street,  Suite  400 
North  York  M2M  4H5 

TRILLIUM  FOUNDATION 
21  Bedford  Road,  3rd  Floor 
Toronto  M5R  2J9 

TVONTARIO 

PO.  Box  200,  Station  Q 

Toronto  M4T  2T1 

WATERFRONT  REGENERATION 
TRUST 

207  Queen’s  Quay  West,  Suite  580 
Toronto  M5J  1A7 

WORKERS’  COMPENSATION  APPEALS 
TRIBUNAL 

505  University  Avenue,  7th  Floor 
Toronto  M5G  1X4 

WORKERS’  COMPENSATION  BOARD 
200  Front  Street  West,  19th  Floor 
Toronto  M5V  3J1 


WORKPLACE  HEALTH  AND  SAFETY 
AGENCY 

121  Bloor  Street  East,  9th  Floor 
Toronto  M4W  3M5 
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LIST  OF  FULL  DEPOSITORY  LIBRARIES 
LISTE  DES  BIBLIOTHÈQUES  DE  DÉPÔT 

PUBLIC  LIBRARIES/ BIBLIOTHÈQUES  PUBLIQUES 


Belleville  Public  Library 
223  Pinnacle  Street 
BELLEVILLE,  Ontario 
K8N  3A7 

Lennox  & Addington  County  Public 
Library 

37  Dundas  Street  West 
NAPANEE,  Ontario 
K7R  1Z5 

Brampton  Public  Library 
Chinguacousy  Branch  Library 
150  Central  Park  Drive 
BRAMPTON,  Ontario 
L6T  1B4 

London  Public  Library 
305  Queen’s  Avenue 
LONDON,  Ontario 
N6B  3L7 

Cambridge  Public  Library 
Central  Library 
20  Grand  Avenue  North 
CAMBRIDGE,  Ontario 
N1S  2K6 

Metropolitan  Toronto  Reference  Library 
789  Yonge  Street 
TORONTO,  Ontario 
M4W  2G8 

Cornwall  Public  Library 
Simon  Fraser  Centennial  Library 
P.O.  Box  939 
CORNWALL,  Ontario 
K6H  5V1 

Mississauga  Central  Library 
Business,  Law  & Government 
Documents  Department 
301  Burnhamthorpe  Road  West 
MISSISSAUGA,  Ontario 
L5B  3Y3 

Etobicoke  Public  Library 
P.O.  Box  501 
ETOBICOKE,  Ontario 
M9C  5G1 

North  York  Central  Library 
Business  & Urban  Affairs  Department 
5120  Yonge  Street 
WILLOWDALE,  Ontario 
M2N  5N9 

Guelph  Public  Library 
100  Norfolk  Street 
GUELPH,  Ontario 
NIH  4J6 

Orillia  Public  Library 
36  Mississauga  Street  West 
ORILLIA,  Ontario 
L3V  3A6 

Hamilton  Public  Library 
55  York  Boulevard 
HAMILTON,  Ontario 
L8R  3K1 

Oshawa  Public  Library 
McLaughlin  Building 
65  Bagot  Street 
OSHAWA,  Ontario 

Kitchener  Public  Library 
85  Queen  Street  North 
KITCHENER,  Ontario 
N2H  2H1 

L1H  1N2 

Owen  Sound  Public  Library 
824-1  st  Avenue  West 
OWEN  SOUND,  Ontario 
N4K  4P4 
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St.  Catharines  Public  Library 
54  Church  Street 
ST.  CATHARINES,  Ontario 
L2R  7K2 

Sudbury  Public  Library 
Civic  Square,  West  Tower 
200  Brady  Street 
SUDBURY,  Ontario 
P3E  5K3 

Sarnia  Public  Library  & Art  Gallery 
124  Christina  Street  South 
SARNIA,  Ontario 
N7T  2M6 

Thunder  Bay  Public  Library 
216  South  Brodie  Street 
THUNDER  BAY,  Ontario 
P7E  1C2 

Sault  Ste.  Marie  Public  Library 
50  East  Street 

SAULT  STE.  MARIE,  Ontario 
P6A  3C3 

Scarborough  Public  Library 
Cedarbrae  District  Branch 
545  Markham  Road 
SCARBOROUGH,  Ontario 
M1H  2A1 

Windsor  Public  Library 
850  Ouellette  Avenue 
WINDSOR,  Ontario 
N9A  4M9 
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COLLEGE  AND  UNIVERSITY  LIBRARIES 
BIBLIOTHÈQUES  COLLÉGIALES  ET  UNIVERSITAIRES 


Algonquin  College  Resource  Centre 
1385  Woodroffe  Avenue 
NEPEAN,  Ontario 
K2G  1V8 

Brock  University  Library 
ST.  CATHARINES,  Ontario 
L2S  3A1 

Cambrian  College  Library 
Learning  Resource  Centre 
1400  Barrydown  Road 
SUDBURY,  Ontario 
P3A  3V8 

Confederation  College  of  Applied  Arts  & 
Technology 

Challis  Resource  Centre 
P.O.  Box  398 
THUNDER  BAY,  Ontario 
P7C  4W1 

Fanshawe  College 
1460  Oxford  Street  East 
LONDON,  Ontario 
N5W  5H1 

Humber  College  Library 
Learning  Resource  Centre 
P.O.  Box  1900 
REXDALE,  Ontario 
M9W  5L7 

Lakehead  University 
Chancellor  Paterson  Library 
THUNDER  BAY,  Ontario 
P7B  5E1 

Laurentian  University  Library 
SUDBURY,  Ontario 
P3E  2C6 

McMaster  University 
Mills  Memorial  Library 
HAMILTON,  Ontario 
L8S  4L6 

Queen’s  University 
Douglas  Library 
KINGSTON,  Ontario 
K7L  3N6 


St.  Clair  College  Library 
2000  Talbot  Road  North 
WINDSOR,  Ontario 
N9A  6S4 

University  of  Guelph  Library 
Documentation  & Media  Resource 
Centre  (Ml -75) 

GUELPH,  Ontario 
NIG  2W1 

University  of  Ottawa 
Morisset  Library 
65  University  Private 
OTTAWA,  Ontario 
KIN  9A5 

University  of  Toronto 
Robarts  Library 
369  Huron  Street 
TORONTO,  Ontario 
M5S  1A5 

University  of  Waterloo 
Dana  Porter  Arts  Library 
WATERLOO,  Ontario 
N2L  3G1 

University  of  Western  Ontario 
D.B.  Weldon  Library 
Oxford  Drive 
LONDON,  Ontario 
N6A  3K7 

University  of  Windsor 
Leddy  Library 
WINDSOR,  Ontario 
N9C  3P4 

York  University 

Government  Documents  Library 
113  Administrative  Services  Building 
4700  Keele  Street 
DOWNSVIEW,  Ontario 
M3J  2R6 
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LEGISLATIVE  LIBRARIES  AND  OTHER  AGENCIES 
BIBLIOTHÈQUES  PARLEMENTAIRES  ET  AUTRES  ORGANISMES 
GOUVERNEMENTAUX 


Alberta  Legislature  Library 
216  Legislature  Building 
EDMONTON,  Alberta 
T5K  2B6 

Archives  of  Ontario  Library 
77  Grenville  Street 
TORONTO,  Ontario 
M7A  2R9 

Bibliothèque  de  l’Assemblée 
nationale  du  Québec 
Hôtel  du  Parlement 
QUÉBEC,  Québec 
G1A  1A4 

British  Columbia  Legislative  Library 
Parliament  Building 
VICTORIA,  British  Columbia 
V8V  1X4 

Library  of  Congress 
WASHINGTON,  D.C.  20540 
U. S. A. 

Library  of  Parliament 
OTTAWA,  Ontario 
Kl  A 0A9 

Manitoba  Legislative  Library 
200  Vaughan  Street 
WINNIPEG,  Manitoba 
R3C  1T5 


National  Library  of  Canada 
OTTAWA,  Ontario 
Kl  A 0N4 

New  Brunswick  Legislative  Library 
766  King  Street 

FREDERICTON,  New  Brunswick 
E3B  5H1 

Ontario  Legislative  Library 
Legislative  Building 
Queen’s  Park 
TORONTO,  Ontario 
M7A  1A9 

Saskatchewan  Legislative  Library 
234  Legislative  Building 
REGINA,  Saskatchewan 
S4S  0B3 


XXIV 


ADDICTION  RESEARCH  FOUNDATION  OF  ONTARIO 


1 


ADDICTION  RESEARCH 
FOUNDATION  OF  ONTARIO 


Al 

Acquisitions  list.  2/95  [i.e.  1/95]  (Jan.  1995)-10/ 
95  (Nov.  1995).  Cover  title.  Issued  by  Library. 

A2 

Alcohol  advertising.  [1994],  [3]  p.  Covertitle.  At 
head  of  title:  Best  advice.  Issued  also  in  French 
under  title:  La  publicité  sur  l’alcool. 

A3 

Alcohol  and  drug  policies  : a guide  for  school 
boards.  2nd  ed.  c1991.  ii,  31  leaves  : ill.  Issued 
also  in  French  under  title:  Politiques  en  matière 
d’alcool  et  de  drogues  : guide  à l’intention  des 
conseils  scolaires. 

A4 

Alcohol-  and  drug-related  problems  : pro- 
gram and  curriculum  / Freda  Ariella  Musco- 
vitch,  James  G.  Rankin,  Yuen-Ching  Chow. 
Sept.  1992.  vi,  58  p.  : forms.  At  head  of  title: 
Medical  education.  Co-published  by  Canadian 
Centre  on  Substance  Abuse,  Canadian  Medical 
Society  on  Alcohol  and  Other  Drugs,  and  Faculty 
of  Medicine,  University  of  Toronto.  Includes  bib- 
liographical references. 

ISBN  0-9695468-2-3 

A5 

Alcohol,  drugs,  HIV  and  you  : H.I.V.  clinic. 

[1994].  1 fold,  sheet.  Issued  also  in  French  under 
title:  L’alcool,  les  drogues,  le  VIH  et  vous  : clini- 
que du  VIH. 

A6 

Annual  report.  1993/94.  28,  28  p.  : ill.,  1 port. 
Title  on  added  t.p.:  Rapport  annuel.  Caption  title. 
Text  in  English  and  French  with  French  text  on 
inverted  pages.  Report  year  ends  Mar.  31. 

Pub.  Ont.  005659  D * Free 

A7 

Are  drugs  and  alcohol  affecting  your  life?  : 
call  us  : the  treatment  info-line.  [1995?].  1 fold, 
sheet.  “1-800-565-8603”.  Text  in  English  and 
French  with  French  text  on  verso.  Title  on  verso: 
Les  drogues  et  l’alcool  dérangent-ils  votre  vie?  : 
appelez-nous  : la  ligne  info-traitement.  Co- 
published  by  Drug  and  Alcohol  Registry  of  Treat- 
ment. 

A8 

Audio-visuals  list.  Apr.  1995.  viii,  90  p.  Cover 
title.  Title  varies  slightly.  Issued  by  Information 
Services. 

A9 

Bulletin  from  the  Addiction  Research  Foun- 


dation, Problem  and  Compulsive  Gambling 
Project.  Vol.  1,  no.  1 (summer  1995)-v.  1,  no.  6 
(Dec.  1995).  Caption  title.  “Available  both  in  print 
and  on  the  electronic  bulletin  board  SANO”.  Title 
varies  slightly.  Includes  bibliographical  refer- 
ences. 

A10 

Canadian  profile  : alcohol,  tobacco  & other 
drugs  = Profil  canadien  : l’alcool,  le  tabac  et  les 
autres  drogues  / [compiled  and  text  written  by 
Eric  Single,  Bob  Williams,  Diane  McKenzie]. 
1994.  iii,  354  p.  : ill.  Running  title:  CCSA/ARF 
1994  Canadian  profile.  Co-published  by  Canadi- 
an Centre  on  Substance  Abuse.  Errata  inserted. 
Includes  bibliographical  references. 

ISBN  0-9695468-8-2 

All 

Canadian  profile  : alcohol,  tobacco  & other 
drugs  = Profil  canadien  : l’alcool,  le  tabac  et  les 
autres  drogues  / [compiled  and  text  written  by 
Bob  Williams,  Eric  Single,  Diane  McKenzie]. 
[Rev.].  1995.  ii,  414  p.  : ill.  Running  title:  CCSA/ 
ARF  1995  Canadian  profilé.  Co-published  by 
Canadian  Centre  on  Substance  Abuse.  Includes 
bibliographical  references. 

ISBN  1-896323-02-2 

A12 

Cannabis,  health  and  public  policy.  Nov. 
1993.  [4]  p.  Cover  title.  Running  title:  Best 
advice. 

A13 

Co  zrobic-  jésli  masz  problemy  z alkoholemi 
innymi  narkotykami.  c1994.  1 fold,  sheet. 

A14 

Cooling  out  : a field  guide  to  managing  dis- 
ruptive behaviour  [videorecording].  [1994], 
c1993.  1 videocassette  (30  min.)  : sd.,  col. 
Includes  user’s  guide  (1  fold,  sheet). 

A15 

Cosa  fare-  se  avete  bisogno  d’aiuto  con 
l’acool  o altre  droghe.  c1994. 1 fold,  sheet. 

A16 

Directory  : alcohol  and  drug  treatment 
resources  in  Ontario  = Répertoire  : ressources 
pour  le  traitement  de  l’alcoolisme  et  la  tox- 
icomanie en  Ontario  / compiled  by  the  staff  of  the 
Drug  and  Alcohol  Registry  of  Treatment. 
1995-1996.  xii,  238,  [39]  p.  : maps.  Biennial. 
Includes  some  text  in  French. 

A17 

Drugs  in  Ontario.  [1995?].  98  p.  : ill.  Issued  also 
in  French  under  title:  L’usage  de  drogues  en 
Ontario.  Includes  bibliographical  references. 
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Al  8 

Facts  on  alcohol  and  other  drugs.  [1993?].  1 
fold,  sheet  : ill.  At  head  of  title:  ARF  corporate 
information. 

A19 

Fetal  alcohol  syndrome  : the  preventable 
birth  defect  [videorecording].  [1992],  cl 985.  1 
videocassette  : sd.,  col. 

A20 

Gambling  in  Ontario  : a report  from  a general 
population  survey  on  gambling-related  prob- 
lems and  opinions  / Jackie  Ferris  and  Tania 
Stirpe.  Aug.  1995.  17,  [28]  p.  : 1 form.  Includes 
bibliographical  references. 

A21 

A guide  for  planning  withdrawal  manage- 
ment services  in  rural  and  remote  areas  and 
small  urban  centres  of  Ontario.  c1994. 154  p.  : 
forms.  Includes  executive  summary  in  pocket. 
Includes  bibliographical  references. 

A22 

Harm  reduction  : a new  approach  to  alcohol 
and  drug  problems.  Nov.  1993.  [5]  p.  Cover 
title.  Running  title:  Best  advice. 

A23 

Having  a party?  : you  could  be  left  with  more 
than  a mess  the  next  morning!  : know  what 
you’re  in  for!  [1995].  1 fold,  sheet.  Co-published 
by  Liquor  Control  Board  of  Ontario.  Issued  also 
in  French  under  title:  Vous  recevez  des  amis?  : le 
lendemain  matin,  vous  pourriez  vous  retrouver 
avec  plus  que  la  vaisselle! 

A24 

H.I.V.  clinic,  Addiction  Research  Foundation. 

[1994].  1 fold,  sheet.  Issued  also  in  French  under 
title:  Clinique  du  VIH,  Fondation  de  la  recherche 
sur  la  toxicomanie. 

A25 

Inside.  Vol.  9,  no.  1 (Jan.  1995)-v.  9,  no.  9 (Dec. 
1995/Jan.  1996).  ill.  Caption  title. 

A26 

International  profile  : alcohol  & other  drugs/ 

compiled  by  Bob  Williams  ...  [et  al.].  c1994.  x, 
173  p.  : ill.,  1 form,  maps.  Co-published  by  World 
Health  Organization. 

A27 

The  journal.  Vol.  24,  no.  1 (Jan./Feb.  1995)-v. 
24,  no.  6 (Nov./Dec.  1995).  ill.  Bimonthly.  Cap- 
tion title.  “Addictions  news  for  professionals”. 
Issued  also  in  French  under  title:  Le  journal. 
Microfiche  ed.  **  f $30.00  (one  year) 

A28 

Just  say  “know”  : know  the  facts  about  spi- 
nal cord  injury  and  alcohol.  [1995].  [12]  p.  : ill. 


Cover  title.  Co-published  by  Canadian  Para- 
plegic Association  and  Lyndhurst  Spinal  Cord 
Centre.  Issued  also  in  French  under  title:  Faits  et 
effets  : l’alcool  et  les  traumatismes  de  la  colonne 
vertébrale. 

ISBN  0-88868-220-4 

A29 

The  legal  rights,  powers,  and  obligations  of 
educators  regarding  student  alcohol  and 
drug  use  / by  Robert  Solomon  and  Sydney  J. 
Usprich.  2nd  ed.  1991.  31  leaves.  Issued  also  in 
French  under  title:  Droits,  pouvoirs  et  obligations 
l-egales  des  enseignants  et  ce  qui  concerne 
l’usage  d’alcool  et  de  drogues  chez  les  élèves. 
Includes  bibliographical  references. 

A30 

LINK  : violence  against  women  and  children 
in  relationships  and  their  use  of  alcohol  and 
drugs  : searching  for  solutions.  [1994?].  1 v. 
(various  pagings)  +1  videocassette  (15  min.). 
Cover  title.  At  head  of  title:  Educational  package. 
Videocassette  has  title:  Nola’s  story.  Issued  also 
in  French  under  title:  LIEN  : violence  contre  les 
femmes  et  les  enfants  dans  les  relations  et 
l’usage  d’alcool  et  de  drogues.  Includes  biblio- 
graphical references. 

A31 

Low-risk  drinking  : how  much  is  enough? 

Nov.  1993.  [4]  p.  Cover  title.  Running  title:  Best 
advice. 

A32 

Low  tar  cigarettes  are  hazardous  to  your 
health  : advice  for  smokers.  [1994],  [12]  p.  : ill. 
Cover  title.  Issued  also  in  French  under  title:  Les 
cigarettes  à faible  émission  pourraient  être 
nocives  pour  votre  santé  : avis  aux  fumeurs. 

A33 

Mental  Health  Unit.  [1993?].  [2]  p.  on  1 sheet  : ill. 
At  head  of  title:  ARF  services. 

A34 

Moderate  drinking  and  health  : report  of  an 
international  symposium,  Toronto,  Ontario,  29 
April-1  May  1993.  [1994?].  20  p.  Title  from  cover. 
Includes  some  text  in  French.  Co-published  by 
Canadian  Centre  on  Substance  Abuse  and  Uni- 
versity of  Toronto.  Includes  bibliographical  refer- 
ences. 

A35 

Moderate  drinking  and  health  : a joint  policy 
statement  based  on  the  International  Sym- 
posium on  Moderate  Drinking  and  Health,  April 
30-May  1 , 1993,  in  Toronto,  Canada.  [1994?].  5 p. 
Title  from  cover.  Co-published  by  Canadian 
Centre  on  Substance  Abuse.  Includes  biblio- 
graphical references. 
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A36 

Monograph.  [1994],  c1986.  3 v.  : ill.  “These 
monographs  can  be  used  as  selected  readings 
in  the  prevention  of  drug  use  or  to  complement 
the  Prevention  Training  Instructor  Manual”. 
Co-published  by  Health  and  Welfare  Canada. 
Issued  also  in  French  under  title:  Monographie. 
Includes  bibliographical  references.  Contents:  v. 
1.  Essential  concepts  and  strategies  - v.  2. 
Change  agents  skills  - v.  3.  Program  planning 
and  implementation. 

ISBN  0-88868-120-8  (v.  1) 

ISBN  0-88868-122-4  (v.  2) 

ISBN  0-88868-124-0  (v.  3) 

ISBN  0-88868-126-7  (set) 

A37 

Motivational  strategies  for  promoting  self- 
change [videorecording]  : dealing  with  alcohol 
and  drug  problems,  cl 995.  1 videocassette  (38 
min.)  : sd.,  col.  Includes  supplementary  guide 
(9  p.).  Close-captioned.  Supplementary  guide 
includes  bibliographical  references. 

ISBN  0-88868-247-6 

A38 

O que  fazer-  se  precisares  de  ajuda  com  o 
alcool  ou  outras  drogas.  c1994.  1 fold,  sheet. 

A39 

The  older  adult  and  sleeping  pills,  tranquil- 
lizers, pain  medications,  [repr.  1995].  11  p.  : col. 
ill.  Cover  title.  Issued  also  in  French  under  title: 
Les  aînés  et  les  somnifères,  les  tranquillisants, 
les  analgésiques. 

A40 

The  Ontario  student  drug  use  survey  : 1977- 
1995  / Edward  M.  Adlaf  ...  [et  al.].  1995.  xxi, 
187  p.  : ill.,  1 form.  Cover  title  varies  slightly. 
Includes  summary  in  French.  Includes  biblio- 
graphical references. 

A41 

The  path  of  least  resistance  : the  trend  to 
normalize  alcohol.  Aug.  1993.  [2]  p.  Cover  title. 
Running  title:  Best  advice. 

A42 

Preventing  smoking  : tobacco  control  pol- 
icies. July  1995.  [4]  p.  Cover  title.  Running  title: 
Best  advice.  Issued  also  in  French  under  title:  La 
prévention  du  tabagisme  : politique  de  contrôle 
sur  le  tabac. 

A43 

Product  listing.  Summer  1995.  66  p.  Irregular. 
Cover  title.  Includes  some  text  in  French.  Con- 
tinues: Product  catalogue. 

A44 

Programs  and  services.  [1993?].  1 fold,  sheet  : 1 
map.  At  head  of  title:  ARF  corporate  information. 


A45 

Projection  : an  audio-visual  review  service  of 
the  Addiction  Research  Foundation.  Sept.  1994- 
Bimonthly.  Caption  title. 

A46 

A province  wide  needs  assessment  of  ser- 
vice providers  : a summary  report  on  com- 
pulsive gambling  in  Ontario  / prepared  by 
Rosa  Dragonetti  and  Andrea  Faveri.  [1995?]. 
37  p.  : ill.,  forms,  1 map. 

A47 

Publications  catalogue.  [1994],  25  p.  : ill.  Cover 
title. 

A48 

Que  hacer-  si  tü  necesitas  ayuda  con  el  alco- 
hol u otras  drogas.  cl 994. 1 fold,  sheet. 

A49 

Resources  : alcohol  and  drug  treatment. 

[1994],  17  p.  : ill.  Cover  title. 

A50 

Review  of  the  literature  on  problem  and  com- 
pulsive gambling /Tania  Stirpe.  [1994?].  189  p. 
Cover  title:  Problem  and  compulsive  gambling 
workshop  : literature  review.  Co-published  by 
Ministry  of  Health.  Includes  bibliographical  refer- 
ences. 

A51 

The  Rx  triangle  [videorecording],  cl 990.  1 
videocassette  (26  min.)  : sd.,  col. 

A52 

SANO  : Substance  Abuse  Network  of  Onta- 
rio : an  electronic  bulletin  board  system.  [1994], 
1 fold,  sheet. 

A53 

Saying  when  : how  to  quit  drinking  or  cut 
down  / by  Martha  Sanchez-Craig.  2nd  ed. 
C1994.  i,  79,  [17]  p.  : forms.  “An  ARF  self-help 
book”.  Issued  also  in  French  under  title:  C’est 
assez!  : comment  arrêter  de  boire  ou  réduire 
votre  consommation  d’alcool. 

ISBN  0-88868-215-8 

A54 

Snowmobilers  in  a northwestern  Ontario 
community  : a survey  of  characteristics,  injury 
profiles,  and  strategies  for  injury  prevention  / by 
Brian  H.  Rowe  ...  [et  al.].  Dec.  1993.  31  p.  Co- 
published by  Sudbury  General  Hospital  of  the 
Immaculate  Heart  of  Mary.  Issued  also  in  French 
under  title:  Les  motoneigistes  d’une  collectivité 
du  nord-est  de  l’Ontario.  Includes  bibliographical 
references. 

A55 

A study  on  youth  smoking  : plain  packaging, 
health  warnings,  event  marketing  and  price  re- 
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ductions  : key  findings  / Irving  Rootman  and 
Brian  R.  Flay,  principal  investigators.  [1995?].  10 
leaves.  Cover  title.  “A  joint  research  project  by 
University  of  Toronto,  University  of  Illinois  at 
Chicago,  York  University,  Ontario  Tobacco 
Research  Unit,  Addiction  Research  Foundation. 

A56 

Substance  abuse  & the  workplace  : a resource 
package  / edited  by  Cyrus  Gordon.  [1995].  vii, 
102,  [2]  p.  Includes  bibliographical  references. 
ISBN  0-88868-225-5 

A57 

Summer  institute  : addiction  studies  course 
guide.  June  5-23,  1995.  10,  [1]  p.  : 1 form. 
Annual.  Cover  title.  Continues:  Summer  institute 
in  addiction  studies. 

A58 

Take  action!  : alcohol,  other  drug  problems  & 
your  family.  [1994],  25  p.  Cover  title.  One  form 
inserted.  Issued  also  in  French  under  title:  Pas- 
sez à l’action!  : l’alcool,  les  autres  drogues  & 
votre  famille. 

A59 

Training  and  Education  : calendar  = Forma- 
tion et  éducation  : calendrier  des  cours.  1995/96. 
22,  [2]  p.  : forms.  Cover  title. 

A60 

University  student  drug  use  and  lifestyle  be- 
haviours : current  patterns  and  changes  from 
1988  to  1993  / Louis  Gliksman  ...  [et  al.].  Dec. 
1994.  xv,  168,  [2]  p.  ; ill.  Includes  some  text  in 
French.  Includes  bibliographical  references. 

A61 

What  to  do-  if  you  need  help  with  alcohol  or 
other  drugs.  c1993. 1 fold,  sheet.  Issued  also  in 
French  under  title:  Quoi  faire-  si  vous  cherchez 
de  l’aide  pour  un  problème  d’alcool  ou  d’autres 
drogues. 

A62 

[What  to  do-  if  you  need  help  with  alcohol  or 
other  drugs],  cl 994. 1 fold,  sheet.  Title  and  text 
in  Greek. 

A63 

[What  to  do-  if  you  need  help  with  alcohol  or 
other  drugs].  c1994. 1 fold,  sheet.  Co-published 
by  Region  of  Peel.  Title  and  text  in  Punjabi. 

A64 

[What  to  do-  if  you  need  help  with  alcohol  or 
other  drugs],  cl 993. 1 fold,  sheet.  Title  and  text 
in  Hindi. 

A65 

[What  to  do-  if  you  need  help  with  alcohol  or 
other  drugs],  c1993. 1 fold,  sheet.  Title  and  text 
in  Urdu. 


A66 

[What  to  do-  if  you  need  help  with  alcohol  or 
other  drugs],  cl 994. 1 fold,  sheet.  Title  and  text 
in  Chinese. 

A67 

What’s.news@SANO.  Issue  1 (summer  1995). 
Caption  title.  “The  purpose  of  this  newsletter  is 
to  let  current  and  potential  users  know  what’s 
happening  on  the  Substance  Abuse  Network  of 
Ontario.” 

A68 

Youth  and  drug  abuse  : a planner’s  guide  to 
multi-functional  treatment.  [1994].  56  p.  Is- 
sued also  in  French  under  title:  L’abus  de  drogue 
chez  les  jeunes  : guide  de  planification  du  traite- 
ment multifonctionnel.  Includes  bibliographical 
references. 

A69 

Youth  and  Family  Clinic.  [1993].  1 fold,  sheet  : 
ill.  At  head  of  title:  ARF  services. 
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A70 

A factsheet  : Advocacy  Act.  [1995].  2 p.  on  1 
sheet.  Issued  also  in  French  under  title:  Bulletin  : 
Loi  sur  l’intervention. 

A71 

Future  directions  : if  you  are  a vulnerable  per- 
son because  of  illness  or  disability,  read  this. 
[1995].  [10, 12]  p.  Cover  title.  Text  in  English  and 
French  with  French  text  on  inverted  pages.  Title 
on  added  t.p.:  Orientations  futures. 

Pub.  Ont.  001984  D * Free 

A72 

Members  of  the  Advocacy  Commission  = 

Membres  de  la  Commission  d’intervention. 
[1995].  [24]  p.  Cover  title. 

Pub.  Ont.  001986  D * Free 

A73 

Questions  and  answers.  [1995].  10, 10  p.  Cap- 
tion title.  Text  in  English  and  French  with  French 
text  on  inverted  pages.  Title  on  added  t.p.:  Ques- 
tions et  réponses. 

Pub.  Ont.  001985  D * Free 

A74 

Rights  advice  : a guide  for  current  and  potential 
substitute  decision  makers.  [1995?].  6,  6 p. 
Cover  title.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  Quand  et  comment  communiquer  avec  une 
conseillère  ou  un  conseiller  en  matière  de  droits. 
Pub.  Ont.  001983  D * Free 
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A75 

A rights  advice  guide  : for  regulated  health 
practitioners  and  administrators  of  psychiatric 
facilities.  [1995?].  6,  6 p.  Cover  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Title  on  added  t.p.:  Conseils  sur  les 
droits. 

Pub.  Ont.  001982  D * Free 


AGRICULTURAL  RESEARCH 
INSTITUTE  OF  ONTARIO 


A76 

Annual  report.  1993/94.  20,  20  p.  : ill.,  maps, 
ports.  Title  on  added  t.p.:  Rapport  annuel.  Cover 
title.  Text  in  English  and  French  with  French  text 
on  inverted  pages.  Report  year  ends  Mar.  31. 
Published  by  Ministry  of  Agriculture,  Food  and 
Rural  Affairs. 

ISSN  1198-1733  (corr.) 

Microfiche  5602-95  * t $1  -00  ( + PST) 

A77 

Annual  report.  1994/95.  20,  20  p.  : ill.,  maps, 
ports.  (Sessional  paper  ; 361/030).  Title  on  add- 
ed t.p.:  Rapport  annuel.  Cover  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Report  year  ends  Mar.  31.  Published  by 
Ministry  of  Agriculture,  Food  and  Rural  Affairs. 
ISSN  1198-1733 

Microfiche  5688-95  * t $1  -00  ( + PST) 


ALGONQUIN  FORESTRY 
AUTHORITY 


A78 

Annual  report.  1993/94.  18,  18  p.  : ill.,  maps, 
ports.  Title  on  added  t.p.:  Rapport  annuel.  Cover 
title.  Text  in  English  and  French  with  French  text 
on  inverted  pages.  Report  year  ends  Mar.  31. 
Pub.  Ont.  105557  * $2.00 


ANALYTICAL  LABORATORIES 
COUNCIL 


A79 

GOALS  : Government  of  Ontario  analytical 
laboratory  system.  Vol.  II,  issue  #5  (Jan.  1995)- 
v.  II,  issue  #6  (Feb.  1995).  Caption  title. 


A80 

Index  of  analytical  laboratories  and  contact 
points.  1995. 101,  [20]  p.  : forms.  “A  compilation 
of  Ontario  Public  Sector  Analytical  Laboratories, 
complemented  by  a database  of  contact  points 
allowing  direct  access  to  specialist  knowledge.” 
ISSN  1193-2686 

Pub.  Ont.  105548  D * $6.96  ( + PST) 


ART  GALLERY  OF  ONTARIO 


A81 

Anne  Tanenbaum  Gallery  School  : courses. 

1995/96.  19,  [2]  p.  : ill.,  forms.  Cover  title. 

A82 

Annual  report.  1994/95.  55  p.  : ill.  Cover  title. 
Includes  some  text  in  French.  Report  year  ends 
Mar.  31. 

A83 

Barbara  Hepworth.  [1995?].  [2]  p.  Cover  title. 
A84 

Barbara  Hepworth  carved  out  her  place  next 
to  Henry  Moore  : the  sculptures,  Art  Gallery  of 
Ontario,  May  19  to  August  7,  1995.  [1995?]. 
[12]  p.  : ill.  Cover  title.  Some  pages  on  fold, 
leaves. 

A85 

Journal.  Vol.  3,  no.  1 (Jan./Feb.  1995)-v.  3,  no. .6 
(Nov./Dec.  1995).  ill.  Bimonthly.  Cover  title. 
ISSN  1191-9868 

A86 

Program  guide.  Jan./Feb.  1995-Nov./Dec. 
1995.  Bimonthly.  Cover  title.  “Exhibitions, 
courses,  films,  special  events  and  more”. 


ASSESSMENT  REVIEW  BOARD 

A87 

Assessment  Review  Board  summaries  : 
school  support  issues.  June  1994.  vii,  44  p. 
Cover  title. 


BOARD  OF  FUNERAL  SERVICES 

A88 

Newsletter.  Feb.  1995-Nov.  1995.  3 no.  Title  on 
added  t.p.:  Circulaire.  Caption  title.  Text  in 
English  and  French. 
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A89 

Annual  report.  1993  and  1994.  59,  72  p.  : ports. 
Title  on  added  t.p.:  Rapport  annuel.  Cover  title. 
Text  in  English  and  French  with  French  text  on 
inverted  pages.  Covers  last  nine  months  of  1993 
and  all  of  1994.  Continues:  Annual  report  and 
case  summaries. 


CABINET  OFFICE 


A90 

Attitudes  towards  specific  federal-provincial 
issues  / prepared  by  Environics  Research 
Group  Limited.  Jan.  1995.  [29]  leaves  : 1 map. 
(Sessional  paper  ; 361/063).  Running  title: 
Focus  Ontario  1994-4.  Chiefly  tables. 

A91 

JobsOntario  bulletin.  Vol.  2,  no.  2.  ill.  Caption 
title.  Issued  also  in  French  under  title:  BoulotOn- 
tario  bulletin.  Ceased  publication.  Issued  by 
Jobs  Secretariat. 

ISSN  1198-8789 

A92 

Ontario  business  research  concerning  youth 
unemployment  : data  tables  / Angus  Reid 
Group.  Feb.  1995.  [67]  leaves.  (Sessional 
paper  ; 361/060).  Running  title:  Youth  services 
study  : business  respondents.  Cover  title. 
Chiefly  tables. 

A93 

Youth  employment  survey  : detailed  tables  / 

Angus  Reid  Group.  Feb.  1995. 1 v.  (various  pag- 
ings).  (Sessional  paper  ; 361/062).  Cover  title. 
Chiefly  tables. 


CHILD  AND  FAMILY  SERVICES 
REVIEW  BOARD 


A94 

Hearings  before  the  Child  and  Family  Ser- 
vices Review  Board  pursuant  to  applications 
for  orders  to  release  children  from  secure 
treatment  programs,  cl 994.  10  p.  Cover  title. 
“Guidelines  used  in  the  conduct  of  hearings  per- 
taining to  Section  124  of  the  Child  and  Family 
Services  Act”.  Issued  also  in  French  under  title: 
Audiences  de  la  Commission  de  révision  des 


services  à l’enfance  et  à la  famille  suivant  une 
demande  de  mise  en  congé  d’un  enfant  d’un 
programme  de  traitement  en  milieu  fermé. 

ISBN  0-7778-3420-0 


CLARKE  INSTITUTE  OF 
PSYCHIATRY 


A95 

Annual  report.  1993/94.  16  p.  : ill.,  ports.  On 
cover:  A commitment  to  community.  Cover  title. 
Report  year  ends  Mar.  31 . Pocket  contains  finan- 
cial statements,  Clarke  Institute  of  Psychiatry 
Foundation  annual  report  and  Clarke  Institute  of 
Psychiatry  research  publications.  Issued  also  in 
French  under  title:  Rapport  annuel. 

A96 

Annual  report.  1994/95. 1 v.  (various  pagings)  : 
ill.,  ports.  Caption  title.  Report  year  ends  Mar.  31. 
Includes  Clarke  Institute  of  Psychiatry  Founda- 
tion annual  report.  Includes  insert:  Your  guide  to 
the  Clarke.  Issued  also  in  French  under  title: 
Rapport  annuel. 

A97 

Anxiety  Disorders  Clinic.  June  1995.  [2]  p.  on  1 
sheet.  (Fact  sheet).  At  head  of  title:  The  Clarke. 
Issued  also  in  French  under  title:  Clinique  des 
troubles  de  l’angoisse. 

A98 

Child  & Family  Studies  Centre.  June  1995. 
[3]  p.  Caption  title.  Issued  also  in  French  under 
title:  Centre  d’études  sur  l’enfant  et  la  famille.  At 
head  of  title:  The  Clarke. 

A99 

Cognitive  Therapy  Section.  [Rev.].  Oct.  1994. 
[2]  p.  on  1 sheet.  (Fact  sheet).  At  head  of  title:  The 
Clarke.  Issued  also  in  French  under  title:  Unité  de 
la  thérapie  cognitive  comportementale. 

Al  00 

Continuing  Care  Division.  [Rev.].  July  1995. 
[2]  p.  on  1 sheet.  At  head  of  title:  The  Clarke. 
Issued  also  in  French  under  title:  Division  des 
soins  continus. 

Al  01 

Facts  about  the  Clarke.  [Rev.].  June  1995.  [2]  p. 
on  1 sheet.  (Fact  sheet).  At  head  of  title:  The 
Clarke.  Issued  also  in  French  under  title: 
L’Institut  psychiatrique  Clarke. 

AI  02 

Family  Court  Clinic  Division.  June  1995.  [4]  p. 
Caption  title.  At  head  of  title:  The  Clarke.  Issued 
also  in  French  under  title:  Division  de  la  clinique 
d’aide  juridique  familiale. 


COMMERCIAL  REGISTRATION  APPEAL  TRIBUNAL 
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Al  03 

Forensic  Division.  May  1995.  [3]  p.  Caption 
title.  At  head  of  title:  The  Clarke.  Issued  also  in 
French  under  title:  Division  de  psychiatrie  légale. 

A1°4 

General  Psychiatry  Division.  June  1995.  [4]  p. 
Caption  title.  At  head  of  title:  The  Clarke.  Issued 
also  in  French  under  title:  Division  de  psychiatrie 
générale. 

Al  05 

A guide  to  your  hospital  stay.  July  1994.  20  p. 
Cover  title.  At  head  of  title:  The  Clarke.  Issued 
also  in  French  under  title:  Guide  du  patient. 

A106 

Institute  wide  services.  June  1995.  [4]  p.  (Fact 
sheet).  Caption  title.  At  head  of  title:  The  Clarke. 
Issued  also  in  French  under  title:  Services  de 
l’institut. 

Al  07 

Mood  and  Anxiety  Division.  June  1995.  [3]  p. 
Caption  title.  At  head  of  title:  The  Clarke.  Issued 
also  in  French  under  title:  Division  des  troubles 
de  l’humeur  et  de  l’angoisse. 

Al  08 

Statement  of  mission.  [Rev.].  June  1995.  [2]  p. 
on  1 sheet.  (Fact  sheet).  At  head  of  title:  The 
Clarke.  Issued  also  in  French  under  title:  Énoncé 
de  mission. 


COMMERCIAL  REGISTRATION 
APPEAL  TRIBUNAL 


A109 

Making  your  appeal  to  the  Commercial  Regis- 
tration Appeal  Tribunal.  [1995].  15,  16  p.  Cover 
title.  Text  in  English  and  French  with  French  text 
on  inverted  pages.  Title  on  added  t.p.:  Comment 
interjeter  appel  devant  la  Commission  d’appel  des 
enregistrements  commerciaux. 

ISBN  0-7778-4031-6 

A110 

Overview  and  summary  of  decisions.  1992. 
33  p.  Annual.  Cover  title.  Title  varies. 

ISBN  0-7778-3613-0 

Microfiche  5632-95  * $1 .00  ( + PST) 

A111 

Summaries  of  decisions.  Vol.  25  (1993).  xi, 
766  p.  Annual.  Cover  title.  Issued  also  in  French 
under  title:  Sommaires  des  décisions. 

Pub.  Ont.  105810  *$1.50 

ISSN  0383-4700 

Pub.  Ont.  105622  D * $12.50 

Microfiche  5644-95  * t $8.00  ( + PST) 


All  2 

Summaries  of  decisions.  Vol.  26,  pt.  I (1994). 
xi,  528  p.  Annual.  Cover  title. 

ISSN  0383-4700 

Pub.  Ont.  105623  D * $12.50 

Microfiche  5645-95  * f $6.00  ( + PST) 

All  3 

Summaries  of  decisions.  Vol.  26,  pt.  II  (1994). 
xi,  p.  529-1057.  Annual.  Cover  title.  Title  varies. 
ISSN  0383-4700 

Pub.  Ont.  105624  D * $12.50 

M icrofiché  5646-95  * f $6 . 00  ( + PST) 


COMMISSION  ON  CONFLICT  OF 
INTEREST 


A114 

Annual  report.  6th  (1994/95).  16,  20  p.  : ports. 
Title  on  added  t.p.:  Rapport  annuel.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Report  year  ends  Mar.  31. 

ISSN  1180-0550 

Pub.  Ont.  105802  D Out-of-print 

A115 

Report  of  the  Honourable  Gregory  T.  Evans, 
commissioner  re:  Mr.  Chris  Stockwell,  M.P.P., 
Etobicoke  West.  Jan.  1995.  3 leaves.  Cover 
title. 


COMMISSION  ON  ELECTION 
FINANCES 


A116 

Annual  report.  20th  (1994).  29  p.  (Sessional 
paper  ; 361/017).  Cover  title.  Issued  also  in 
French  under  title:  Rapport  annuel. 

ISSN  0835-1872 

Pub.  Ont.  106066  * $2.00 

Microfiche  5685-95  * f $1.00  (-h  PST) 

All  7 

Election  finances  reporter.  Vol.  12,  issue  1 
(Jan.  1995).  Caption  title.  Continued  by:  Election 
newsletter.  Issued  also  in  French  under  title:  Le 
point  sur  le  financement  des  élections. 

ISSN  0833-2029 

A118 

Election  newsletter.  Vol.  12,  issue  2 (Feb. 
1995)-v.  12,  issue  9 (June  5,  1995).  Continues: 
Election  finances  reporter.  Continued  by:  Elec- 
tion finances  newsletter.  Issued  also  in  French 
under  title:  Le  point  sur  les  élections. 
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COMMUNICATORS’  FORUM 


A119 

Guidelines  for  chief  financial  officers  = Lignes 
directrices  à l’intention  des  directeurs  des 
finances.  1990-  . 1 v.  (loose-leaf)  : forms.  Cover 
title.  Spine  title:  Commission  on  Election  Finances 
- guidelines  = Commission  sur  le  financement  des 
élections  - lignes  directrices.  Includes  some  text  in 
French.  Loose-leaf  for  updating. 

A120 

Political  contributions  in  Ontario.  [Rev.].  Feb. 
1995.  4 p.  Caption  title.  Issued  also  in  French 
under  title:  Contributions  à des  fins  politiques  en 
Ontario.  Includes  bibliographical  references. 
ISBN  0-7778-3846-X 

Al  21 

Report  ...  containing  recommendations  in 
respect  of  the  indemnities  and  allowances  of 
members  of  the  Legislative  Assembly.  18th 
(1995).  3,  3 p.  Annual.  Title  on  added  t.p.: 
Rapport  ...  contenant  des  recommandations 
touchant  les  indemnités  et  allocations  des  dépu- 
tés de  l’Assemblée  législative.  Caption  title.  Text 
in  English  and  French  with  French  text  on  verso. 


COMMUNICATORS’  FORUM 


A122 

The  link.  Spring  1995-fall  1995.  3 no.  ill.  Caption 
title. 

A123 

Member-to-member  guide.  1995.  77  p.  Cover 
title. 


COMPREHENSIVE  PLANNING 
COUNCIL 


A124 

Temagami  : an  update  from  the  CPC.  June 
1995.  [6]  p.  : ill.  (some  col.),  maps.  Caption  title. 
Errata  inserted.  Issued  also  in  French  under  title: 
Temagami  : dernières  nouvelles  du  CPG. 


COUNCIL  FOR  FRANCO- 
ONTARIAN  EDUCATION 


A125 

Activity  report.  Sept.  1991 -Jan.  1994.  35,  37  p. 
Irregular.  Title  on  added  t.p.:  Rapport  d’activités. 
Cover  title.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Co-published  by 


Ministry  of  Education  and  Training.  Continues: 
Report  of  the  Council  for  Franco-Ontarian 
Education. 

ISSN  1201-8457 

Pub.  Ont.  106053  * $3.50 


CROP  INSURANCE  COMMISSION 


A126 

Annual  report.  29th  (1994/95).  [13,  13]  p.  On 
cover:  Canada-Ontario  crop  insurance.  Cover 
title.  Text  in  English  and  French  with  French  text 
on  inverted  pages.  Report  year  ends  Mar.  31. 
Co-published  by  Agriculture  Canada.  Includes 
financial  statements  from  Ontario  Crop  Insur- 
ance Fund. 


DEPOSIT  INSURANCE 
CORPORATION  OF  ONTARIO 


A127 

Annual  report.  1994.  24,  24  p.  : ill.  (some  col.), 
ports.  Title  on  added  t.p.:  Rapport  annuel.  Cover 
title.  Text  in  English  and  French  with  French  text 
on  inverted  pages.  Previously  issued  by  Ontario 
Share  and  Deposit  Insurance  Corporation. 

A128 

Application  guide  to  DICO  by-law  no.  6. 1995. 
39,  39  p.  : forms.  Title  on  added  t.p.:  Guide 
d’application  du  règlement  no  6 de  la  SOAD. 
Text  in  English  and  French  with  French  text  on 
inverted  pages. 

A129 

Focus  : bulletin  on  sound  business  practices. 
Vol.  4,  no.  3 (summer  1995)-v.  4,  no.  4 (fall  1995). 
Title  on  added  t.p.:  L’objectif.  Caption  title.  “Pro- 
tection, security,  stability”.  Text  in  English  and 
French.  Continues:  Sound  business  practices 
bulletin. 

A130 

How  your  deposits  are  insured.  Mar.  1995.  1 
fold,  sheet.  Text  in  English  and  French  with 
French  text  on  verso.  Title  on  verso:  Comment 
vos  dépôts  sont-ils  assurés. 

Al  31 

Sound  business  practices  bulletin.  Vol.  4,  no.  2 
(spring  1995).  Title  on  added  t.p.:  Le  bulletin 
saines  pratiques  commerciales.  Caption  title. 
“The  key  to  success”.  The  “i”  in  “bulletin”  is  repre- 
sented by  a key.  Text  in  English  and  French.  Pre- 
viously issued  by  Ontario  Share  and  Deposit 
Insurance  Corporation.  Continued  by:  Focus. 


DEVELOPMENT  CORPORATIONS  OF  ONTARIO 


Al  32 

Standards  of  sound  business  and  financial 
practices  : impaired  loans  : DICO  by-law  no.  6. 
1995.  9,  9 p.  Title  on  added  t.p.:  Normes  de 
saines  pratiques  commerciales  et  financières  : 
prêts  douteux.  Text  in  English  and  French  with 
French  text  on  inverted  pages. 

A133 

System  release.  [No.  1]  (Mar.  1,  1995)-No.  4 
(Dec.  12,  1995).  [No.  1]  has  title:  News  release. 
“Protection,  security,  stability”.  Issued  also  in 
French  under  title:  Communiqué  au  mouvement. 

Al  34 

Update.  Spring  1995.  ill.  Irregular.  Title  on  added 
t.p.:  Actualités.  Caption  title.  Text  in  English  and 
French  with  French  text  on  inverted  pages.  Pre- 
viously issued  by  Ontario  Share  and  Deposit 
Insurance  Corporation  under  title:  OSDIC 
update.  Ceased  publication. 

ISSN  1181-8263 


DEVELOPMENT  CORPORATIONS 
OF  ONTARIO 


A135 

Annual  report  of  loans,  guarantees  & invest- 
ments. 1994/95.  [1],  14  leaves.  (Sessional  paper  ; 
361/014).  Cover  title.  Report  year  ends  Mar.  31. 
Includes  information  for  Eastern  Ontario  Develop- 
ment Corporation,  Northern  Ontario  Development 
Corporation,  Ontario  Development  Corporation 
and  Innovation  Ontario  Corporation. 

A136 

Annual  review.  1993/94.  32  p.  : ill.  Cover  title. 
Report  year  ends  Mar.  31.  Issued  also  in  French 
under  title:  Examen  annuel. 

ISSN  1183-9325 

Pub.  Ont.  105625  * $3.00 

AI  37 

Bridging  the  gap.  c1995. 8 p.  Cover  title.  Issued 
in  French  under  title:  Un  pont  vers  l’avenir. 

ISBN  0-7778-31 97-X 


EDUCATION  RELATIONS 
COMMISSION 


Al  38 

Overview  : education  bargaining  in  Ontario. 
Vol.  4,  no.  2 (spring  1995)-v.  5,  no.  1 (fall  1995). 
Title  on  added  t.p.:  Survol.  Caption  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages. 

ISSN  1192-0769 
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EMPLOYMENT  EQUITY 
COMMISSION 


A139 

EEC  newsletter.  Vol.  1 (spring  1995).  ill.  Title  on 
added  t.p.:  Bulletin  CÉE.  Caption  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages. 

ISSN  1201-6047 
A140 

Employment  equity  education  program, 
spring  1995.  Rev.  [1995].  1 fold,  sheet.  At  head 
of  title:  Equity-  works.  Text  in  English  and 
French  with  French  text  on  verso.  Title  on  verso: 
Programme  d’éducation  sur  l’équité  en  matière 
d’emploi,  printemps  1995. 

ISBN  0-7778-3928-8 

Al  41 

Employment  equity  : what  it  means  to  you. 

[1995].  6,  6 p.  Cover  title.  Text  in  English  and 
French  with  French  text  on  inverted  pages.  Title 
on  added  t.p.:  L’équité  en  matière  d’emploi  et 
vous. 

ISBN  0-7778-3973-3 
Al  42 

Equity  works.  c1995.  1 fold,  sheet.  Text  in 
English  and  French  with  French  text  on  verso. 
Title  on  verso:  L’équité,  ça  marche.  To  be  used 
with  the  videocassette:  Equity  works. 

ISBN  0-7778-4298-X 

A143 

Getting  ready  : preparing  for  Ontario’s 
Employment  Equity  Act.  2nd  ed.  Nov.  1994. 
28  p.  : ill.  Cover  title.  Issued  also  in  French  under 
title:  Préparons-nous  à la  Loi  sur  l’équité  en 
matière  d’emploi  de  l’Ontario. 

Al  44 

Opening  doors  : a report  on  the  employment 
equity  consultations,  repr.  1995.  81  p.  : ill. 
“Originally  published  by  Ministry  of  Citizenship”. 
Issued  also  in  French  under  title:  Ouvrons  les 
portes  : rapport  des  consultations  sur  l’équité 
d’emploi. 

ISBN  0-7778-3830-3 
Al  45 

Putting  equity  to  work  [videorecording],  cl 994. 
1 videocassette  (15  min.)  : sd.,  col.  +1  fold, 
sheet.  Title  on  fold,  sheet:  Putting  equity  to  work  : 
please  read  this  brochure  before  viewing.  Issued 
also  in  French  under  title:  Pratiquons  l’équité  au 
travail. 

ISBN  0-7778-3625-4 


/ 
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EMPLOYMENT  EQUITY  TRIBUNAL 


A146 

Summary  of  the  Employment  Equity  Act  and 
regulations.  [1995?].  1 sheet  (fold.).  Text  in 
English  and  French  with  French  text  on  verso. 
Title  on  verso:  Résumé  de  la  Loi  sur  l’équité  en 
matière  d’emploi  et  des  règlements. 


EMPLOYMENT  EQUITY  TRIBUNAL 

A147 

Employment  Equity  Act  : a guide  to  hearings 
before  the  Employment  Equity  Tribunal. 

Sept.  1994.  20,  20  p.  : ill.  Cover  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Title  on  added  t.p.:  Loi  sur  l’équité  en 
matière  d’emploi  : guide  relatif  aux  audiences 
devant  le  Tribunal  de  l’équité  en  matière  d’emploi. 

Al  48 

Employment  Equity  Act  : rules  of  practice. 

“Interim”.  Sept.  1994.  10,  [18]  p.  : forms.  Cover 
title.  Issued  also  in  French  under  title:  Loi  sur 
l’équité  en  matière  d’emploi  : règles  de  pratique. 


ENVIRONMENTAL  ASSESSMENT 
BOARD 


Al  49 

Annual  report.  1994/95.  30,  [2]  p.  Cover  title. 
Report  year  ends  Mar.  31.  Issued  also  in  French 
under  title:  Rapport  annuel. 

Pub.  Ont.  005658  Out-of-print 

A150 

City  of  Port  Colborne  Elm  Street  landfill  : rea- 
sons for  decision  of  oral  decision  delivered 
March  30, 1995  : in  the  matter  of  an  application 
by  the  Corporation  of  the  City  of  Port 
Colborne  ... . [1995].  33,  [3]  p.  : maps.  Cover  title. 
“EP-94-02”. 

A151 

Getting  involved  : a guide  to  understanding 
the  operations  and  procedures  of  the 
Environmental  Assessment  Board.  [1995?]. 
16  p.  Cover  title. 

A152 

Getting  involved  : an  overview  of  the 
Environmental  Assessment  Board.  [1995?].  1 
sheet  (fold.).  Cover  title.  Text  in  English  and 
French  with  French  text  on  verso.  Title  on  verso: 
Les  citoyens  et  les  audiences  publiques  : quel- 
ques renseignements  sur  la  Commission  des 
évaluations  environnementales. 


Al  53 

In  the  matter  of ...  an  application  by  the  Coun- 
ty of  Simcoe  (successor  to  the  North  Simcoe 
Waste  Management  Association) ... . [1995],  ii, 
64,  [33]  p.  : ill.  Cover  title.  At  head  of  title:  The 
Joint  Board,  the  Consolidated  Hearings  Act. 
Summary  inserted.  “CH-87-03”. 

A154 

Ontario  Waste  Management  Corporation 
application  : reasons  of  decision  and  decision. 
[1994].  1 v.  (various  pagings)  : maps.  Cover  title. 
At  head  of  title:  The  Joint  Board,  the  Consoli- 
dated Hearings  Act.  “CH-87-02”.  Includes  biblio- 
graphical references. 

A155 

Steetley  - South  Quarry  landfill  site  : decision 
and  reasons  for  decision  : in  the  matter  of  a 
proposal  by  Steetley  Quarry  Products  Inc. 
(Steetley)  to  establish,  operate  and  close  a solid 
waste  disposal  site  ... . [1995].  iv,  215,  [13]  p.  : ill., 
maps.  Cover  title.  At  head  of  title:  The  Joint 
Board,  the  Consolidated  Hearings  Act. 
“CH-91-08”. 

A156 

Township  of  South  Gower  municipal  landfill 
site  : decision  and  reasons  for  decision  : in 

the  matter  of  an  application  by  the  Municipal 
Corporation  of  the  Township  of  South  Gower .... 
[1995].  9,  20,  3 p.  : maps.  Cover  title.  Summary 
inserted.  “EP-94-02”. 


ENVIRONMENTAL  COMMISSIONER 
OF  ONTARIO 


A157 

EBRights.  Vol.  1,  no.  3 (Dec.  1994)-v.  2,  no.  2 
(Spring/summer  1995).  3 no.  Caption  title.  Vol.  2, 
no.  1 in  bilingual  format.  Issued  also  in  French 
under  title:  CDEnvironnement. 

ISSN  1201-8279  (corr.)  ' 

Pub.  Ont.  005683  (v.  2,  no.  2)  D * Free 

(Vol.  2,  no.  2) 

A158 

The  Environmental  Commissioner  of 
Ontario  : Public  Resource  Centre.  [1995].  [4, 
4]  p.  Cover  title.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  Le  commissaire  à l’environnement  de 
l’Ontario  : Centre  public  de  documentation. 

Pub.  Ont.  005643  D * Free 

Al  59 

A guide  to  the  Environmental  Bill  of  Rights 
and  the  Environmental  Commissioner. 


ENVIRONMENTAL  COMPENSATION  CORPORATION 
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[1995?].  1 fold,  sheet.  Issued  also  in  French 
under  title:  Pour  mieux  comprendre  la  Charte 
des  droits  environnementaux,  le  Commissaire  à 
l’environnement. 

Al  60 

A guide  to  the  Environmental  Bill  of  Rights 
and  the  Environmental  Commissioner. 

[1995?].  [5,  5]  p.  Cover  title.  Text  in  English  and 
French  with  French  text  on  inverted  pages.  Title 
on  added  t.p.  : Pour  mieux  comprendre  la  Charte 
des  droits  environnementaux,  le  Commissaire  à 
l’environnement. 

Pub.  Ont.  005642  D  *  * Free 

Al  61 

A guide  to  the  Environmental  Bill  of  Rights  : 
how  to  participate.  [1995?].  1 fold,  sheet. 
Issued  also  in  French  under  title:  Pour  mieux 
comprendre  la  Charte  des  droits  environne- 
mentaux : comment  participer. 

Al  62 

A guide  to  the  Environmental  Bill  of  Rights  : 
how  to  participate.  [1995],  [7,  7]  p.  Cover  title. 
Text  in  English  and  French  with  French  text  on 
inverted  pages.  Title  on  added  t.p.:  Pour  mieux 
comprendre  la  Charte  des  droits  environne- 
mentaux : comment  participer. 

Pub.  Ont.  005641  D * Free 

Al  63 

Ontario’s  Environmental  Bill  of  Rights  : 
implementation  of  the  Environmental  Bill  of 
Rights  and  the  electronic  registry.  [1994?]. 
[2]  p.  on  1 sheet.  Text  in  English  and  French  with 
French  text  on  verso.  Title  on  verso:  La  Charte 
des  droits  environnementaux  de  l’Ontario  : mise 
en  oeuvre  de  la  Charte  des  droits  environne- 
mentaux et  du  registre  électronique. 

Al  64 

Ontario’s  Environmental  Bill  of  Rights  : 
statements  of  environmental  values  for  14 
government  ministries.  Nov.  1994. 1 v.  (various 
pagings).  Cover  title. 


ENVIRONMENTAL  COMPENSATION 
CORPORATION 


A165 

Annual  report.  9th  (1993/94).  12,  12  p.  (Ses- 
sional paper  ; 353/392).  Title  on  added  t.p.:  Rap- 
port annuel.  Title  from  cover.  Text  in  English  and 
French  with  French  text  on  inverted  pages. 
Report  year  ends  Mar.  31. 

ISSN  0848-5240 

Pub.  Ont.  005617  D * Free 


FAIR  TAX  COMMISSION 


A166 

The  economic  and  social  environment  for  tax 
reform  / David  Conklin  ...  [et  al.]  ; edited  by  Allan 
M.  Maslove.  c1995.  xiii,  267  p.  : ill.  (Research 
studies  of  the  Fair  Tax  Commission  of  Ontario). 
Includes  bibliographical  references. 

ISBN  0-8020-7629-7 

A167 

Taxation  and  the  distribution  of  income  / 

Sheila  Block  ...  [et  al.]  ; edited  by  Allan  M.  Mas- 
love.  cl 994.  x,  132  p.  : ill.  Includes  bibliographical 
references. 

ISBN  0-8020-7628-9 


FARM  PRODUCTS  APPEAL 
TRIBUNAL 


A168 

Annual  report  and  case  summaries.  1994/95. 
18  p.  Annual.  Caption  title.  Report  year  ends 
Mar.  31. 

A169 

Decisions.  1994. 149  p. 


GAMING  CONTROL  COMMISSION 


A170 

Annual  report.  1993/94.  1 sheet. 


GO  TRANSIT 


A171 

Accessible  GO  train  service  : a guide  for 
riders.  June  1995.  38  p.  : ill.,  1 map. 

A172 

GO  rail  timetable.  Jan.  7,  1995.  ill. 

A173 

GO  system  timetable.  Jan.  7,  1995-Oct.  28, 
1995.  2 no.  ill.  Irregular. 

ISSN  0225-9842 

Pub.  Ont.  005627  (Jan.  7);  005695  (Oct.  28) 

* Free 

A174 

GO  Transit  annual  report  = Rapport  annuel  du 
Réseau  GO.  1994/95.  44  p.  : ill.,  1 map,  ports. 
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(Sessional  paper  ; 361/028).  On  cover:  Service, 
safety,  growth.  Title  from  cover.  Report  year 
ends  Mar.  31. 

ISSN  1188-3782 

Pub.  Ont.  106116  D * $2.50 


GREATER  TORONTO  AREA  TASK 
FORCE 


A175 

GTA  fax  news.  No.  1 (June  2, 1995)-no.  6 (Nov. 
7, 1995).  Caption  title. 

A176 

[GTA  Task  Force].  [1995?].  1 portfolio  (3 
pieces).  Contents:  GTA  Task  Force  : biographies 
- Notes  for  remarks  by  Anne  Golden,  chair,  GTA 
Task  Force  - Terms  of  reference  : GTA  Task 
Force. 


HEALTH  DISCIPLINES  BOARD 

A177 

Annual  report  : Health  Disciplines  Board  and 
the  Denture  Therapists  Appeal  Board.  1993. 
31,  28  p.  Title  on  added  t.p.:  Rapport  annuel  : 
Conseil  des  sciences  de  la  santé  et  Commission 
d’appel  des  denturologues.  Title  varies.  “Eigh- 
teenth report  of  the  Health  Disciplines  Board”. 
Text  in  English  and  French  with  French  text  on 
inverted  pages. 


HEALTH  PROFESSIONS  BOARD 

A178 

Decisions.  Jan./Feb./Mar.  1995-Apr./May/June 
1995.  At  head  of  title:  Health  Professions  Board. 


HEALTH  PROFESSIONS 
REGULATORY  ADVISORY  COUNCIL 

A179 

Advice  to  the  Minister  of  Health  : regulation 
of  funding  for  therapy  and  counselling  for 
patients  sexually  abused  by  health  profes- 
sionals. Feb.  1995.  21,  [41]  p.  Cover  title.  Issued 
also  in  French  under  title:  Conseil  à la  ministre 
de  la  Santé  : réglementation  du  financement  de 
la  thérapie  et  des  consultations  pour  les  patients 


GREATER  TORONTO  AREA  TASK  FORCE 

et  patientes  qui  ont  été  victimes  d’exploitation 
sexuelle  de  la  part  d’un  membre  d’une  profes- 
sion de  la  santé. 

Al  80 

Annual  report.  Jan.  1,  1993-Mar.  31,  1994.  21, 
22  p.  Title  on  added  t.p.:  Rapport  annuel.  Title 
varies.  Text  in  English  and  French  with  French 
text  on  inverted  pages. 

A181 

HPRAC  bulletin.  Vol.  1,  no.  1 (June  1995)-v.  1, 
no.  2 (Nov.  1995).  Caption  title.  “An  update  on 
the  health  regulatory  issues  under  HPRAC’s 
review”.  Issued  also  in  French  under  title: 
CCRPS  bulletin. 

A182 

Recommended  approach  to  evaluating  the 
effectiveness  of  complaints  and  discipline 
procedures  with  respect  to  professional  mis- 
conduct of  a sexual  nature  / by  Andrée  Côté. 
Dec.  1994.  ix,  87  p.  At  head  of  title:  Report  to  the 
Health  Professions  Regulatory  Advisory  Coun- 
cil. Issued  also  in  French  under  title:  Méthode 
recommandée  pour  évaluer  l’efficacité  des  pro- 
cédures relatives  aux  plaintes  et  à la  discipline 
en  ce  qui  concerne  les  fautes  professionnelles 
d’ordre  sexuel.  Includes  bibliographical  refer- 
ences. 


INDIAN  COMMISSION  OF 
ONTARIO 


A183 

Indian  negotiations  in  Ontario  : making  the 
process  work.  Dec.  1994.  108  p.  : ill.,  maps,  1 
port.  Includes  bibliographical  references. 


INDUSTRIAL  DISEASE 
STANDARDS  PANEL 


A184 

Annual  report.  1993/94. 21, 22  p.  Title  on  added 
t.p.:  Rapport  annuel.  Submitted  to  the  Minister  of 
Labour.  Text  in  English  and  French  with  French 
text  on  inverted  pages.  Subsequently  issued  by 
Occupational  Disease  Standards  Panel. 

ISSN  0836-1487 

Microfiche  5610-95  * t $1-00  ( + PST) 

A185 

Decision-making  : theory  and  practice.  Dec. 
1994.  136  p.  : ill.  (IDSP  occasional  paper). 
Includes  bibliographical  references. 

ISBN  0-7778-2606-2 
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AI  86 

Report  to  the  Workers’  Compensation  Board 
on  IDSP  revisions  to  schedule  3 : phase  one. 

Nov.  1994.  25  leaves.  (IDSP  report,  ISSN 
0840-7274  ; no.  14). 

ISBN  0-7778-3418-9 

Microfiche  5599-95  * f $1 .00  ( + PST) 


INFORMATION  AND  PRIVACY 
COMMISSIONER/ONTARIO 


A187 

Access-privacy  : working  towards  solu- 
tions : November  15-16,  1995.  [1995?].  1 fold, 
sheet.  Co-published  by  Management  Board 
Secretariat  and  Association  of  Municipal  Clerks 
and  Treasurers  of  Ontario. 

A188 

Annual  report.  1994.  29  p.  : ill.  Cover  title.  Is- 
sued also  in  French  under  title:  Rapport  annuel. 
ISSN  0847-0634 

Pub.  Ont.  105907  * $5.00 

AI  89 

The  appeal  process  and  Ontario’s  Informa- 
tion and  Privacy  Commissioner,  [repr]  Nov. 
1993.  [6,  6]  p.  Cover  title.  Text  in  English  and 
French  with  French  text  on  inverted  pages.  Title 
on  added  t.p.:  Le  processus  d’appel  et  le  Com- 
missaire à l’information  et  à la  protection  de  la 
vie  privée  de  l’Ontario. 

ISBN  0-7729-9459-5 

Al  90 

Eyes  on  the  road  : intelligent  transportation 
systems  and  your  privacy  / Tom  Wright.  Mar. 
1995.  i,  21  p.  Cover  title.  Issued  also  in  French 
under  title:  Coup  d’oeil  sur  la  route  : systèmes 
intelligents  de  transport  et  votre  vie  privée. 
Includes  bibliographical  references. 

Al  91 

Final  order  M-449  : Metropolitan  Toronto 
Police  Services  Board.  [1995],  5 p.  Cover  title. 
“Appeal  M-9400217”. 

Pub.  Ont.  105514  *$1.50 

Al  92 

Final  order  M-507  : City  of  Toronto.  [1995].  3 p. 
Cover  title.  “Appeal  M-9400340”. 

Pub.  Ont.  105717  *$1.00 

Al  93 

Final  order  P-931  : Ministry  of  Finance.  [1995]. 
18  p.  Cover  title.  “Appeals  P-9300165  and 
P-9300166”. 

Pub.  Ont.  105776  * $5.00 


AI  94 

Interim  order  M-457  (revised)  : City  of  Toron- 
to. [1995].  17,  3 p.  Cover  title.  “Appeal 
M-9400340”. 

Pub.  Ont.  105561  * $5.50 

AI  95 

Interim  order  M-524  : Goderich  Police  Ser- 
vices Board.  [1995].  4 p.  Cover  title.  “Appeal 
M-9400669”. 

Pub.  Ont.  105757  *$1.50 

AI  96 

Interim  order  M-541  : London  Police  Services 
Board.  [1995].  [1]  p.  Cover  title.  “Appeals 
M-9400511,  M-9400628,  M-9400645,  M-9400647 
and  M-9400728”. 

Pub.  Ont.  105790  *$1.00 

AI  97 

Interim  order  P-804  : Ministry  of  the  Solicitor 
General  and  Correctional  Services.  [1994].  9 p. 
Cover  title.  “Appeals  P-9200545  and  P-9400197”. 
Pub.  Ont.  105416  * $2.50 

AI  98 

Investigation  report  : investigation  I93-059P  : 
Ministry  of  Health.  [1994].  4 p.  Cover  title. 

Pub.  Ont.  105829  *$1.50 

AI  99 

Investigation  report  : investigation  194-001 M : 
a separate  school  board.  Sept.  1994.  8 p. 
Cover  title. 

Pub.  Ont.  105478  * $2.50 

A200 

Investigation  report  investigation 

I94-009M  : a separate  school  board.  July  1994. 
3 p.  Cover  title. 

Pub.  Ont.  105479  *$1.50 

A201 

Investigation  report  : investigation  I94-009P  : 
Ministry  of  the  Solicitor  General  and  Correc- 
tional Services.  Nov.  1994.  7 p.  Cover  title. 
Pub.  Ont.  105482  * $2.50 

A202 

Investigation  report  : investigation  I94-023P  : 
a district  health  council.  [1994],  11,  [2]  p.  Cover 
title. 

Pub.  Ont.  105689  * $4.00 

A203 

Investigation  report  : investigation  I94-029P  : 
Ministry  of  Community  and  Social  Services. 

[1994],  7 p.  Cover  title. 

Pub.  Ont.  105690  * $2.50 

A204 

Investigation  report  : investigation  I94-030M  : 
a board  of  education.  Aug.  1994. 6 p.  Cover  title. 
Pub.  Ont.  105480  * $2.00 
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A205 

Investigation  report  : investigation  I94-030P  : 
Ministry  of  the  Solicitor  General  and  Correc- 
tional Services.  [1994],  5 p.  Cover  title. 

Pub.  Ont.  105483  * $2.00 

A206 

Investigation  report  : investigation  I94-037M  : 
a police  services  board.  [1994].  3 p.  Cover  title. 
Pub.  Ont.  105481  *$1.50 

A207 

Investigation  report  : investigation  I94-039M  : 
a separate  school  board.  Mar.  1995.  5 p.  Cover 
title. 

Pub.  Ont.  105687  *$1.50 

A208 

Investigation  report  : investigation  I94-040M  : 
a separate  school  board.  Oct.  1994.  5 p.  Cover 
title. 

Pub.  Ont.  105683  * $2.00 

A209 

Investigation  report  : investigation  I94-042M  : 
a municipality.  Nov.  1994.  6 p.  Cover  title. 

Pub.  Ont.  105684  * $2.00 

A210 

Investigation  report  : investigation  I94-048M  : 
a regional  police.  [1994].  4 p.  Cover  title. 

Pub.  Ont.  105685  *$1.50 

A211 

Investigation  report  : investigation  194-051 P : 
Ministry  of  Health.  [1995].  5 p.  Cover  title. 

Pub.  Ont.  105691  *$2.00 

A212 

Investigation  report  : investigation  I94-052P  : 
Ministry  of  Economic  Development  and 
Trade.  Dec.  1994.  4 p.  Cover  title. 

Pub.  Ont.  105484  *$1.50 

A213 

Investigation  report  : investigation  I94-057M  : 
a police  services  board.  Mar.  1995.  5 p.  Cover 
title. 

Pub.  Ont.  105688  * $2.00 

A214 

Investigation  report  : investigation  I94-064P  : 
Ministry  of  Municipal  Affairs.  May  1995.  5 p. 
Cover  title. 

Pub.  Ont.  105811  * $2.00 

A215 

Investigation  report  : investigation  I94-067P  : 
Ministry  of  the  Attorney  General.  Jan.  1995.  5, 
[2]  p.  Cover  title. 

Pub.  Ont.  105485  * $2.50 

A216 

Investigation  report  : investigation  I94-068P  : 


Ministry  of  Community  and  Social  Services. 

May  1995.  5 p.  Cover  title. 

Pub.  Ont.  105892  * $2.00 

A217 

Investigation  report  : investigation  I94-070M  : 
a board  of  education.  Mar.  1995. 4 p.  Cover  title. 
Pub.  Ont.  105899  *$1.50 

A218 

Investigation  report  : investigation  I94-074P  : 
Ministry  of  the  Attorney  General.  Jan.  1995. 
5 p.  Cover  title. 

Pub.  Ont.  105486  * $2.00 

A219 

Investigation  report  : investigation  I94-079M  : 
a municipality.  June  1995.  6 p.  Cover  title. 

Pub.  Ont.  105898  * $2.00 

A220 

Investigation  report  : investigation  I94-080M  : 
a township.  Aug.  1995.  9 p.  Cover  title. 

Pub.  Ont.  105998  * $3.00 

A221 

Investigation  report  : investigation  I94-083M  : 
a public  school  board.  [1995].  5 p.  Cover  title. 

A222 

Investigation  report  : investigation  I94-084P  : 
the  Ministry  of  Housing.  June  1995.  5 p.  Cover 
title. 

Pub.  Ont.  105893  * $2.00 

A223 

Investigation  report  : investigation  I94-085P  : 
Ministry  of  Housing.  [1995].  4 p.  Cover  title. 
Pub.  Ont.  105894  *$1.50 

A224 

Investigation  report  : investigation  I94-095P  : 
Ministry  of  Community  and  Social  Services. 

[1995].  5 p.  Cover  title. 

Pub.  Ont.  105814  * $2.00 

A225 

Investigation  report  : investigation  I94-098P  : 
the  Ministry  of  Finance.  May  1995.  4 p.  Cover 
title. 

Pub.  Ont.  105895  *$1.50 

A226 

Investigation  report  : investigation  194-101 P : 
Ministry  of  Housing.  Apr.  1995.  4 p.  Cover  title. 
Pub.  Ont.  105812  *$1.50 

A227 

Investigation  report  : investigation  195-001 M : 
a police  services  board.  [1995].  4,  [1]  p.  Cover 
title. 

Pub.  Ont.  105686  * $2.00 


INFORMATION  AND  PRIVACY  COMMISSIONER/ONTARIO 


15 


A228 

Investigation  report  : investigation  I95-004M  : 
a town.  July  1995.  5 p.  Cover  title. 

Pub.  Ont.  105897  * $2.00 

A229 

Investigation  report  : investigation  I95-005P  : 
Workers’  Compensation  Board.  May  1995. 
5 p.  Cover  title. 

Pub.  Ont.  105813  *$1.50 

A230 

Investigation  report  : investigation  I95-007M  : 
a municipality.  June  1995.  5 p.  Cover  title. 

Pub.  Ont.  105808  * $2.00 

A231 

Investigation  report  : investigation  I95-008M  : 
a separate  school  board.  July  1995.  5 p.  Cover 
title. 

Pub.  Ont.  105999  * $2.00 

A232 

Investigation  report  : investigation  I95-013M  : 
a public  board  of  education.  June  1995.  6 p. 
Cover  title. 

Pub.  Ont.  105809  * $2.00 

A233 

Investigation  report  : investigation  I95-033M  : 
a municipality.  Aug.  1995.  6 p.  Cover  title. 

Pub.  Ont.  105997  * $2.00 

A234 

Investigation  report  : investigation  I95-093P  : 
Ministry  of  Municipal  Affairs  and  Housing. 

Aug.  1995.  4 p.  Cover  title. 

Pub.  Ont.  105996  *$1.50 

A235 

IPC  perspectives.  Vol.  4,  issue  1 (winter  1995)- 
v.  4,  issue  3 (fall  1995).  Three  times  per  year. 
Issued  also  in  French  under  title:  Perspectives. 
ISSN  1188-2999 

A236 

IPC  practices.  Compliance  7 (July  1994)-com- 
pliance  10  (Oct.  1995).  Caption  title.  “Putting 
Ontario’s  information  and  privacy  legislation  to 
work”. 

ISSN  1188-7206 
A237 

IPC  survey  on  data  sharing  in  the  Ontario 
government.  Dec.  1994. 21,  [3]  p.  : 1 form.  Cover 
title. 

A238 

Order  M-421  : Sault  Ste.  Marie  Police  Ser- 
vices Board.  [1994].  2 p.  Cover  title.  “Appeal 
M-9400416”. 

Pub.  Ont.  105388  *$1.00 


A239 

Order  M-425  : Metropolitan  Separate  School 
Board  [Toronto].  [1994],  2 p.  Cover  title. 
“Appeal  M-9400476”. 

Pub.  Ont.  105414  *$1.00 

A240 

Order  M-426  : Ottawa  Police  Services  Board. 

[1994],  7 p.  Cover  title.  “Appeal  M-9400460”. 
Pub.  Ont.  105437  * $2.00 

A241 

Order  M-427  : the  Metropolitan  Toronto  and 
Region  Conservation  Authority.  [1994],  2 p. 
Cover  title.  “Appeal  M-9400412”. 

Pub.  Ont.  105438  *$1.00 

A242 

Order  M-428  : York  Region  Roman  Catholic 
Separate  School  Board.  [1994],  3 p.  Cover  title. 
“Appeal  M-9400443”. 

Pub.  Ont.  105439  *$1.00 

A243 

Order  M-429  : Town  of  Amherstburg  Police 
Services  Board.  [1994],  4 p.  Cover  title.  “Appeal 
M-9400549”. 

Pub.  Ont.  105440  *$1.50 

A244 

Order  M-430  : Town  of  Hanover.  [1994].  9 p. 
Cover  title.  “Appeal  M-9400314”. 

Pub.  Ont.  105441  * $2.50 

A245 

Order  M-431  : Municipality  of  Metropolitan 
Toronto.  [1994],  4 p.  Cover  title.  “Appeal 
M-9400403”. 

Pub.  Ont.  105442  *$1.50 

A246 

Order  M-432  : Metropolitan  Toronto  Police 
Services  Board.  [1994].  6 p.  Cover  title.  “Appeal 
M-9400396”. 

Pub.  Ont.  105459  * $2.00 

A247 

Order  M-433  : Simcoe  County  District  Health 
Unit.  [1994],  4 p.  Cover  title.  “Appeal 

M-9400257”. 

Pub.  Ont.  105443  *$1.50 

A248 

Order  M-434  : Board  of  Education  for  the  City 
of  Hamilton.  [1994].  2 p.  Cover  title.  “Appeal 
M-9400364”. 

Pub.  Ont.  105444  *$1.00 

A249 

Order  M-435  : Board  of  Education  for  the  City 
of  Hamilton.  [1994],  2 p.  Cover  title.  “Appeal 
M-9400425”. 

Pub.  Ont.  105445 


$1.00 
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A250 

Order  M-436  : Board  of  Education  for  the  City 
of  Hamilton.  [1994].  6 p.  Cover  title.  “Appeal 
M-9400357” 

Pub.  Ont.  105446  * $2.00 

A251 

Order  M-437  : Niagara  Regional  Police  Ser- 
vices Board.  [1994],  3 p.  Cover  title.  “Appeal 
M-9400615”. 

Pub.  Ont.  105460  *$1.00 

A252 

Order  M-438  : Town  of  Amherstburg  Police 
Services  Board.  [1994],  4 p.  Cover  title.  “Appeal 
M-9400479”. 

Pub.  Ont.  105461  *$1.50 

A253 

Order  M-439  : the  Corporation  of  the  Town  of 
Pickering.  [1995].  3 p.  Cover  title.  “Appeal 
M-9400702”. 

Pub.  Ont.  105487  *$1.00 

A254 

Order  M-440  : Peel  Regional  Police  Services 
Board.  [1995].  2 p.  Cover  title.  “Appeal 
M-9400349”. 

Pub.  Ont.  105488  *$1.00 

A255 

Order  M-441  : Barrie  Public  Library  Board. 

[1995],  7 p.  Cover  title.  “Appeal  M-9400381”. 
Pub.  Ont.  105489  * $2.00 

A256 

Order  M-442  : City  of  Mississauga.  [1995].  2 p. 
Cover  title.  “Appeal  M-9400371”. 

Pub.  Ont.  105490  *$1.00 

A257 

Order  M-443  : Regional  Municipality  of  York 
Police  Services  Board.  [1995].  3 p.  Cover  title. 
“Appeal  M-9400331”. 

Pub.  Ont.  105491  *$1.00 

A258 

Order  M-444  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  5 p.  Cover  title.  “Appeal 
M-9400406”. 

Pub.  Ont.  105492  *$1.50 

A259 

Order  M-445  : the  Corporation  of  the  City  of 
London.  [1995].  2 p.  Cover  title.  “Appeal 
M-9400605”. 

Pub.  Ont.  105493  *$1.00 

A260 

Order  M-446  : City  of  Nanticoke.  [1995].  2 p. 
Cover  title.  “Appeal  M-9400432”. 

Pub.  Ont.  105494  *$1.00 


A261 

Order  M-447  : Peel  Board  of  Education. 

[1995].  2 p.  Cover  title.  “Appeal  M-9400437”. 

Pub.  Ont.  105495  *$1.00 

A262 

Order  M-448  : Metropolitan  Licensing  Com- 
mission. [1995].  4 p.  Cover  title.  “Appeal 
M-9400422”. 

Pub.  Ont.  105513  *$1.50 

A263 

Order  M-450  : Guelph  Police  Services  Board. 

[1995].  5 p.  Cover  title.  “Appeal  M-9400641”. 

Pub.  Ont.  105559  *$1.50 

A264 

Order  M-451  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  5 p.  Cover  title.  “Appeal 
M-9400408”. 

Pub.  Ont.  105529  *$1.50 

A265 

Order  M-452  : the  Corporation  of  the  Town  of 
Whitby.  [1995].  3 p.  Cover  title.  “Appeal 
M-9400551”. 

Pub.  Ont.  105530  *$1.00 

A266 

Order  M-453  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  3 p.  Cover  title.  “Appeal 
M-9400504”. 

Pub.  Ont.  105560  *$1.00 

A267 

Order  M-454  : Durham  Regional  Police  Ser- 
vices Board.  [1995].  4 p.  Cover  title.  “Appeal 
M-9400490”. 

Pub.  Ont.  105531  *$1.50  * 

A268 

Order  M-455  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  3 p.  Cover  title.  “Appeal 
M-9400515”. 

Pub.  Ont.  105532  *$1.00 

A269 

Order  M-456  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  2 p.  Cover  title.  “Appeal 
M-9400516”. 

Pub.  Ont.  105533  *$1.00 

A270 

Order  M-458  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  3 p.  Cover  title.  “Appeal 
M-9400286”. 

Pub.  Ont.  105562  *$1.00 

A271 

Order  M-459  : Township  of  Clearview.  [1995]. 

4 p.  Cover  title.  “Appeal  M-9400493”. 

Pub.  Ont.  105577  *$1.50 
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A272 

Order  M-460  : City  of  Toronto.  [1995],  2 p. 
Cover  title.  “Appeal  M-9400407”. 

Pub.  Ont.  105563  *$1.00 

A273 

Order  M-461  : Municipality  of  Metropolitan 
Toronto.  [1995].  5,  7 p.  Cover  title.  “Appeal 
M-9400267”. 

Pub.  Ont.  105564  * $3.50 

A274 

Order  M-462  : City  of  Toronto.  [1995],  7 p. 
Cover  title.  “Appeals  M-9400341,  M-9400342 
and  M-9400343”. 

Pub.  Ont.  105565  * $2.00 

A275 

Order  M-463  : City  of  Mississauga.  [1995]. 
[1]  p.  Cover  title.  “Appeals  M-9400337, 
M-9400338  and  M-9400339”. 

Pub.  Ont.  105566  *$1.00 

A276 

Order  M-464  : City  of  North  York.  [1995].  5 p. 
Cover  title.  “Appeal  M-9400537”. 

Pub.  Ont.  105567  *$1.50 

A277 

Order  M-465  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  2 p.  Cover  title.  “Appeal 
M-9400576”. 

Pub.  Ont.  105568  *$1.00 

A278 

Order  M-466  : Nipissing  Board  of  Education. 

[1995].  5 p.  Cover  title.  “Appeal  M-9400458”. 
Pub.  Ont.  105569  *$1.50 

A279 

Order  M-467  : Regional  Municipality  of 
Hamilton-Wentworth.  [1995].  5,  [1]  p.  Cover 
title.  “Appeal  M-9400503”. 

Pub.  Ont.  105570  * $2.00 

A280 

Order  M-468  : Halton  Regional  Police  Ser- 
vices Board.  [1995].  2 p.  Cover  title.  “Appeal 
M-9400538”. 

Pub.  Ont.  105571  *$1.00 

A281 

Order  M-469  : Niagara  Regional  Police  Ser- 
vices Board.  [1995],  3 p.  Cover  title.  “Appeal 
M-9400614”. 

Pub.  Ont.  105572  *$1.00 

A282 

Order  M-470  : Peel  Regional  Police  Services 
Board.  [1995].  3 p.  Cover  title.  “Appeal 
M-9400394”. 

Pub.  Ont.  105635  *$1.00 


A283 

Order  M-471  : Board  of  Education  for  the  City 
of  Hamilton.  [1995].  2 p.  Cover  title.  “Appeal 
M-9400518”. 

Pub.  Ont.  105573  *$1.00 

A284 

Order  M-472  : Ottawa-Carleton  Regional 
Police  Services  Board.  [1995].  3 p.  Cover  title. 
“Appeals  M-9400622  and  M-9400624”. 

Pub.  Ont.  105574  *$1.00 

A285 

Order  M-473  : City  of  North  York.  [1995].  3 p. 
Cover  title.  “Appeal  M-9400705”. 

Pub.  Ont.  105575  *$1.00 

A286 

Order  M-474  : Town  of  Amherstburg  Police 
Services  Board.  [1995].  4 p.  Covertitle.  “Appeal 
M-9400604”. 

Pub.  Ont.  105576  *$1.50 

A287 

Order  M-475  : Corporation  of  the  City  of 
Nepean.  [1995].  2 p.  Cover  title.  “Appeal 
M-9400601”. 

Pub.  Ont.  105578  *$1.00 

A288 

Order  M-476  : City  of  Cambridge.  [1995].  2 p. 
Covertitle.  “Appeal  M-9400521”. 

Pub.  Ont.  105579  *$1.00 

A289 

Order  M-477  : the  Corporation  of  the  Town  of 
Pickering.  [1995].  5,  5 p.  Cover  title.  “Appeal 
M-9400058”. 

Pub.  Ont.  105580  * $3.00 

A290 

Order  M-478  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  2 p.  Covertitle.  “Appeal 
M-9400640”. 

Pub.  Ont.  105581  *$1.00 

A291 

Order  M-479  : Windsor  Police  Services 

Board.  [1995].  2 p.  Cover  title.  “Appeal 

M-9400617”. 

Pub.  Ont.  105636  *$1.00 

A292 

Order  M-480  : County  of  Bruce.  [1995].  5 p. 
Covertitle.  “Appeal  M-9400701”. 

Pub.  Ont.  105637  *$1.50 

A293 

Order  M-481  (revised)  : Peterborough  County 
Board  of  Education.  [1995].  4 p.  Cover  title. 
“Appeal  M-9400548”. 

Pub.  Ont.  105638  *$1.50 
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A294 

Order  M-482  (revised)  : Peterborough  County 
Board  of  Education.  [1995].  4 p.  Cover  title. 
“Appeal  M-9400555”. 

Pub.  Ont.  105639  *$1.50 

A295 

Order  M-483  : Niagara  Regional  Police  Ser- 
vices Board.  [1995],  2 p.  Cover  title.  “Appeal 
M-9400688”. 

Pub.  Ont.  105640  *$1.00 

A296 

Order  M-484  : East  York  Health  Unit.  [1995]. 
4 p.  Cover  title.  “Appeal  M-9400497”. 

Pub.  Ont.  105641  *$1.50 

A297 

Order  M-485  : City  of  Toronto.  [1995].  10,  [3]  p. 

Cover  title.  “Appeal  M-9400508”. 

Pub.  Ont.  105642  * $3.50 

A298 

Order  M-486  : Metropolitan  Separate  School 
Board  [Toronto].  [1995].  5 p.  Cover  title. 
“Appeal  M-9400468”. 

Pub.  Ont.  105643  * $1.50 

A299 

Order  M-487  : the  Corporation  of  the  Town- 
ships of  Belmont  and  Methuen.  [1995].  3 p. 
Cover  title.  “Appeal  M-9400590”. 

Pub.  Ont.  105644  *$1.00 

A300 

Order  M-488  : the  Corporation  of  the  Town- 
ships of  Belmont  and  Methuen.  [1995].  2 p. 
Cover  title.  “Appeal  M-9400592”. 

Pub.  Ont.  105645  *$1.00 

A301 

Order  M-489  : Regional  Municipality  of 

Ottawa-Carleton.  [1995].  3 p.  Cover  title. 

“Appeal  M-9400654”. 

Pub.  Ont.  105646  *$1.00 

A302 

Order  M-490  : Peterborough  County  Board  of 
Education.  [1995].  2 p.  Cover  title.  “Appeal 
M-9400510”. 

Pub.  Ont.  105647  *$1.00 

A303 

Order  M-491  : Board  of  Education  for  the  City 
of  Hamilton.  [1995].  14  p.  Cover  title.  “Appeal 
M-9400643”. 

Pub.  Ont.  105648  * $4.00 

A304 

Order  M-492  : Board  of  Education  for  the  City 
of  Hamilton.  [1995].  3 p.  Cover  title.  “Appeal 
M-9400632”. 

Pub.  Ont.  105649  *$1.00 


A305 

Order  M-493  : Board  of  Education  for  the  City 
of  Hamilton.  [1995].  3 p.  Cover  title.  “Appeal 
M-9400629”. 

Pub.  Ont.  105650  *$1.00 

A306 

Order  M-494  : Peel  Regional  Police  Services 
Board.  [1995].  2 p.  Cover  title.  “Appeal 
M-9400721”. 

Pub.  Ont.  105651  *$1.00 

A307 

Order  M-495  : the  Corporation  of  the  Town- 
ship of  Collingwood.  [1995].  3 p.  Cover  title. 
“Appeal  M-9400724”. 

Pub.  Ont.  105652  *$1.00 

A308 

Order  M-496  : Metropolitan  Licensing  Com- 
mission. [1995].  2 p.  Cover  title.  “Appeal 
M-9400719”. 

Pub.  Ont.  105653  *$1.00 

A309 

Order  M-497  : Regional  Municipality  of 
Ottawa-Carleton  Police  Services  Board. 

[1995].  2 p.  Cover  title.  “Appeal  M-9500006”. 
Pub.  Ont.  105654  *$1.00 

A310 

Order  M-498  : the  Corporation  of  the  Town  of 
Markham.  [1995].  5 p.  Cover  title.  “Appeal 
M-9400500”. 

Pub.  Ont.  105655  *$1.50 

A311 

Order  M-499  : Town  of  Oakville.  [1995].  3 p. 
Cover  title.  “Appeal  M-9400627”. 

Pub.  Ont.  105656  *$1.00 

A312 

Order  M-500  : Toronto  Board  of  Education. 

[1995].  7 p.  Cover  title.  “Appeal  M-9400672”. 
Pub.  Ont.  105657  * $2.00 

A313 

Order  M-501  : Toronto  Board  of  Education. 

[1995].  2 p.  Cover  title.  “Appeal  M-9400650”. 
Pub.  Ont.  105658  *$1.00 

A314 

Order  M-502  : City  of  Timmins.  [1995].  3 p. 
Cover  title.  “Appeal  M-9400709”. 

Pub.  Ont.  105659  *$1.00 

A315 

Order  M-503  : Simcoe  County  District  Health 
Unit.  [1995].  2 p.  Cover  title.  “Appeal 
M-9400259”. 

Pub.  Ont.  105660  *$1.00 
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A316 

Order  M-504  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  2 p.  Cover  title.  “Appeal 
M-9400597”. 

Pub.  Ont.  105661  *$1.00 

A317 

Order  M-505  : Sudbury  Regional  Police  Ser- 
vices Board.  [1995].  4,  [1]  p.  Cover  title.  “Appeal 
M-9400711”. 

Pub.  Ont.  105662  *$1.50 

A318 

Order  M-506  : Thunder  Bay  Hydro.  [1995].  8 p. 
Cover  title.  “Appeal  M-9400606”. 

Pub.  Ont.  105663  * $2.50 

A319 

Order  M-508  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  6,  [1]  p.  Cover  title. 
“Appeal  M-9400696”. 

Pub.  Ont.  105718  * $2.00 

A320 

Order  M-509  : City  of  Mississauga.  [1995].  3 p. 
Cover  title.  “Appeal  M-9400732”. 

Pub.  Ont.  105719  *$1.00 

A321 

Order  M-510  : Sault  Ste.  Marie  Police  Ser- 
vices Board.  [1995].  4 p.  Cover  title.  “Appeal 
M-9400416”. 

Pub.  Ont.  105720  *$1.50 

A322 

Order  M-511  : Toronto  Transit  Commission. 

[1995].  4 p.  Cover  title.  “Appeal  M-9500007”. 
Pub.  Ont.  105721  *$1.50 

A323 

Order  M-512  : Board  of  Education  for  the  City 
of  Hamilton.  [1995].  2 p.  Cover  title.  “Appeal 
M-9400636”. 

Pub.  Ont.  105722  *$1.00 

A324 

Order  M-513  : City  of  Etobicoke.  [1995].  3 p. 
Cover  title.  “Appeal  M-9500057”. 

Pub.  Ont.  105723  *$1.00 

A325 

Order  M-514  : Durham  Regional  Police  Ser- 
vices Board.  [1995].  9 p.  Cover  title.  “Appeal 
M-9400642”. 

Pub.  Ont.  105724  * $2.50 

A326 

Order  M-515  : Borough  of  East  York.  [1995]. 
2 p.  Cover  title.  “Appeal  M-9400662”. 

Pub.  Ont.  105737  *$1.00 

A327 

Order  M-516  : Town  of  Meaford.  [1995].  5 p. 
Cover  title.  “Appeal  M-9400713”. 

Pub.  Ont.  105738  *$1.50 


A328 

Order  M-517  : Guelph  Police  Services  Board. 

[1995].  3 p.  Cover  title.  “Appeal  M-9400553”. 
Pub.  Ont.  105739  *$1.00 

A329 

Order  M-518  : Town  of  Gravenhurst.  [1995]. 
4 p.  Cover  title.  “Appeal  M-9500003”. 

Pub.  Ont.  105740  *$1.50 

A330 

Order  M-519  : Sarnia  Police  Services  Board. 

[1995].  4 p.  Covertitle.  “Appeal  M-9500074”. 
Pub.  Ont.  105741  *$1.50 

A331 

Order  M-520  : Township  of  Bentinck.  [1995].  8, 
[4]  p.  Cover  title.  “Appeal  M-9500025”. 

Pub.  Ont.  105742  * $3.50 

A332 

Order  M-521  : the  Corporation  of  the  City  of 
Oshawa.  [1995].  10  p.  Cover  title.  “Appeal 
M-9400541”. 

Pub.  Ont.  105743  * $3.00 

A333 

Order  M-522  : County  of  Grey.  [1995].  5,  [1]  p.  : 

1 form.  Cover  title.  “Appeal  M-9400602”. 

Pub.  Ont.  105744  * $2.00 

A334 

Order  M-523  : Municipality  of  Metropolitan 
Toronto.  [1995].  6 p.  Cover  title.  “Appeal 
M-9400598”. 

Pub.  Ont.  105756  * $2.00 

A335 

Order  M-525  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  4 p.  Covertitle.  “Appeal 
M-9500125”. 

Pub.  Ont.  105758  *$1.50 

A336 

Order  M-526  : Lanark  County  Board  of 
Education.  [1995].  5 p.  Cover  title.  “Appeal 
M-9400720”. 

Pub.  Ont.  105759  *$1.50 

A337 

Order  M-527  : Regional  Municipality  of  York 
Police  Services  Board.  [1995].  4 p.  Covertitle. 
“Appeal  M-9500010”. 

Pub.  Ont.  105760  *$1.50 

A338 

Order  M-528  : Hamilton-Wentworth  Regional 
Police  Services  Board.  [1995],  2 p.  Covertitle. 
“Appeal  M-9400742”. 

Pub.  Ont.  105761  *$1.00 

A339 

Order  M-529  : Regional  Municipality  of  Peel. 

[1995],  [1]  p.  Covertitle.  “Appeal  M-9500140”. 
Pub.  Ont.  105762  *$1.00 
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A340 

Order  M-530  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  5 p.  Cover  title.  “Appeal 
M-9500017”. 

Pub.  Ont.  105763  *$1.50 

A341 

Order  M-531  : the  Corporation  of  the  City  of 
Oshawa.  [1995].  4 p.  Cover  title.  “Appeal 
M-9400736”. 

Pub.  Ont.  105764  *$1.50 

A342 

Order  M-532  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  4 p.  Cover  title.  “Appeal 
M-9400607”. 

Pub.  Ont.  105765  *$1.50 

A343 

Order  M-533  : Carleton  Board  of  Education. 

[1995].  2 p.  Cover  title.  “Appeal  M-9400663”. 
Pub.  Ont.  105779  *$1.00 

A344 

Order  M-534  : Town  of  Richmond  Hill.  [1995]. 

2 p.  Cover  title.  “Appeal  M-9400625”. 

Pub.  Ont.  105880  *$1.00 

A345 

Order  M-535  : Regional  Municipality  of 
Niagara.  [1995].  5 p.  Cover  title.  “Appeals 
M-9500065,  M-9500066,  M-9500067, 
M-9500068,  M-9500069,  M-9500070, 
M-9500071,  M-9500072  and  M-9500073”. 

Pub.  Ont.  105881  *$1.50 

A346 

Order  M-536  : the  Corporation  of  the  Town- 
ship of  Howick.  [1995].  3 p.  Cover  title.  “Appeal 
M-9500141”. 

Pub.  Ont.  105882  *$1.00 

A347 

Order  M-537  : Wentworth  County  Board  of 
Education.  [1995].  4 p.  Cover  title.  “Appeals 
M-9500062  and  M-9500246”. 

Pub.  Ont.  105786  *$1.50 

A348 

Order  M-538  : Board  of  Education  for  the  Bor- 
ough of  East  York.  [1995].  4 p.  Cover  title. 
“Appeal  M-9400581” 

Pub.  Ont.  105787  *$1.50 

A349 

Order  M-539  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  6 p.  Cover  title.  “Appeal 
M-9400608”. 

Pub.  Ont.  105788  * $2.00 

A350 

Order  M-540  : Ottawa  Public  Library.  [1995]. 

3 p.  Cover  title.  “Appeal  M-9500032”. 

Pub.  Ont.  105789  *$1.00 


A351 

Order  M-542  : Township  of  North  Easthope. 

[1995].  5 p.  Cover  title.  “Appeal  M-9400664”. 
Pub.  Ont.  105791  *$1.50 

A352 

Order  M-543  : Town  of  Amherstburg  Police 
Services  Board.  [1995].  [1]  p.  Cover  title. 
“Appeal  M-9500054”. 

Pub.  Ont.  105792  *$1.00 

A353 

Order  M-544  : Hamilton-Wentworth  Regional 
Police  Services  Board.  [1995].  7 p.  Cover  title. 
“Appeal  M-9400725”. 

Pub.  Ont.  105793  * $2.00 

A354 

Order  M-545  : Town  of  Penetanguishene. 

[1995].  3 p.  Cover  title.  “Appeal  M-9500204”. 
Pub.  Ont.  105794  *$1.00 

A355 

Order  M-546  : Metropolitan  Toronto  School 
Board.  [1995].  5 p.  Cover  title.  “Appeal 
M-9400698”. 

Pub.  Ont.  105795  *$1.50 

A356 

Order  M-547  : City  of  Thunder  Bay.  [1995].  2 p. 
Cover  title.  “Appeal  M-9500176”. 

Pub.  Ont.  105796  *$1.00 

A357 

Order  M-548  : City  of  Niagara  Falls.  [1995]. 
[1]  p.  Cover  title.  “Appeal  M-9500001”. 

Pub.  Ont.  105797  *$1.00 

A358 

Order  M-549  : North  York  Board  of  Education. 

[1995].  6 p.  Cover  title.  “Appeal  M-9400579”. 
Pub.  Ont.  105803  * $2.00 

A359 

Order  M-550  : Durham  Regional  Police  Ser- 
vices Board.  [1995].  2 p.  Cover  title.  “Appeal 
M-9500016”. 

Pub.  Ont.  105822  *$1.00 

A360 

Order  M-551  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  2 p.  Cover  title.  “Appeal 
M-9500076”. 

Pub.  Ont.  105823  *$1.00 

A361 

Order  M-552  : London  Police  Services  Board. 

[1995].  5 p.  Cover  title.  “Appeal  M-9500203”. 
Pub.  Ont.  105824  *$1.50 

A362 

Order  M-554  : Barrie  Police  Services  Board. 

[1995].  3 p.  Cover  title.  “Appeal  M-9500147”. 
Pub.  Ont.  105832  *$1.50 


INFORMATION  AND  PRIVACY  COMMISSIONER/ONTARIO 


21 


A363 

Order  M-555  : Toronto  Board  of  Education. 

[1995].  14  p.  Cover  title.  “Appeal  M-9400580”. 
Pub.  Ont.  105833  * $4.00 

A364 

Order  M-556  : Scarborough  Board  of  Educa- 
tion. [1995].  9 p.  Cover  title.  “Appeal 
M-9400578”. 

Pub.  Ont.  105834  * $2.50 

A365 

Order  M-557  : Board  of  Education  for  the  City 
of  Etobicoke.  [1995].  6 p.  Cover  title.  “Appeals 
M-9400582  and  M-9400583”. 

Pub.  Ont.  105835  * $2.00 

A366 

Order  M-558  : Ottawa-Carleton  Regional 
Police  Services  Board.  [1995].  4 p.  Cover  title. 
“Appeal  M-9500190”. 

Pub.  Ont.  105836  *$1.50 

A367 

Order  M-559  : Carleton  Board  of  Education. 

[1995],  6,  2,  [1]  p.  Cover  title.  “Appeal 
M-9500026”. 

Pub.  Ont.  105845  * $2.50 

A368 

Order  M-560  : Regional  Municipality  of 
Haldimand-Norfolk.  [1995].  6 p.  Cover  title. 
“Appeal  M-9400575”. 

Pub.  Ont.  105846  * $2.00 

A369 

Order  M-561  : Regional  Municipality  of  Peel 
Police  Services  Board.  [1995].  2 p.  Cover  title. 
“Appeal  M-9500295”. 

Pub.  Ont.  105847  *$1.00 

A370 

Order  M-562  : Credit  Valley  Conservation 
Authority.  [1995],  4 p.  Cover  title.  “Appeal 
M-9400485”. 

Pub.  Ont.  105848  *$1.50 

A371 

Order  M-563  : Carleton  Roman  Catholic 
School  Board.  [1995].  2 p.  Cover  title.  “Appeal 
M-9500249”. 

Pub.  Ont.  105849  *$1.00 

A372 

Order  M-564  : Metropolitan  Toronto  Police 
Services  Board.  [1995],  2 p.  Cover  title.  “Appeal 
M-9500225”. 

Pub.  Ont.  105850  *$1.00 

A373 

Order  M-565  : Amherstburg  Police  Services 
Board.  [1995].  2 p.  Cover  title.  “Appeal 
M-9500146”. 

Pub.  Ont.  105851  *$1.00 


A374 

Order  M-566  : Credit  Valley  Conservation 
Authority.  [1995].  1 sheet.  “Appeal  M-9400487”. 
Pub.  Ont.  105852  * $ .50 

A375 

Order  M-567  : Niagara  Regional  Police  Ser- 
vices Board.  [1995].  2 p.  Cover  title.  “Appeal 
M-9500242”. 

Pub.  Ont.  105853  *$1.00 

A376 

Order  M-568  : York  Regional  Police  Services 
Board.  [1995].  2 p.  Cover  title.  “Appeal 
M-9500123”. 

Pub.  Ont.  105854  *$1.00 

A377 

Order  M-569  : Niagara  Regional  Police  Ser- 
vices Board.  [1995].  3 p.  Cover  title.  “Appeal 
M-9500209”. 

Pub.  Ont.  105858  *$1.00 

A378 

Order  M-570  : City  of  Toronto.  [1995].  3 p. 
Cover  title.  “Appeal  M-9500255”. 

Pub.  Ont.  105859  *$1.00 

A379 

Order  M-571  : Town  of  Dryden.  [1995].  3 p. 
Cover  title.  “Appeal  M-9500168”. 

Pub.  Ont.  105860  *$1.00 

A380 

Order  M-572  : Richmond  Hill  Public  Library. 

[1995],  3 p.  Cover  title.  “Appeal  M-9500163”. 
Pub.  Ont.  105878  *$1.00 

A381 

Order  M-573  : Leeds,  Grenville  and  Lanark 
District  Health  Unit.  [1995].  2 p.  Cover  title. 
“Appeal  M-9500339”. 

Pub.  Ont.  105879  *$1.00 

A382 

Order  M-574  : Township  of  West  Lincoln. 

[1995],  4 p.  Cover  title.  “Appeal  M-9500216”. 
Pub.  Ont.  105884  *$1.50 

A383 

Order  M-575  : Regional  Municipality  of 
Haldimand-Norfolk.  [1995].  3 p.  Cover  title. 
“Appeal  M-9500097”. 

Pub.  Ont.  105885  *$1.00 

A384 

Order  M-576  : Town  of  Valley  East.  [1995],  3 p. 
Cover  title.  “Appeal  M-9500264”. 

Pub.  Ont.  105886  *$1.00 

A385 

Order  M-577  : Township  of  Osnabrück.  [1995]. 
3 p.  Cover  title.  “Appeal  M-9500151”. 

Pub.  Ont.  105887  *$1.00 
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A386 

Order  M-578  : City  of  Peterborough.  [1995]. 

2 p.  Cover  title.  “Appeal  M-9500150”. 

Pub.  Ont.  105888  *$1.00 

A387 

Order  M-579  : Peel  Regional  Police  Services 
Board.  [1995].  3 p.  Cover  title.  “Appeal 
M-9500189”. 

Pub.  Ont.  105889  *$1.00 

A388 

Order  M-580  : Township  of  Portland.  [1995]. 

3 p.  Cover  title.  “Appeal  M-9500108”. 

Pub.  Ont.  105922  *$1.00 

A389 

Order  M-581  : Toronto  Board  of  Education. 

[1995].  3 p.  Cover  title.  “Appeal  M-9500415”. 
Pub.  Ont.  105923  *$1.00 

A390 

Order  M-582  : City  of  Vaughan.  [1995],  3 p. 
Cover  title.  “Appeal  M-9500283”. 

Pub.  Ont.  105924  *$1.00 

A391 

Order  M-583  : Board  of  Education  for  the  City 
of  York.  [1995].  6 p.  Cover  title.  “Appeals 
M-9400584  and  M-9400585”. 

Pub.  Ont.  105925  * $2.00 

A392 

Order  M-584  : Halton  Regional  Police  Ser- 
vices Board.  [1995].  2 p.  Cover  title.  “Appeal 
M-9500261”. 

Pub.  Ont.  105926  *$1.00 

A393 

Order  M-585  : Thunder  Bay  District  Health 
Unit.  [1995].  3 p.  Cover  title.  “Appeal 
M-9500250”. 

Pub.  Ont.  105927  *$1.00 

A394 

Order  M-586  : the  Corporation  of  the  Town  of 
Whitby.  [1995].  4 p.  Cover  title.  “Appeal 

M-9500185”. 

Pub.  Ont.  105928  *$1.50 

A395 

Order  M-587  : Hawkesbury  Police  Services 
Board.  [1995].  3 p.  Cover  title.  “Appeal 

M-9500160”. 

Pub.  Ont.  105929  *$1.00 

A396 

Order  M-588  : City  of  Scarborough.  [1995]. 
2 p.  Cover  title.  “Appeal  M-9500307”. 

Pub.  Ont.  105930  *$1.00 

A397 

Order  M-589  : Town  of  Collingwood.  [1995]. 
2 p.  Cover  title.  “Appeal  M-9500238”. 

Pub.  Ont.  105931  *$1.00 


A398 

Order  M-590  : Niagara  Regional  Police  Ser- 
vices Board.  [1995].  [1]  p.  Cover  title.  “Appeal 
M-9500212”. 

Pub.  Ont.  105932  * $ .50 

A399 

Order  M-591  : Fort  Frances-Rainy  River 
Board  of  Education.  [1995].  3 p.  Cover  title. 
“Appeal  M-9500286”. 

Pub.  Ont.  105933  *$1.00 

A400 

Order  M-592  : City  of  Toronto.  [1995].  3 p. 
Cover  title.  “Appeal  M-9500319”. 

Pub.  Ont.  105934  *$1.00 

A401 

Order  M-593  : the  Corporation  of  the  Town  of 
Whitby.  [1995].  3 p.  Cover  title.  “Appeal 
M-9500352”. 

Pub.  Ont.  105935  *$1.00 

A402 

Order  M-594  : Municipality  of  the  Township  of 
Tiny.  [1995].  5 p.  Cover  title.  “Appeal 

M-9500202”. 

Pub.  Ont.  105936  *$1.50 

A403 

Order  M-595  : Hamilton-Wentworth  Regional 
Police  Services  Board.  [1995].  5 p.  Cover  title. 
“Appeal  M-9500075”. 

Pub.  Ont.  105967  *$1.50 

A404 

Order  M-596  : Board  of  Education  for  the  City 
of  Hamilton.  [1995].  2 p.  Cover  title.  “Appeal 
M-9500220”. 

Pub.  Ont.  105968  *$1.00 

A405 

Order  M-597  : Board  of  Education  for  the  City 
of  Hamilton.  [1995].  2 p.  Cover  title.  “Appeal 
M-9500222”. 

Pub.  Ont.  105969  *$1.00 

A406 

Order  M-598  : Board  of  Education  for  the  City 
of  Hamilton.  [1995].  4 p.  Cover  title.  “Appeal 
M-9500223”. 

Pub.  Ont.  105970  *$1.50 

A407 

Order  M-599  : Municipality  of  Metropolitan 
Toronto.  [1995].  2 p.  Cover  title.  “Appeal 

M-9500195”. 

Pub.  Ont.  105971  *$1.00 

A408 

Order  M-600  : Municipality  of  the  Township  of 
Tiny.  [1995].  5 p.  Cover  title.  “Appeal 

M-9500201”. 

Pub.  Ont.  105972  *$1.50 
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A409 

Order  M-601  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  2 p.  Cover  title.  “Appeal 
M-9500341”. 

Pub.  Ont.  105973  *$1.00 

A410 

Order  M-602  : Toronto  Transit  Commission. 

[1995].  4 p.  Cover  title.  “Appeal  M-9500257”. 
Pub.  Ont.  105974  *$1.50 

A411 

Order  M-603  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  5 p.  Cover  title.  “Appeal 
M-9500245”. 

Pub.  Ont.  105975  *$1.50 

A412 

Order  M-604  : Board  of  Education  for  the  City 
of  Hamilton.  [1995],  3 p.  Cover  title.  “Appeal 
M-9500268”. 

Pub.  Ont.  105976  *$1.00 

A413 

Order  M-605  : Board  of  Education  for  the  City 
of  Hamilton.  [1995].  4 p.  Cover  title.  “Appeal 
M-9500269”. 

Pub.  Ont.  105977  *$1.50 

A414 

Order  M-606  : Municipality  of  Metropolitan 
Toronto.  [1995].  4 p.  Cover  title.  “Appeal 
M-9500253”. 

Pub.  Ont.  105978  *$1.50 

A415 

Order  M-607  : Township  of  Osprey.  [1995].  4 p. 
Cover  title.  “Appeal  M-9500251”. 

Pub.  Ont.  105993  *$1.50 

A416 

Order  M-608  : Goderich  Police  Services  Board. 

[1995].  5 p.  Cover  title.  “Appeal  M-9500332”. 

Pub.  Ont.  106001  *$1.50 

A417 

Order  M-609  : Town  of  Oakville.  [1995].  6 p. 
Cover  title.  “Appeal  M-9500392”. 

Pub.  Ont.  106002  * $2.00 

A418 

Order  M-610  : Hamilton-Wentworth  Regional 
Police  Services  Board.  [1995].  5 p.  Cover  title. 
“Appeal  M-9500325”. 

Pub.  Ont.  106003  *$1.50 

A419 

Order  M-611  : City  of  North  York.  [1995].  3 p. 
Cover  title.  “Appeal  M-9500239”. 

Pub.  Ont.  106004  *$1.00 

A420 

Order  M-612  : Port  Hope  Police  Services  Board. 

[1995],  2 p.  Cover  title.  “Appeal  M-9500373”. 

Pub.  Ont.  106039  *$1.00 


A421 

Order  M-613  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  4 p.  Covertitle.  “Appeal 
M-9500313”. 

Pub.  Ont.  106040  *$1.50 

A422 

Order  M-614  : City  of  Peterborough.  [1995], 
3 p.  Cover  title.  “Appeal  M-9500335”. 

Pub.  Ont.  106041  *$1.00 

A423 

Order  M-615  : Toronto  Board  of  Education. 

[1995].  11  p.  Covertitle.  “Appeal  M-9500280”. 
Pub.  Ont.  106086  * $3.00 

A424 

Order  M-616  : Town  of  East  Gwillimbury. 

[1995].  5,  [1]  p.  Cover  title.  “Appeal 

M-95003974”. 

Pub.  Ont.  106042  * $2.00 

A425 

Order  M-617  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  3 p.  Covertitle.  “Appeal 
M-9500322”. 

Pub.  Ont.  106043  *$1.00 

A426 

Order  M-618  : London  Police  Services  Board. 

[1995].  23  p.  Cover  title.  “Appeals  M-9400511, 
M-9400628,  M-9400645,  M-9400647  and 

M-9400728”. 

Pub.  Ont.  106005  * $6.00 

A427 

Order  M-620  : Regional  Municipality  of 
Hamilton-Wentworth.  [1995].  4 p.  Cover  title. 
“Appeal  M-9500105”. 

Pub.  Ont.  106044  *$1.50 

A428 

Order  M-621  : Sudbury  Regional  Police  Ser- 
vices Board.  [1995].  3 p.  Cover  title.  “Appeal 
M-9500164”. 

Pub.  Ont.  106045  *$1.00 

A429 

Order  M-622  : Nepean  Police  Services  Board. 

[1995].  5 p.  Covertitle.  “Appeal  M-9500303”. 
Pub.  Ont.  106046  *$1.50 

A430 

Order  M-623  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  5 p.  Covertitle.  “Appeal 
M-9500321”. 

Pub.  Ont.  106047  *$1.50 

A431 

Order  M-624  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  2 p.  Covertitle.  “Appeal 
M-9500334”. 

Pub.  Ont.  106048  *$1.00 
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A432 

Order  M-625  : Municipality  of  Metropolitan 
Toronto.  [1995].  5 p.  Cover  title.  “Appeal 
M-9500234”. 

Pub.  Ont.  106049  *$1.50 

A433 

Order  M-626  : Credit  Valley  Conservation 
Authority.  [1995],  2 p.  “Appeal  M-9400733”. 
Pub.  Ont.  106068  *$1.00 

A434 

Order  M-627  : City  of  Cornwall.  [1995].  6 p. 
Cover  title.  “Appeal  M-9500305”. 

Pub.  Ont.  106069  * $2.00 

A435 

Order  M-628  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  9,  2 p.  Cover  title. 
“Appeal  M-9500111”. 

Pub.  Ont.  106070  * $3.00 

A436 

Order  M-629  : Ingersoll  Police  Services 
Board.  [1995],  5 p.  Cover  title.  “Appeal 
M-9500279”. 

Pub.  Ont.  106071  *$1.50 

A437 

Order  M-630  : City  of  Port  Colborne.  [1995]. 
6 p.  Cover  title.  “Appeal  M-9500382”. 

Pub.  Ont.  106087  * $2.00 

A438 

Order  M-631  : Municipality  of  Metropolitan 
Toronto.  [1995].  4 p.  Cover  title.  “Appeal 

M-9500224”. 

Pub.  Ont.  106072  *$1.50 

A439 

Order  M-632  : the  Corporation  of  the  Town- 
ship of  Temagami.  [1995].  3 p.  Cover  title. 
“Appeal  M-9500130”. 

Pub.  Ont.  106073  *$1.00 

A440 

Order  M-633  : Municipality  of  Metropolitan 
Toronto.  [1995].  7 p.  Cover  title.  “Appeal 

M-9500284”. 

Pub.  Ont.  106074  * $2.00 

A441 

Order  M-634  : York  Regional  Police  Services 
Board.  [1995].  11  p.  Cover  title.  “Appeal 
M-9400661”. 

Pub.  Ont.  106075  * $3.00 

A442 

Order  M-635  : Metropolitan  Separate  School 
Board  [Toronto].  [1995].  7 p.  Cover  title. 
“Appeal  M-9500348”. 

Pub.  Ont.  106102  * $2.00 


A443 

Order  M-636  : Town  of  Gravenhurst.  [1995]. 
4 p.  Cover  title.  “Appeal  M-9500419”. 

Pub.  Ont.  106088  *$1.50 

A444 

Order  M-637  : the  Corporation  of  the  Town  of 
Pickering.  [1995].  6 p.  Cover  title.  “Appeal 
M-9500031”. 

Pub.  Ont.  106089  * $2.00 

A445 

Order  M-638  : City  of  Mississauga.  [1995].  3 p. 
Cover  title.  “Appeal  M-9500112”. 

Pub.  Ont.  106090  *$1.00 

A446 

Order  M-639  : Carleton  Roman  Catholic 
School  Board.  [1995].  4 p.  Cover  title.  “Appeal 
M-9500359”. 

Pub.  Ont.  106091  *$1.50 

A447 

Order  M-640  : Regional  Municipality  of  Water- 
loo. [1995].  6 p.  Cover  title.  “Appeal  M-9400558”. 
Pub.  Ont.  106092  * $2.00 

A448 

Order  M-641  : the  Corporation  of  the  Town  of 
Kirkland  Lake.  [1995].  3 p.  Cover  title.  “Appeal 
M-9500376”. 

Pub.  Ont.  106093  *$1.00 

A449 

Order  M-642  : Ottawa  Board  of  Education. 

[1995].  5 p.  Cover  title.  “Appeal  M-9500338”. 
Pub.  Ont.  106103  *$1.50 

A450 

Order  M-643  : Oshawa  Public  Utilities  Commis- 
sion. [1995].  3 p.  Cover  title.  “Appeal  M-9500349”. 
Pub.  Ont.  106104  *$1.00 

A451 

Order  M-644  : London  Hydro.  [1995].  4 p. 
Cover  title.  “Appeal  M-9500431”. 

Pub.  Ont.  106105  *$1.50 

A452 

Order  M-645  : Municipality  of  Metropolitan 
Toronto.  [1995].  2 p.  Cover  title.  “Appeal 
M-9500390”. 

Pub.  Ont.  106106  *$1.00 

A453 

Order  M-646  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  4 p.  Cover  title.  “Appeal 
M-9500511”. 

Pub.  Ont.  106107  *$1.50 

A454 

Order  M-647  : Haliburton,  Kawartha,  Pine 
Ridge  District  Health  Unit.  [1995].  3 p.  Cover 

title.  “Appeal  M-9500287”. 

Pub.  Ont.  106108  *$1.00 
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A455 

Order  M-648  : Durham  Regional  Police  Ser- 
vices Board.  [1995].  2 p.  Cover  title.  “Appeal 
M-9500457”. 

Pub.  Ont.  106109  *$1.00 

A456 

Order  M-649  : Ottawa  Regional  Police  Ser- 
vices Board.  [1995].  3 p.  Cover  title.  “Appeal 
M-9500371”. 

Pub.  Ont.  106121  *$1.00 

A457 

Order  M-650  : City  of  Niagara  Falls.  [1995].  4 p. 
Cover  title.  “Appeal  M-9500342”. 

Pub.  Ont.  106122  *$1.50 

A458 

Order  M-651  : City  of  Sarnia.  [1995].  3 p.  Cover 
title.  “Appeal  M-9500309”. 

Pub.  Ont.  106123  *$1.00 

A459 

Order  M-652  : the  Corporation  of  the  City  of 

York.  [1995].  3 p.  Cover  title.  “Appeal 

M-9500448”. 

Pub.  Ont.  106124  *$1.00 

A460 

Order  M-653  : the  Board  of  Education  for  the 
City  of  Hamilton.  [1995].  2 p.  Cover  title. 
“Appeal  M-9500484”. 

Pub.  Ont.  106125  *$1.00 

A461 

Order  M-654  : Metropolitan  Separate  School 
Board  [Toronto].  [1995],  3 p.  Cover  title. 
“Appeal  M-9500513”. 

Pub.  Ont.  106126  *$1.00 

A462 

Order  M-655  : Metropolitan  Toronto  Police 
Services  Board.  [1995].  5 p.  Cover  title.  “Appeal 
M-9500354”. 

Pub.  Ont.  106127  *$1.50 

A463 

Order  M-656  : Thunder  Bay  Police  Services 

Board.  [1995].  7 p.  Cover  title.  “Appeals 

M-9500385  and  M-9500386”. 

Pub.  Ont.  106128  * $2.00 

A464 

Order  M-657  : Metropolitan  Licensing  Com- 
mission. [1995].  3 p.  Cover  title.  “Appeal 
M-9500432”. 

Pub.  Ont.  106129  *$1.00 

A465 

Order  M-658  : the  Board  of  Education  for  the 
City  of  Hamilton.  [1995].  2 p.  Cover  title. 
“Appeal  M-9500485”. 

Pub.  Ont.  106143  *$1.00 


A466 

Order  M-659  : City  of  Mississauga.  [1995].  1 
sheet.  Cover  title.  “Appeal  M-9500633”. 

Pub.  Ont.  106144  * $ .50 

A467 

Order  P-803  : Ministry  of  Consumer  and 
Commercial  Relations.  [1994].  4 p.  Cover  title. 
“Appeal  P-9400158”. 

Pub.  Ont.  105415  *$1.50 

A468 

Order  P-805  : Ministry  of  Community  and 
Social  Services.  [1994].  10,  [1]  p.  Cover  title. 
“Appeal  P-9400274”. 

Pub.  Ont.  105417  * $3.00 

A469 

Order  P-806  : Ministry  of  Community  and 
Social  Services.  [1994],  9,  [1]  p.  Cover  title. 
“Appeal  P-9400275”. 

Pub.  Ont.  105418  * $3.00 

A470 

Order  P-807  : Ministry  of  Health.  [1994].  4 p. 
Cover  title.  “Appeal  P-9400340”. 

Pub.  Ont.  105419  *$1.50 

A471 

Order  P-809  : Ministry  of  Natural  Resources. 

[1994],  6 p.  Cover  title.  “Appeal  P-9400231”. 
Pub.  Ont.  105427  * $2.00 

A472 

Order  P-810  : Fanshawe  College  of  Applied 
Arts  and  Technology.  [1994].  4 p.  Cover  title. 
“Appeal  P-9400108”. 

Pub.  Ont.  105428  *$1.50 

A473 

Order  P-811  : Ministry  of  Natural  Resources. 

[1994],  5 p.  Cover  title.  “Appeal  P-9400394”. 
Pub.  Ont.  105429  *$1.50 

A474 

Order  P-812  : Ministry  of  Consumer  and  Com- 
mercial Relations.  [1994].  6 p.  Cover  title. 
“Appeal  P-9400371”. 

Pub.  Ont.  105430  * $2.00 

A475 

Order  P-813  : Ministry  of  Education  and  Train- 
ing. [1994],  3 p.  Cover  title.  “Appeal  P-9400117”. 
Pub.  Ont.  105431  *$1.00 

A476 

Order  P-814  : Ministry  of  Education  and  Train- 
ing. [1994],  3 p.  Cover  title.  “Appeal  P-9400124”. 
Pub.  Ont.  105432  *$1.00 

A477 

Order  P-815  : Ministry  of  the  Solicitor  General 
and  Correctional  Services.  [1994].  2 p.  Cover 
title.  “Appeal  P-9400380”. 

Pub.  Ont.  105433  *$1.00 


26 


INFORMATION  AND  PRIVACY  COMMISSIONER/ONTARIO 


A478 

Order  P-816  : Ontario  Human  Rights  Com- 
mission. [1994].  11,  [1]  p.  Cover  title.  “Appeal 
P-9400180”. 

Pub.  Ont.  105434  * $3.50 

A479 

Order  P-817  : Ministry  of  Community  and 
Social  Services.  [1994],  2 p.  Cover  title.  “Appeal 
P-9400476”. 

Pub.  Ont.  105435  *$1.00 

A480 

Order  P-818  : Ministry  of  Health.  [1994].  2 p. 
Cover  title.  “Appeal  P-9400460”. 

Pub.  Ont.  105436  *$1.00 

A481 

Order  P-819  : Ministry  of  the  Solicitor  General 
and  Correctional  Services.  [1994],  2 p.  Cover 
title.  “Appeal  P-9400484”. 

Pub.  Ont.  105462  *$1.00 

A482 

Order  P-820  : Ontario  Criminal  Code  Review 
Board.  [1994].  10  p.  Cover  title.  “Appeal 

P-9400191”. 

Pub.  Ont.  105463  * $3.00 

A483 

Order  P-821  : Ontario  Criminal  Code  Review 
Board.  [1994],  7 p.  Cover  title.  “Appeal 

P-9400467”. 

Pub.  Ont.  105464  * $2.00 

A484 

Order  P-822  : Ontario  Criminal  Code  Review 

Board.  [1994].  3 p.  Cover  title.  “Appeal 

P-9400426”. 

Pub.  Ont.  105465  *$1.00 

A485 

Order  P-823  : Ministry  of  the  Attorney  Gener- 
al. [1994].  4 p.  Cover  title.  “Appeal  P-9400368”. 
Pub.  Ont.  105466  *$1.50 

A486 

Order  P-824  : Ministry  of  Finance.  [1994].  3 p. 
Cover  title.  “Appeal  P-9400503”. 

Pub.  Ont.  105467  *$1.00 

A487 

Order  P-825  : Ministry  of  Labour.  [1994],  2 p. 
Cover  title.  “Appeal  P-9400524”. 

Pub.  Ont.  105468  *$1.00 

A488 

Order  P-826  : Ministry  of  Transportation. 

[1994],  3 p.  Cover  title.  “Appeals  P-9400461  and 
P-9400637”. 

Pub.  Ont.  105469  *$1.00 

A489 

Order  P-827  : Ministry  of  Consumer  and 


Commercial  Relations.  [1994].  5,  [1]  p.  Cover 
title.  “Appeal  P-9400326”. 

Pub.  Ont.  105470  * $2.00 

A490 

Order  P-828  : Ministry  of  Community  and 
Social  Services.  [1995].  6 p.  Cover  title.  “Appeal 
P-9400549”. 

Pub.  Ont.  105496  * $2.00 

A491 

Order  P-829  : Management  Board  Secre- 
tariat. [1995].  6 p.  Cover  title.  “Appeal 
P-9400568”. 

Pub.  Ont.  105497  * $2.00 

A492 

Order  P-830  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  [1]  p. 
Cover  title.  “Appeal  P-9400496”. 

Pub.  Ont.  105498  *$1.00 

A493 

Order  P-831  : Ministry  of  the  Solicitor  General 
and  Correctional  Services.  [1995].  2 p.  Cover 
title.  “Appeal  P-9400398”. 

Pub.  Ont.  105499  *$1.00 

A494 

Order  P-832  : Ontario  Hydro.  [1995].  5 p.  Cover 
title.  “Appeal  P-9400450”. 

Pub.  Ont.  105500  *$1.50 

A495 

Order  P-833  : Ministry  of  Health.  [1995].  2 p. 
Cover  title.  “Appeal  P-9400512”. 

Pub.  Ont.  105501  *$1.00 

A496 

Order  P-834  : Management  Board  of  Cabinet. 

[1995].  3 p.  Cover  title.  “Appeal  P-9400523”. 
Pub.  Ont.  105502  *$1.00 

A497 

Order  P-835  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  [1]  p. 
Cover  title.  “Appeal  P-9400547”. 

Pub.  Ont.  105503  *$1.00 

A498 

Order  P-836  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  3 p. 
Cover  title.  “Appeal  P-9400356”. 

Pub.  Ont.  105504  *$1.00 

A499 

Order  P-837  : Ministry  of  Community  and 
Social  Services.  [1995].  5 p.  Cover  title.  “Appeal 
P-9400009”. 

Pub.  Ont.  105505  *$1.50 

A500 

Order  P-838  : Ministry  of  Citizenship.  [1995]. 
4,  [1]  p.  Cover  title.  “Appeal  P-9400432”. 

Pub.  Ont.  105506  *$1.50 
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A501 

Order  P-839  : Ministry  of  Economic  Develop- 
ment and  Trade.  [1995].  5,  5 p.  Cover  title. 
“Appeal  P-9400200”. 

Pub.  Ont.  105507  * $3.00 

A502 

Order  P-840  : Ontario  Criminal  Code  Review 
Board.  [1995].  [1]  p.  Cover  title.  “Appeal 
P-9400192”. 

Pub.  Ont.  105508  *$1.00 

A503 

Order  P-841  : Ministry  of  Natural  Resources. 

[1995].  5 p.  Cover  title.  “Appeal  P-9400449”. 
Pub.  Ont.  105509  *$1.50 

A504 

Order  P-842  : Ministry  of  the  Attorney  Gener- 
al. [1995].  6,  2 p.  Cover  title.  “Appeal 
P-9400470”. 

Pub.  Ont.  105510  * $2.50 

A505 

Order  P-843  : Ministry  of  Education  and 

Training.  [1995].  2 p.  Cover  title.  “Appeal 

P-9400431”. 

Pub.  Ont.  105511  *$1.00 

A506 

Order  P-844  : Ministry  of  Community  and 
Social  Services.  [1995].  3 p.  Cover  title.  “Appeal 
P-9400322”. 

Pub.  Ont.  105515  *$1.00 

A507 

Order  P-845  : Ministry  of  Education  and 
Training.  [1995].  3 p.  Cover  title.  “Appeal 

P-9400502”. 

Pub.  Ont.  105516  *$1.00 

A508 

Order  P-846  : Ministry  of  Environment  and 
Energy.  [1995].  3 p.  Cover  title.  “Appeal 

P-9400479”. 

Pub.  Ont.  105517  *$1.00 

A509 

Order  P-847  : Ministry  of  Finance.  [1995].  2 p. 
Cover  title.  “Appeal  P-9400558”. 

Pub.  Ont.  105518  *$1.00 

A510 

Order  P-848  : Ontario  Human  Rights  Com- 
mission. [1995].  7,  [1]  p.  Cover  title.  “Appeal 
P-9400265”. 

Pub.  Ont.  105519  * $2.50 

A511 

Order  P-849  : Ministry  of  the  Attorney  Gener- 
al. [1995],  8 p.  Cover  title.  “Appeal  P-9400465”. 
Pub.  Ont.  105534  * $2.50 


A512 

Order  P-850  : Ministry  of  Natural  Resources. 

[1995].  9,  2 p.  Cover  title.  “Appeal  P-9400201”. 
Pub.  Ont.  105535  * $3.00 

A513 

Order  P-851  : Ministry  of  the  Solicitor  General 
and  Correctional  Services.  [1995].  4 p.  Cover 
title.  “Appeal  P-9400553”. 

Pub.  Ont.  105536  *$1.50 

A514 

Order  P-852  : Ministry  of  Health.  [1995].  3 p. 
Cover  title.  “Appeal  P-9400444”. 

Pub.  Ont.  105537  *$1.00 

A515 

Order  P-853  : Ministry  of  Environment  and 
Energy.  [1995].  2 p.  Cover  title.  “Appeal 
P-9400574”. 

Pub.  Ont.  105538  *$1.00 

A516 

Order  P-854  : Ministry  of  Housing.  [1995].  5, 
2 p.  Cover  title.  “Appeal  P-9400109”. 

Pub.  Ont.  105539  * $2.00 

A517 

Order  P-855  : Ministry  of  Health.  [1995].  3 p. 
Cover  title.  “Appeals  P-9400787,  P-9400789, 
P-9400790,  P-9400791  and  P-9400805”. 

Pub.  Ont.  105540  *$1.00 

A518 

Order  P-856  : Ministry  of  Economic  Develop- 
ment and  Trade.  [1995].  5 p.  Covertitle.  “Appeal 
P-9400678”. 

Pub.  Ont.  105541  *$1.50 

A519 

Order  P-857  : Ministry  of  Natural  Resources. 

[1995].  4 p.  Covertitle.  “Appeal  P-9400646”. 
Pub.  Ont.  105582  *$1.50 

A520 

Order  P-858  : Ministry  of  Education  and  Train- 
ing. [1995].  6 p.  Covertitle.  “Appeal  P-9400361”. 
Pub.  Ont.  105583  * $2.00 

A521 

Order  P-859  : Ontario  Human  Rights  Com- 
mission. [1995].  3 p.  Cover  title.  “Appeal 
P-9400621”. 

Pub.  Ont.  105584  *$1.00 

A522 

Order  P-860  : Ministry  of  Finance.  [1995].  2 p. 
Cover  title.  “Appeal  P-9400598”. 

Pub.  Ont.  105585  *$1.00 

A523 

Order  P-861  : Ministry  of  Community  and 
Social  Services.  [1995].  4 p.  Covertitle.  “Appeal 
P-9400566”. 

Pub.  Ont.  105586  *$1.50 
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A524 

Order  P-862  : Ministry  of  Community  and 
Social  Services.  [1995].  3 p.  Cover  title.  “Appeal 
P-9400567”. 

Pub.  Ont.  105587  *$1.00 

A525 

Order  P-863  : Ministry  of  Housing.  [1995].  8 p. 
Cover  title.  “Appeals  P-9400586,  P-9400587, 
P-9400588,  P-9400589,  P-9400590,  P-9400591, 
P-9400592,  P-9400593  and  P-9400594”. 

Pub.  Ont.  105588  * $2.50 

A526 

Order  P-864  : Ministry  of  the  Attorney  Gener- 
al. [1995],  2 p.  Cover  title.  “Appeal  P-9400627”. 
Pub.  Ont.  105589  *$1.00 

A527 

Order  P-865  : Ministry  of  Finance.  [1995].  3 p. 
Cover  title.  “Appeal  P-9400585”. 

Pub.  Ont.  105590  *$1.00 

A528 

Order  P-866  : Ministry  of  the  Attorney  Gener- 
al. [1995].  4 p.  Cover  title.  “Appeal  P-9400626”. 
Pub.  Ont.  105591  *$1.50 

A529 

Order  P-867  : Ministry  of  Health.  [1995].  13  p. 
Cover  title.  “Appeal  P-9300388  (Rehearing)”. 
Pub.  Ont.  105592  * $3.50 

A530 

Order  P-868  : Ministry  of  Health.  [1995].  3 p. 
Cover  title.  “Appeal  P-9400622”. 

Pub.  Ont.  105593  *$1.00 

A531 

Order  P-869  : Ministry  of  Health.  [1995].  4 p. 
Cover  title.  “Appeal  P-9400623”. 

Pub.  Ont.  105594  *$1.50 

A532 

Order  P-870  : Ministry  of  Health.  [1995].  3 p. 
Cover  title.  “Appeal  P-9400624”. 

Pub.  Ont.  105595  *$1.00 

A533 

Order  P-871  : Ministry  of  Finance.  [1995].  3 p. 
Cover  title.  “Appeal  P-9400583”. 

Pub.  Ont.  105596  *$1.00 

A534 

Order  P-872  : Ministry  of  Community  and 
Social  Services.  [1995].  4 p.  Cover  title.  “Appeal 
P-9400673”. 

Pub.  Ont.  105597  *$1.50 

A535 

Order  P-873  : Ministry  of  Natural  Resources. 

[1995].  4 p.  Cover  title.  “Appeal  P-9400485”. 
Pub.  Ont.  105598  *$1.50 


A536 

Order  P-874  : Ontario  Hydro.  [1995].  2 p.  Cover 
title.  “Appeal  P-9400492”. 

Pub.  Ont.  105599  *$1.00 

A537 

Order  P-875  : Ministry  of  Natural  Resources. 

[1995],  3,  2 p.  Cover  title.  “Appeal  P-9400443”. 
Pub.  Ont.  105600  *$1.50 

A538 

Order  P-876  : Ministry  of  Finance.  [1995].  4 p. 
Cover  title.  “Appeal  P-9400477”. 

Pub.  Ont.  105601  *$1.50 

A539 

Order  P-877  : Ontario  Hydro.  [1995].  4 p.  Cover 
title.  “Appeal  P-9400526”. 

Pub.  Ont.  105602  *$1.50 

A540 

Order  P-878  : Ministry  of  Citizenship.  [1995], 
3 p.  Cover  title.  “Appeal  P-9400448”. 

Pub.  Ont.  105603  *$1.00 

A541 

Order  P-879  : Ministry  of  Education  and  Train- 
ing. [1995].  3 p.  Cover  title.  “Appeal  P-9400497”. 
Pub.  Ont.  105604  *$1.00 

A542 

Order  P-880  : Ministry  of  the  Attorney  Gener- 
al. [1995].  18  p.  Cover  title.  “Appeal  P-9200506 
(Re-determination)”. 

Pub.  Ont.  105605  * $5.00 

A543 

Order  P-881  : Ontario  Human  Rights  Com- 
mission. [1995].  5,  7 p.  Cover  title.  “Appeal 
P-9400257”. 

Pub.  Ont.  105606  * $3.50 

A544 

Order  P-882  : Ministry  of  Natural  Resources. 

[1995].  2 p.  Cover  title.  “Appeal  P-9400494”. 
Pub.  Ont.  105607  *$1.00 

A545 

Order  P-883  : Ministry  of  Consumer  and 
Commercial  Relations.  [1995].  16,  3 p.  Cover 
title.  “Appeal  P-9400375”. 

Pub.  Ont.  105608  * $5.00 

A546 

Order  P-884  : Ministry  of  Health.  [1995].  2 p. 
Cover  title.  “Appeal  P-9400620”. 

Pub.  Ont.  105609  *$1.00 

A547 

Order  P-885  : Ministry  of  Natural  Resources. 

[1995].  7 p.  Cover  title.  “Appeal  P-9400665”. 
Pub.  Ont.  105664  * $2.00 
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A548 

Order  P-886  : Ontario  Northland  Transporta- 
tion Commission.  [1995].  3 p.  Cover  title. 
“Appeal  P-9400671”. 

Pub.  Ont.  105665  *$1.00 

A549 

Order  P-887  : Ministry  of  Community  and 
Social  Services.  [1995].  2 p.  Cover  title.  “Appeal 
P-9400400”. 

Pub.  Ont.  105666  *$1.00 

A550 

Order  P-888  : Ministry  of  Natural  Resources. 

[1995].  3 p.  Cover  title.  “Appeal  P-9400649”. 
Pub.  Ont.  105667  *$1.00 

A551 

Order  P-889  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  2 p. 
Cover  title.  “Appeal  P-9400529”. 

Pub.  Ont.  105668  *$1.00 

A552 

Order  P-890  : Ministry  of  Housing.  [1995].  7 p. 
Cover  title.  “Appeal  P-9400663”. 

Pub.  Ont.  105669  * $2.00 

A553 

Order  P-891  : Ministry  of  Citizenship.  [1995]. 
3,  [1]  p.  Cover  title.  “Appeals  P-9400694, 
P-9400696  and  P-9400697”. 

Pub.  Ont.  105702  *$1.50 

A554 

Order  P-892  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  3 p. 
Cover  title.  “Appeal  P-9300346  (reconsidera- 
tion)”. 

Pub.  Ont.  105670  *$1.00 

A555 

Order  P-893  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995],  5 p. 
Cover  title.  “Appeal  P-9400531”. 

Pub.  Ont.  105671  *$1.50 

A556 

Order  P-894  : Ministry  of  the  Attorney  Gener- 
al. [1995].  5 p.  Cover  title.  “Appeal  P-9400615”. 
Pub.  Ont.  105672  *$1.50 

A557 

Order  P-895  : Ministry  of  Health.  [1995].  3 p. 
Cover  title.  “Appeal  P-9400657”. 

Pub.  Ont.  105673  *$1.00 

A558 

Order  P-896  : Ministry  of  Environment  and 
Energy.  [1995].  2 p.  Cover  title.  “Appeal 
P-9400687”. 

Pub.  Ont.  105674  *$1.00 


A559 

Order  P-897  : Ontario  Insurance  Commis- 
sion. [1995].  2 p.  Cover  title.  “Appeal 

P-9400519”. 

Pub.  Ont.  105675  *$1.00 

A560 

Order  P-898  : Ontario  Insurance  Commis- 
sion. [1995].  6 p.  Cover  title.  “Appeal 

P-9400812”. 

Pub.  Ont.  105676  * $2.00 

A561 

Order  P-899  : Ontario  Insurance  Commis- 
sion. [1995].  4 p.  Cover  title.  “Appeal 

P-9400638”. 

Pub.  Ont.  105677  *$1.50 

A562 

Order  P-900  : Ontario  Insurance  Commis- 
sion. [1995].  3 p.  Cover  title.  “Appeal 

P-9400731”. 

Pub.  Ont.  105678  *$1.00 

A563 

Order  P-901  : Ontario  Hydro.  [1995].  11,  2 p. 
Cover  title.  “Appeal  P-9400248”. 

Pub.  Ont.  105679  * $3.50 

A564 

Order  P-902  : Ministry  of  Community  and 
Social  Services.  [1995].  14, 16,  3 p.  Cover  title. 
“Appeals  P-9400294,  P-9400295,  P-9400296, 
P-9400297,  P-9400298  and  P-9400299”. 

Pub.  Ont.  105680  * $8.50 

A565 

Order  P-903  : Ontario  Human  Rights  Com- 
mission. [1995].  6 p.  Cover  title.  “Appeal 
P-9400759”. 

Pub.  Ont.  105681  * $2.00 

A566 

Order  P-904  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  2 p. 
Cover  title.  “Appeal  P-9400595”. 

Pub.  Ont.  105682  *$1.00 

A567 

Order  P-905  : Liquor  Control  Board  of 
Ontario.  [1995].  4 p.  Cover  title.  “Appeal 
P-9400420”. 

Pub.  Ont.  105703  *$1.50 

A568 

Order  P-906  : Ministry  of  Finance.  [1995].  6 p. 
Cover  title.  “Appeal  P-9400571”. 

Pub.  Ont.  105704  * $2.00 

A569 

Order  P-907  : Ministry  of  the  Attorney  Gener- 
al. [1995],  2 p.  Cover  title.  “Appeal  P-9400724”. 

Pub.  Ont.  105705  *$1.00 
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A570 

Order  P-908  : Ontario  Native  Affairs  Secretariat. 

[1995],  5 p.  Cover  title.  “Appeal  P-9400365”. 

Pub.  Ont.  105706  *$1.50 

A571 

Order  P-909  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  4 p. 
Cover  title.  “Appeal  P-9400745”. 

Pub.  Ont.  105707  *$1.50 

A572 

Order  P-910  : Ministry  of  Finance.  [1995].  4 p. 
Cover  title.  “Appeal  P-9400607”. 

Pub.  Ont.  105731  *$1.50 

A573 

Order  P-911  : Ministry  of  Finance.  [1995].  4 p. 
Cover  title.  “Appeal  P-9400608”. 

Pub.  Ont.  105708  *$1.50 

A574 

Order  P-912  : Ontario  Criminal  Code  Review 

Board.  [1995].  3 p.  Cover  title.  “Appeals 

P-9500002,  P-9500003  and  P-9500004”. 

Pub.  Ont.  105709  *$1.00 

A575 

Order  P-913  : Ministry  of  Health.  [1995].  7 p. 
Cover  title.  “Appeal  P-9400423”. 

Pub.  Ont.  105710  * $2.00 

A576 

Order  P-914  : Ministry  of  the  Attorney  Gener- 
al. [1995].  2 p.  Cover  title.  “Appeal  P-9400733”. 
Pub.  Ont.  105711  *$1.00 

A577 

Order  P-915  : Ministry  of  the  Solicitor  General 
and  Correctional  Services.  [1995].  3,  [1]  p. 
Cover  title.  “Appeal  P-9400677”. 

Pub.  Ont.  105712  *$1.50 

A578 

Order  P-916  : Ministry  of  Natural  Resources. 

[1995].  2 p.  Cover  title.  “Appeal  P-9400561”. 
Pub.  Ont.  105713  *$1.00 

A579 

Order  P-917  : Ministry  of  Community  and 
Social  Services.  [1995].  3 p.  Cover  title. 
“Appeals  P-9400792  and  P-9400793”. 

Pub.  Ont.  105714  *$1.00 

A580 

Order  P-918  : Ministry  of  the  Solicitor  General 
and  Correctional  Services.  [1995].  2 p.  Cover 
title.  “Appeal  P-9400723”. 

Pub.  Ont.  105715  *$1.00 

A581 

Order  P-919  : Criminal  Injuries  Compensa- 
tion Board.  [1995].  7 p.  Cover  title.  “Appeals 
P-9400746  and  P-9400758”. 

Pub.  Ont.  105716  * $2.00 


A582 

Order  P-920  : Ministry  of  the  Attorney  Gener- 
al. [1995].  9,  [1]  p.  Cover  title.  “Appeal 
P-9400713”. 

Pub.  Ont.  105732  * $3.00 

A583 

Order  P-921  : Sheridan  College  of  Applied 
Arts  and  Technology.  [1995].  5,  [1]  p.  Cover 
title.  “Appeal  P-9400654”. 

Pub.  Ont.  105733  * $2.00 

A584 

Order  P-922  : Ministry  of  Natural  Resources. 

[1995].  2 p.  Cover  title.  “Appeal  P-9400753”. 

Pub.  Ont.  105734  *$1.00 

A585 

Order  P-923  : Ministry  of  Finance.  [1995].  4 p. 
Cover  title.  “Appeal  P-9400737”. 

Pub.  Ont.  105735  *$1.00 

A586 

Order  P-924  : Ministry  of  the  Attorney  Gener- 
al. [1995].  7 p.  Cover  title.  “Appeal  P-9400806”. 
Pub.  Ont.  105736  * $2.00 

A587 

Order  P-925  : Ministry  of  Natural  Resources. 

[1995].  2 p.  Cover  title.  “Appeal  P-9400721”. 

Pub.  Ont.  105766  *$1.00 

A588 

Order  P-926  : Ministry  of  Community  and 
Social  Services.  [1995],  4 p.  Cover  title.  “Appeal 
P-9400635”. 

Pub.  Ont.  105775  *$1.50 

A589 

Order  P-927  : Ministry  of  Health.  [1995],  2 p.  i 
Cover  title.  “Appeal  P-9500024”. 

Pub.  Ont.  105767  *$1.00 

A590 

Order  P-928  : Ministry  of  the  Attorney  Gener- 
al. [1995].  3 p.  Cover  title.  “Appeal  P-9400738”. 
Pub.  Ont.  105768  *$1.00 

A591 

Order  P-929  : Ministry  of  Environment  and 
Energy.  [1995].  2 p.  Cover  title.  “Appeal 
P-9400762”. 

Pub.  Ont.  105769  *$1.00 

A592 

Order  P-930  : Ministry  of  Community  and 
Social  Services.  [1995].  4,  [1]  p.  Cover  title. 
“Appeal  P-9500070”. 

Pub.  Ont.  105770  *$1.50 

A593 

Order  P-932  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  5 p. 
Cover  title.  “Appeal  P-9400550”. 

Pub.  Ont.  105777  *$1.50 
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A594 

Order  P-933  : Ministry  of  Environment  and 
Energy.  [1995].  2 p.  Cover  title.  “Appeal 
P-9400776”. 

Pub.  Ont.  105778  *$1.00 

A595 

Order  P-934  : Ontario  Hydro.  [1995].  4 p.  Cover 
title.  “Appeal  P-9400716”. 

Pub.  Ont.  105781  *$1.50 

A596 

Order  P-935  : Ministry  of  Finance.  [1995].  2 p. 
Cover  title.  “Appeal  P-9400522”. 

Pub.  Ont.  105782  *$1.00 

A597 

Order  P-936  : Ministry  of  Community  and 
Social  Services.  [1995].  4,  [1]  p.  Cover  title. 
“Appeal  P-9400795”. 

Pub.  Ont.  105783  *$1.50 

A598 

Order  P-937  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  5 p. 
Cover  title.  “Appeal  P-9400714”. 

Pub.  Ont.  105784  *$1.50 

A599 

Order  P-938  : Ministry  of  Environment  and 
Energy.  [1995].  3 p.  Cover  title.  “Appeal 
P-9500037”. 

Pub.  Ont.  105785  *$1.00 

A600 

Order  P-939  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  3 p. 
Cover  title.  “Appeal  P-9500061”. 

Pub.  Ont.  105804  *$1.00 

A601 

Order  P-940  : Ministry  of  Health.  [1995].  4 p. 
Cover  title.  “Appeal  P-9500015”. 

Pub.  Ont.  105826  *$1.50 

A602 

Order  P-941  : Ontario  Lottery  Corporation. 

[1995].  2 p.  Cover  title.  “Appeal  P-9500085”. 
Pub.  Ont.  105805  *$1.00 

A603 

Order  P-942  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  2 p. 
Cover  title.  “Appeal  P-9500023”. 

Pub.  Ont.  105806  * $1.00 

A604 

Order  P-943  : Ministry  of  Citizenship.  [1995]. 
4 p.  Cover  title.  “Appeal  P-9500012”. 

Pub.  Ont.  105807  *$1.50 

A605 

Order  P-944  : Ministry  of  Municipal  Affairs. 

[1995].  8,  3 p.  Cover  title.  “Appeal  P-9500026”. 
Pub.  Ont.  105825  * $3.00 


A606 

Order  P-945  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  9 p. 
Cover  title.  “Appeal  P-9500052”. 

Pub.  Ont.  105861  * $2.50 

A607 

Order  P-946  : Ministry  of  Consumer  and 
Commercial  Relations.  [1995].  20,  4 p.  Cover 
title.  “Appeal  P-9400778”. 

Pub.  Ont.  105827  * $6.50 

A608 

Order  P-947  : Ministry  of  Community  and 
Social  Services.  [1995].  3 p.  Covertitle.  “Appeal 
P-9500022”. 

Pub.  Ont.  105828  *$1.00 

A609 

Order  P-948  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  7 p. 
Covertitle.  “Appeal  P-9400750”. 

Pub.  Ont.  105837  * $2.00 

A610 

Order  P-949  : Ontario  Native  Affairs  Secre- 
tariat. [1995].  5,  [1]  p.  Cover  title.  “Appeal 
P-9400327”. 

Pub.  Ont.  105838  * $2.00 

A611 

Order  P-950  : Ministry  of  Transportation. 

[1995].  3 p.  Cover  title.  “Appeal  P-9500055”. 
Pub.  Ont.  105839  *$1.00 

A612 

Order  P-951  : Ministry  of  the  Solicitor  General 
and  Correctional  Services.  [1995].  2 p.  Cover 
title.  “Appeal  P-9500274”. 

Pub.  Ont.  105843  *$1.00 

A613 

Order  P-953  : Ministry  of  Community  and 
Social  Services.  [1995].  2 p.  Covertitle.  “Appeal 
P-9500179”. 

Pub.  Ont.  105844  *$1.00 

A614 

Order  P-954  : Ministry  of  Finance.  [1995].  3 p. 
Cover  title.  “Appeal  P-9500072”. 

Pub.  Ont.  105862  *$1.00 

A615 

Order  P-955  : Ministry  of  Natural  Resources, 
Northern  Development  and  Mines.  [1995].  2 p. 
Covertitle.  “Appeal  P-9500021”. 

Pub.  Ont.  105863  *$1.00 

A616 

Order  P-956  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  8,  2 p. 
Covertitle.  “Appeal  P-9400652”. 

Pub.  Ont.  105868  * $3.00 


32 


INFORMATION  AND  PRIVACY  COMMISSIONER/ONTARIO 


A617 

Order  P-957  : Ministry  of  Finance.  [1995].  4 p. 
Cover  title.  “Appeal  P-9500088”. 

Pub.  Ont.  105864  *$1.50 

A618 

Order  P-958  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  2 p. 
Cover  title.  “Appeal  P-9500294”. 

Pub.  Ont.  105865  *$1.00 

A619 

Order  P-959  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  4 p. 
Cover  title.  “Appeal  P-9500184”. 

Pub.  Ont.  105866  *$1.50 

A620 

Order  P-960  : Ministry  of  Community  and 
Social  Services.  [1995].  2 p.  Covertitle.  “Appeal 
P-9500058”. 

Pub.  Ont.  105869  *$1.00 

A621 

Order  P-961  : Ministry  of  Natural  Resources. 

[1995].  7,  4 p.  Cover  title.  “Appeal  P-9400670 
and  P-9400786”. 

Pub.  Ont.  105870  * $3.00 

A622 

Order  P-962  : Ministry  of  Community  and 
Social  Services.  [1995].  5 p.  Covertitle.  “Appeal 
P-9400617”. 

Pub.  Ont.  105871  *$1.50 

A623 

Order  P-963  : Ministry  of  Community  and 
Social  Services.  [1995].  6,  2 p.  Cover  title. 
“Appeal  P-9500019”. 

Pub.  Ont.  105872  * $2.50 

A624 

Order  P-964  : Ministry  of  Natural  Resources. 

[1995].  7 p.  Covertitle.  “Appeal  P-9400771”. 
Pub.  Ont.  105873  * $2.00 

A625 

Order  P-965  : Ministry  of  Community  and 
Social  Services.  [1995].  10  p.  Cover  title. 
“Appeals  P-9400294,  P-9400297,  P-9400298 
and  P-9400299”. 

Pub.  Ont.  105874  * $3.00 

A626 

Order  P-966  : Ministry  of  Environment  and 
Energy.  [1995].  3 p.  Cover  title.  “Appeal 
P-9500176”. 

Pub.  Ont.  105875  *$1.00 

A627 

Order  P-967  : Ministry  of  Community  and 
Social  Services.  [1995].  6,  2 p.  Cover  title. 
“Appeal  P-9500020”. 

Pub.  Ont.  105876  * $2.50 


A628 

Order  P-968  : Ministry  of  Northern  Develop- 
ment and  Mines.  [1995],  2 p.  Cover  title. 
“Appeal  P-9500313”. 

Pub.  Ont.  105877  *$1.00 

A629 

Order  P-969  : Ministry  of  Community  and 
Social  Services.  [1995].  5,  2 p.  Cover  title. 
“Appeal  P-9500030”. 

Pub.  Ont.  105890  * $2.00 

A630 

Order  P-970  : Ministry  of  the  Attorney  Gener- 
al. [1995].  8 p.  Covertitle.  “Appeal  P-9400779”. 
Pub.  Ont.  105891  * $2.50 

A631 

Order  P-972  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  4 p. 
Cover  title.  “Appeal  P-9400747”. 

Pub.  Ont.  105937  *$1.50 

A632 

Order  P-973  : Ontario  Human  Rights  Com- 
mission. [1995].  6,  2 p.  Cover  title.  “Appeal 
P-9500125”. 

Pub.  Ont.  105938  * $2.50 

A633 

Order  P-974  : Ministry  of  Environment  and 
Energy.  [1995].  4 p.  Cover  title.  “Appeal 
P-9500180”. 

Pub.  Ont.  105939  *$1.50 

A634 

Order  P-975  : Liquor  Control  Board  of 
Ontario.  [1995].  3 p.  Cover  title.  “Appeal 
P-9500094”. 

Pub.  Ont.  105940  *$1.00 

A635 

Order  P-976  : Ontario  Insurance  Commis- 
sion. [1995].  3 p.  Cover  title.  “Appeal 

P-9500229”. 

Pub.  Ont.  105941  *$1.00 

A636 

Order  P-977  : Ministry  of  Consumer  and 
Commercial  Relations.  [1995].  3 p.  Cover  title. 
“Appeal  P-9400777”. 

Pub.  Ont.  105942  *$1.00 

A637 

Order  P-978  : Ministry  of  Citizenship,  Culture 
and  Recreation.  [1995].  7,  2 p.  Cover  title. 
“Appeal  P-9500027”. 

Pub.  Ont.  105943  * $2.50 

A638 

Order  P-979  : Ministry  of  Natural  Resources. 

[1995].  3,  2 p.  Cover  title.  “Appeal  P-9400669”. 
Pub.  Ont.  105944  *$1.50 
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A639 

Order  P-980  : Ministry  of  the  Attorney  Gener- 
al. [1995].  2 p.  Cover  title.  “Appeal  P-9500144”. 
Pub.  Ont.  105945  *$1.00 

A640 

Order  P-981  : Ontario  Human  Rights  Com- 
mission. [1995].  3,  [2]  p.  Cover  title.  “Appeal 
P-9500304”. 

Pub.  Ont.  105946  *$1.50 

A641 

Order  P-982  : Ministry  of  the  Attorney  Gener- 
al. [1995].  3 p.  Cover  title.  “Appeal  P-9400822”. 
Pub.  Ont.  105947  *$1.00 

A642 

Order  P-983  : Ministry  of  Community  and 
Social  Services.  [1995].  2 p.  Cover  title.  “Appeal 
P-9500153”. 

Pub.  Ont.  105948  *$1.00 

A643 

Order  P-984  : Ministry  of  the  Attorney  Gener- 
al. [1995],  6 p.  Cover  title.  “Appeal  P-9400823”. 
Pub.  Ont.  105949  * $2.00 

A644 

Order  P-985  : Ministry  of  Transportation. 

[1995].  2 p.  Cover  title.  “Appeal  P-9500121”. 
Pub.  Ont.  105950  *$1.00 

A645 

Order  P-986  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  2 p. 
Cover  title.  “Appeal  P-9500257”. 

Pub.  Ont.  105951  *$1.00 

A646 

Order  P-987  : Ministry  of  the  Attorney  Gener- 
al. [1995].  5 p.  Cover  title.  “Appeal  P-9500221”. 
Pub.  Ont.  105952  *$1.50 

A647 

Order  P-988  : Ministry  of  the  Attorney  Gener- 
al. [1995].  3 p.  Cover  title.  “Appeal  P-9500192”. 
Pub.  Ont.  105953  *$1.00 

A648 

Order  P-989  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  4 p. 
Cover  title.  “Appeals  P-9500259  and 
P-9500261”. 

Pub.  Ont.  105954  *$1.50 

A649 

Order  P-990  : Ministry  of  Labour.  [1995].  3 p. 
Cover  title.  “Appeal  P-9400174”. 

Pub.  Ont.  105955  *$1.00 

A650 

Order  P-991  : Ministry  of  Community  and 
Social  Services.  [1995].  13  p.  Cover  title. 
“Appeal  P-9400768”. 

Pub.  Ont.  105956  * $3.50 


A651 

Order  P-992  : Ministry  of  Community  and 
Social  Services.  [1995].  13  p.  Cover  title. 
“Appeal  P-9400770”. 

Pub.  Ont.  105957  * $3.50 

A652 

Order  P-993  : Ministry  of  the  Attorney  Gener- 
al. [1995].  3 p.  Cover  title.  “Appeal  P-9500209”. 
Pub.  Ont.  105958  *$1.00 

A653 

Order  P-994  : Ministry  of  the  Attorney  Gener- 
al. [1995],  11  p.  Cover  title.  “Appeal  P-9400628”. 
Pub.  Ont.  105959  * $3.00 

A654 

Order  P-995  : Ministry  of  the  Attorney  Gener- 
al. [1995].  6 p.  Cover  title.  “Appeal  P-9500036”. 
Pub.  Ont.  105960  * $2.00 

A655 

Order  P-996  : Ontario  Human  Rights  Com- 
mission. [1995].  2 p.  Cover  title.  “Appeal 
P-9500206”. 

Pub.  Ont.  105961  *$1.00 

A656 

Order  P-997  : Ministry  of  the  Attorney  Gener- 
al. [1995].  3 p.  Cover  title.  “Appeal  P-9500018”. 
Pub.  Ont.  105962  *$1.00 

A657 

Order  P-998  : Ministry  of  the  Attorney  Gener- 
al. [1995].  8 p.  Cover  title.  “Appeal  P-9500087”. 
Pub.  Ont.  105963  * $2.50 

A658 

Order  P-999  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  5 p. 
Cover  title.  “Appeal  P-9500275”. 

Pub.  Ont.  105964  *$1.50 

A659 

Order  P-1000  : Ontario  Hydro.  [1995].  3 p. 
Cover  title.  “Appeal  P-9400816”. 

Pub.  Ont.  105765  *$1.00 

A660 

Order  P-1001  : Ministry  of  Northern  Develop- 
ment and  Mines.  [1995],  14  p.  Cover  title. 
“Appeal  P-9500215”. 

Pub.  Ont.  105979  * $4.00 

A661 

Order  P-1002  : Ministry  of  the  Attorney  Gen- 
eral. [1995].  12  p.  Cover  title.  “Appeals 
P-9400781  and  P-9400782”. 

Pub.  Ont.  105980  * $3.50 

A662 

Order  P-1003  : Ministry  of  Finance.  [1995].  4 p. 
Cover  title.  “Appeal  P-9500145”. 

Pub.  Ont.  105981  *$1.50 
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A663 

Order  P-1004  : Management  Board  Secretariat. 

[1995].  3 p.  Cover  title.  “Appeal  P-9500202”. 
Pub.  Ont.  105982  *$1.00 

A664 

Order  P-1005  : Archives  of  Ontario.  [1995].  3 p. 
Cover  title.  “Appeal  P-9500113”. 

Pub.  Ont.  105983  *$1.00 

A665 

Order  P-1006  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  12  p. 
Cover  title.  “Appeal  P-9400783”. 

Pub.  Ont.  105984  * $3.50 

A666 

Order  P-1007  : Ontario  Northland  Transporta- 
tion Commission.  [1995].  6 p.  Cover  title. 
“Appeal  P-9500232”. 

Pub.  Ont.  105985  * $2.00 

A667 

Order  P-1008  : Ministry  of  Community  and 
Social  Services.  [1995].  3 p.  Cover  title.  “Appeal 
P-9500267”. 

Pub.  Ont.  105986  *$1.00 

A668 

Order  P-1009  : Ministry  of  Agriculture,  Food 
and  Rural  Affairs.  [1995].  3 p.  Cover  title. 
“Appeal  P-9500271”. 

Pub.  Ont.  105987  *$1.00 

A669 

Order  P-1010  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  4 p. 
Cover  title.  “Appeal  P-9500193”. 

Pub.  Ont.  105988  *$1.50 

A670 

Order  P-1011  : Ministry  of  Labour.  [1995].  3 p. 
Cover  title.  “Appeal  P-9500268”. 

Pub.  Ont.  105989  *$1.00 

A671 

Order  P-1012  : Ontario  Hydro.  [1995].  8 p. 
Cover  title.  “Appeal  P-9500142”. 

Pub.  Ont.  105994  * $2.50 

A672 

Order  P-1013  : Ontario  Human  Rights  Com- 
mission. [1995].  5,  2 p.  Cover  title.  “Appeal 
P-9500073”. 

Pub.  Ont.  105995  * $2.00 

A673 

Order  P-1014  : Ministry  of  the  Attorney  Gener- 
al. [1995].  31  p.  Cover  title.  “Appeal  P-9400807”. 
Pub.  Ont.  106006  * $8.00 

A674 

Order  P-1015  : Ministry  of  Labour.  [1995].  3 p. 
Cover  title.  “Appeal  P-9500276”. 

Pub.  Ont.  106007  *$1.00 


A675 

Order  P-1016  : Ministry  of  Labour.  [1995].  3 p. 
Cover  title.  “Appeal  P-9500277”. 

Pub.  Ont.  106008  *$1.00 

A676 

Order  P-1017  : Ministry  of  Municipal  Affairs 
and  Housing.  [1995].  3 p.  Cover  title.  “Appeal 
P-9500148”. 

Pub.  Ont.  106009  *$1.00 

A677 

Order  P-1018  : Ontario  Hydro.  [1995].  6 p. 
Cover  title.  “Appeal  P-9500242”. 

Pub.  Ont.  106010  * $2.00 

A678 

Order  P-1019  : Ministry  of  Economic  Develop- 
ment, Trade  and  Tourism.  [1995].  22,  2 p. 
Cover  title.  “Appeals  P-9400788  and  P-9500016”. 
Pub.  Ont.  106011  *$6.50 

A679 

Order  P-1020  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  3 p. 
Cover  title.  “Appeal  P-9500081”. 

Pub.  Ont.  106012  *$1.00 

A680 

Order  P-1021  : Ministry  of  the  Attorney  Gener- 
al. [1995].  3 p.  Cover  title.  “Appeal  P-9500298”. 
Pub.  Ont.  106013  *$1.00 

A681 

Order  P-1022  : Ontario  Hydro.  [1995],  5 p. 
Cover  title.  “Appeal  P-9500383”. 

Pub.  Ont.  106014  *$1.50 

A682 

Order  P-1023  : Ministry  of  Health.  [1995].  3 p. 
Cover  title.  “Appeal  P-9500279”. 

Pub.  Ont.  106015  *$1.00 

A683 

Order  P-1024  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  2 p. 
Cover  title.  “Appeal  P-9500311”. 

Pub.  Ont.  106032  *$1.00 

A684 

Order  P-1025  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  3 p. 
Cover  title.  “Appeal  P-9500367”. 

Pub.  Ont.  106033  *$1.00 

A685 

Order  P-1026  : Ontario  Casino  Corporation. 

[1995].  12,  5 p.  Cover  title.  “Appeal  P-9500083”. 
Pub.  Ont.  106034  * $4.50 

A686 

Order  P-1027  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  7 p. 
Cover  title.  “Appeal  P-9500090”. 

Pub.  Ont.  106035  * $2.00  I 
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A687 

Order  P-1028  : Ministry  of  the  Attorney  Gen- 
eral. [1995].  3 p.  Cover  title.  “Appeal 

P-9500252”. 

Pub.  Ont.  106036  *$1.00 

A688 

Order  P-1029  : Ministry  of  Health.  [1995].  3 p. 
Cover  title.  “Appeal  P-9500155”. 

Pub.  Ont.  106037  *$1.00 

A689 

Order  P-1030  : Archives  of  Ontario.  [1995].  6 p. 
Cover  title.  “Appeal  P-9500291”. 

Pub.  Ont.  106038  * $2.00 

A690 

Order  P-1031  : Ministry  of  Consumer  and 
Commercial  Relations.  [1995],  7 p.  Cover  title. 
“Appeal  P-9500244”. 

Pub.  Ont.  106076  * $2.00 

A691 

Order  P-1032  : Ministry  of  Consumer  and 
Commercial  Relations.  [1995].  [1]  p.  Covertitle. 
“Appeal  P-9500296”. 

Pub.  Ont.  106077  *$1.00 

A692 

Order  P-1033  : Ministry  of  Finance.  [1995]. 
[1]  p.  Covertitle.  “Appeal  P-9500434”. 

Pub.  Ont.  106078  *$1.00 

A693 

Order  P-1034  : Ministry  of  Consumer  and 
Commercial  Relations.  [1995].  9 p.  Covertitle. 
“Appeal  P-9500194”. 

Pub.  Ont.  106079  * $2.50 

A694 

Order  P-1035  : Ministry  of  the  Attorney  Gen- 
eral. [1995].  2 p.  Cover  title.  “Appeal 

P-9500448”. 

Pub.  Ont.  106080  *$1.00 

A695 

Order  P-1036  : Ministry  of  Finance.  [1995].  2 p. 
Covertitle.  “Appeal  P-9500451”. 

Pub.  Ont.  106081  *$1.00 

A696 

Order  P-1037  : Ministry  of  Health.  [1995].  9 p. 
Cover  title.  “Appeal  P-9400704”. 

Pub.  Ont.  106082  * $2.50 

A697 

Order  P-1038  : Ministry  of  Health.  [1995].  9, 
[1]  p.  Cover  title.  “Appeal  P-9500075”. 

Pub.  Ont.  106083  * $3.00 

A698 

Order  P-1039  : Ministry  of  Finance.  [1995]. 
16  p.  Covertitle.  “Appeal  P-9500349”. 

Pub.  Ont.  106084  * $4.50 


A699 

Order  P-1040  : Ministry  of  Environment  and 
Energy.  [1995].  2 p.  Cover  title.  “Appeals 
P-9500449  and  P-9500450”. 

Pub.  Ont.  106094  *$1.00 

A700 

Order  P-1041  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  2 p. 
Covertitle.  “Appeal  P-9500373”. 

Pub.  Ont.  106095  *$1.00 

A701 

Order  P-1042  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  3 p. 
Covertitle.  “Appeal  P-9500318”. 

Pub.  Ont.  106096  *$1.00 

A702 

Order  P-1043  : Ministry  of  Labour.  [1995].  2 p. 
Covertitle.  “Appeal  P-9500310”. 

Pub.  Ont.  106097  *$1.00 

A703 

Order  P-1044  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  6 p. 
Covertitle.  “Appeal  P-9500329”. 

Pub.  Ont.  106098  * $2.00 

A704 

Order  P-1 045  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  3 p. 
Covertitle.  “Appeal  P-9500446”. 

Pub.  Ont.  106099  *$1.00 

A705 

Order  P-1046  : Ministry  of  Labour.  [1995].  3 p. 
Covertitle.  “Appeal  P-9500357”. 

Pub.  Ont.  106110  *$1.00 

A706 

Order  P-1047  : Ministry  of  Finance.  [1995]. 
14  p.  Covertitle.  “Appeal  P-9500438”. 

Pub.  Ont.  106111  * $4.00 

A707 

Order  P-1048  : Ministry  of  Transportation. 

[1995].  2 p.  Covertitle.  “Appeal  P-9500417”. 
Pub.  Ont.  106112  *$1.00 

A708 

Order  P-1049  : Ministry  of  Consumer  and 
Commercial  Relations.  [1995].  8,  5 p.  Cover 
title.  “Appeal  P-9500097”. 

Pub.  Ont.  106113  *$3.50 

A709 

Order  P-1050  : Ministry  of  Transportation. 

[1995].  6 p.  Covertitle.  “Appeal  P-9500377”. 
Pub.  Ont.  106114  * $2.00 

A710 

Order  P-1051  : Ministry  of  Health.  [1995].  5 p. 
Cover  title.  “Appeal  P-9500327”. 

Pub.  Ont.  106115  *$1.50 
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A711 

Order  P-1052  : Ministry  of  Community  and 
Social  Services.  [1995].  15,  4 p.  Cover  title. 
“Appeals  P-9400294,  P-9400297,  P-9400298 
and  P-9400299”. 

Pub.  Ont.  106130  * $5.00 

A712 

Order  P-1053  : Ontario  Human  Rights  Com- 
mission. [1995].  3 p.  Cover  title.  “Appeal 
P-9500379”. 

Pub.  Ont.  106131  *$1.00 

A713 

Order  P-1054  : Workers’  Compensation  Board. 

[1995].  4 p.  Cover  title.  “Appeal  P-9500358”. 

Pub.  Ont.  106132  *$1.50 

A714 

Order  P-1055  : Ministry  of  Agriculture,  Food 
and  Rural  Affairs.  [1995].  3 p.  Cover  title. 
“Appeal  P-9500140”. 

Pub.  Ont.  106133  *$1.00 

A715 

Order  P-1056  : Ministry  of  the  Attorney  Gen- 
eral. [1995].  4 p.  Cover  title.  “Appeal 

P-9500344”. 

Pub.  Ont.  106134  *$1.50 

A716 

Order  P-1057  : Ministry  of  the  Attorney  Gen- 
eral. [1995].  4 p.  Cover  title.  “Appeal 

P-9500345”. 

Pub.  Ont.  106135  *$1.50 

A717 

Order  P-1058  : Ontario  Hydro.  [1995].  5 p. 
Cover  title.  “Appeal  P-9500350”. 

Pub.  Ont.  106136  *$1.50 

A718 

Order  P-1059  : Ministry  of  Health.  [1995].  2 p. 
Cover  title.  “Appeal  P-9500390”. 

Pub.  Ont.  106137  *$1.00 

A719 

Order  P-1060  : Ministry  of  Natural  Resources. 

[1995].  3 p.  Cover  title.  “Appeal  P-9500054”. 
Pub.  Ont.  106130  *$1.00 

A720 

Order  P-1061  : Ministry  of  Agriculture,  Food 
and  Rural  Affairs.  [1995].  7 p.  Cover  title. 
“Appeals  P-9500370,  P-9500371  and 

P-9500372”. 

Pub.  Ont.  106139  * $2.00 

A721 

Order  P-1062  : Ministry  of  Consumer  and 
Commercial  Relations.  [1995].  3 p.  Cover  title. 
“Appeal  P-9500177”. 

Pub.  Ont.  106145  *$1.00 


A722 

Order  P-1063  : Ministry  of  the  Solicitor  Gener- 
al and  Correctional  Services.  [1995].  5 p. 
Cover  title.  “Appeal  P-9500320”. 

Pub.  Ont.  106146  *$1.50 

A723 

Order  P-1064  : Ministry  of  the  Attorney  Gener- 
al. [1995].  6 p.  Cover  title.  “Appeal  P-9500425”. 
Pub.  Ont.  106147  * $2.00 

A724 

Order  P-1065  : Ministry  of  Municipal  Affairs 
and  Housing.  [1995],  3 p.  Cover  title.  “Appeal 
P-9500504”. 

Pub.  Ont.  106148  *$1.00 

A725 

Order  P-1066  : Ministry  of  Northern  Develop- 
ment and  Mines.  [1995],  4 p.  Cover  title. 
“Appeal  P-9500243”. 

Pub.  Ont.  106149  *$1.50 

A726 

Order  P-1067  : Ministry  of  the  Attorney  Gener- 
al. [1995].  2 p.  Cover  title.  “Appeal  P-9500428”. 
Pub.  Ont.  106150  *$1.00 

A727 

Order  P-1068  : Archives  of  Ontario.  [1995].  2 p. 
Cover  title.  “Appeal  P-9500397”. 

Pub.  Ont.  106151  *$1.00 

A728 

Order  P-1069  : Ministry  of  Community  and 
Social  Services.  [1995].  6 p.  Cover  title. 
“Appeals  P-9500225  and  P-9500339”. 

Pub.  Ont.  106152  * $2.00 

A729 

A pocket  guide  to  Ontario’s  Freedom  of  Infor- 
mation and  Protection  of  Privacy  Act.  [Rev.]. 
July  1993.  1 fold,  sheet.  Text  in  English  and 
French  with  French  text  on  verso.  Title  on  verso: 
Petit  guide  de  la  Loi  sur  l’accès  à l’information  et 
la  protection  de  la  vie  privée  de  l’Ontario. 

A730 

A pocket  guide  to  Ontario’s  Municipal  Free- 
dom of  Information  and  Protection  of  Privacy 
Act.  [Rev.].  July  1993.  1 fold,  sheet.  Text  in 
English  and  French  with  French  text  on  verso. 
Title  on  verso:  Petit  guide  de  la  Loi  sur  l’accès  à 
l’information  municipale  et  la  protection  de  la  vie 
privée  de  l’Ontario. 

A731 

Privacy  alert  : a consumer’s  guide  to  privacy 
in  the  marketplace.  Oct.  1995.  [2]  p.  on  1 sheet. 
(IPC  practices,  ISSN  1188-7206).  Issued  also  in 
French  under  title:  Soyons  sur  nos  gardes  : 
guide  du  consommateur  pour  la  protection  de  la 
vie  privée  sur  le  marché. 
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A732 

Privacy  and  electronic  identification  in  the 
information  age  / Tom  Wright.  Nov.  1994.  ii, 
13  p.  Cover  title.  Issued  also  in  French  under 
title:  La  vie  privée  et  l’identification  électronique 
à l’ère  de  l’informatique.  Includes  bibliographical 
references. 

A733 

Privacy-enhancing  technologies  : the  path  to 
anonymity.  Aug.  1995.  2 v.  Cover  title.  Co- 
published by  Registratiekamer,  The  Nether- 
lands. Includes  bibliographical  references. 

A734 

Privacy  protection  makes  good  business 
sense  / Tom  Wright.  Oct.  1994.  20  p.  Cover  title. 
Issued  also  in  French  under  title:  La  protection 
de  la  vie  privée  favorise  la  saine  gestion  des 
affaires. 

A735 

Privacy  protection  makes  good  business 
sense.  Oct.  1995.  [3]  p.  (I PC  practices,  ISSN 
1188-7206).  Caption  title.  Issued  also  in  French 
under  title:  La  protection  de  la  vie  privée  favorise 
la  saine  gestion  des  affaires. 

A736 

Privacy  protection  principles  for  electronic 
mail.  Oct.  1995.  1 sheet.  (IPC  practices,  ISSN 
1188-7206).  Issued  also  in  French  under  title: 
Les  principes  de  la  protection  de  la  vie  privée 
pour  les  systèmes  de  courrier  électronique. 

A737 

Privacy  protection  principles  for  voice  mail 
systems.  Oct.  1995.  1 sheet.  (IPC  practices, 
ISSN  1188-7206).  Issued  also  in  French  under 
title:  Les  principes  de  protection  de  la  vie  privée 
et  la  messagerie  vocale. 

A738 

Privacy  protection  principles  for  voice  mail 
systems  / Tom  Wright.  Oct.  1995.  25  p.  Cover 
title.  Issued  also  in  French  under  title:  Les  prin- 
cipes de  protection  de  la  vie  privée  et  la  mes- 
sagerie vocale. 

A739 

Routine  disclosure/active  dissemination 
(RD/AD)  of  government  information.  Oct. 
1995. 1 sheet.  (IPC  practices,  ISSN  1188-7206). 
Issued  also  in  French  under  title:  Divulgation 
systématique/diffusion  automatique  (DS/DA)  de 
l’information  gouvernementale. 

A740 

Subject  index.  Update  (Jan.  1995)-Oct.  1995.  3 
no.  Cover  title.  “Selected  orders  and  investiga- 
tions from  the  Office  of  the  Information  and  Pri- 
vacy Commissioner/Ontario”.  Issued  also  in 
French  under  title:  Index  des  sujets. 


A741 

Your  privacy  and  call  display.  Oct.  1995.  [2]  p. 
on  1 sheet.  (IPC  practices,  ISSN  1188-7206). 
Issued  also  in  French  under  title:  Votre  vie  privée 
et  l’afficheur. 


JUSTICES  OF  THE  PEACE 
REMUNERATION  COMMISSION 


A742 

Report  of  the  Ontario  Justices  of  the  Peace 
Remuneration  Commission.  1995.  41,  [48]  p. 
Annual.  (Sessional  paper  ; 361/049).  Cover  title. 
Includes  bibliographical  references. 
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A743 

Employment  equity  bulletin.  No.  1 (Mar.  13, 
1995)-no.  7 (Apr.  24,  1995).  Issued  by  Employ- 
ment Equity  Committee. 

A744 

Employment  equity  quarterly  report.  Vol.  1, 
no.  1 (June  1995).  Running  title:  Employment 
equity  newsletter.  Issued  by  Employment  Equity 
Committee. 

A745 

Legislative  Assembly  of  Ontario,  Assembly 
Services  Division  : annual  report.  1993/94. 
67  p.  : ill.  Running  title:  Assembly  Services  Divi- 
sion : annual  report. 

A746 

Orientation  seminar  for  new  members  : Leg- 
islative Assembly  of  Ontario  = Séance  d’orienta- 
tion pour  les  nouveaux  députés  : Assemblée  lég- 
islative de  l’Ontario.  June  22,  1995.  28,  [1]  p. 
Cover  title.  Title  varies.  Text  in  English  only. 

A747 

Orientation  seminar  for  new  members  1995  : 

administrative.  [1995].  [5],  84,  [11]  leaves  : ill., 
plans.  Title  from  cover.  Front  pocket  includes 
Orientation  seminar  for  new  members  = Séance 
d’orientation  pour  les  nouveaux  députés. 

A748 

Parliament  : people  & places  : your  guide  to  the 
Legislative  Assembly  of  Ontario,  cl 994. 1 v.  : ill. 
Cover  title.  Includes  45  sheets  (some  fold.)  in 
pockets  of  various  sections.  Book  jacket  unfolds  to 
become  poster.  Issued  also  in  French  under  title:  Le 
Parlement  : ses  visages,  ses  lieux  historiques  : à la 
découverte  de  l’Assemblée  législative  de  l’Ontario. 
Includes  bibliographical  references. 

ISBN  0-7778-2658-5 
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A749 

Petitions  presented  pursuant  to  standing 
order  36.  [1994?].  [4,  4]  p.  : forms.  Caption  title. 
Text  in  English  and  French  with  French  text  on 
inverted  pages.  Title  on  added  t.p.:  Présentation 
des  pétitions  conformément  à l’article  36  du 
règlement. 

A750 

Procedures  for  applying  for  private  legisla- 
tion / prepared  by  Committees  Branch,  Legisla- 
tive Assembly  of  Ontario  [and]  Office  of  the  Leg- 
islative Counsel.  Rev.  Sept.  1994. 13, 14  p.  Text 
in  English  and  French  with  French  text  on  inver- 
ted pages.  Title  on  added  t.p.:  Procédure  de 
dépôt  d’un  projet  de  loi  d’intérêt  privé. 

A751 

Prorogation  speech  : address  of  the  Honour- 
able Henry  N.R.  Jackman,  Lieutenant  Gover- 
nor of  the  Province  of  Ontario  on  the  pro- 
rogation of  the  Third  Session  of  the  Thirty- 
Fifth  Parliament  of  the  Province  of  Ontario, 
December  8,  1994.  [1994],  11  p.  Cover  title. 
Issued  also  in  French  under  title:  Discours  de 
prorogation  : prononcé  par  l’honorable  Henry 
N.R.  Jackman,  lieutenant-gouverneur  de  la 
province  de  l’Ontario,  à l’occasion  de  la  proro- 
gation de  la  troisième  session  de  la  trente- 
cinquième  législature  de  la  province  de  l’Ontario, 
le  8 décembre  1994. 

Pub.  Ont.  005615  * Free 

A752 

QP  greener.  Vol.  1,  no.  3 (May  1994)-v.  1,  no.  4 
(Feb.  1994  [i.e.  1995]).  Title  on  added  t.p.:  QP 
vert.  Caption  title.  “Legislative  Assembly  of 
Ontario  environmental  newsletter”.  Text  in 
English  and  French  with  French  text  on  inverted 
pages. 

A753 

Ryerson  did  it  first  : Ryerson’s  legacy  to 
Ontario  = Ryerson  a été  le  premier  : l’héritage 
de  Ryerson  à l’Ontario.  [1994?].  1 portfolio  (6 
pieces).  Includes  bibliographical  references. 
Partial  contents:  Egerton  Ryerson  (1803-1882)  - 
Pre  and  post  visit  activities  - Historical  examina- 
tion - Artifacts  list  - Bibliography. 

A754 

Speech  from  the  throne.  36th  pari.,  1st  sess. 
(Sept.  27,  1995).  22  p.  (Sessional  paper  ; 361/ 
006).  Cover  title.  Issued  also  in  French  under 
title:  Discours  du  trône. 

Pub.  Ont.  005686  D * Free 

A755 

Telephone  directory  : Legislative  Assembly 
of  Ontario.  Dec.  1995.  43  p.  : forms.  Cover  title. 
Issued  by  Facilities  Management  Branch. 


A756 

Working  in  diversity  : participants’  guide. 

[1995?].  12  p.  : 1 form.  Cover  title.  Running  title: 
The  Employment  Equity  Committee  communi- 
cations plan.  Issued  by  Employment  Equity 
Committee. 


Bills  (36th  Leg.,  1st  sess.  : 1995) 

A757 

Bill  001.  An  Act  to  amend  the  Executive 
Council  Act  = Projet  de  loi  001.  Loi  modifiant  la 
Loi  sur  le  Conseil  exécutif  / the  Hon.  E.  Eves, 
Deputy  Premier.  1st  reading,  Sept.  27,  1995. 
1995.  2 p.  Cover  title.  Government  bill.  Short  title 
in  English:  Executive  Council  Amendment  Act, 
1995.  Short  title  in  French:  Loi  de  1995  modifiant 
la  Loi  sur  le  Conseil  exécutif. 

Pub.  Ont.  132869  *$1.00 

A758 

Bill  002.  An  Act  to  amend  the  Election  Act  = 

Projet  de  loi  002.  Loi  modifiant  la  Loi  électorale  / 
Mr.  McGuinty.  1st  reading,  Sept.  28, 1995. 1995. 
[1]  p.  Private  member’s  bill.  Short  title  in  English: 
Election  Amendment  Act,  1995.  Short  title  in 
French:  Loi  de  1995  modifiant  la  Loi  électorale. 
Pub.  Ont.  132870  *$1.00 

A759 

Bill  003.  An  Act  to  amend  the  Solicitors  Act  = 

Projet  de  loi  003.  Loi  modifiant  la  Loi  sur  les 
procureurs  / Mr.  Chiarelli.  1st  reading,  Oct.  2, 
1995.  1995.  2 p.  Cover  title.  Private  member’s 
bill.  Short  title  in  English:  Solicitors  Amendment 
Act,  1995.  Short  title  in  French:  Loi  de  1995  modi- 
fiant la  Loi  sur  les  procureurs. 

Pub.  Ont.  132871  *$1.00 

A760 

Bill  004.  An  Act  to  amend  the  Law  Society  Act 

= Projet  de  loi  004.  Loi  modifiant  la  Loi  sur  le 
Barreau  / Mr.  Chiarelli.  1st  reading,  Oct.  2, 1995. 
1995.  [1]  p.  Private  member’s  bill.  Short  title  in 
English:  Law  Society  Amendment  Act,  1995. 
Short  title  in  French:  Loi  de  1995  modifiant  la  Loi 
sur  le  Barreau. 

Pub.  Ont.  132872  *$1.00 

A761 

Bill  005.  An  Act  respecting  Shortline  Rail- 
ways = Projet  de  loi  005.  Loi  concernant  les 
chemins  de  fer  d’intérêt  local  / the  Hon.  A.  Pal- 
ladia, Minister  of  Transportation.  1st  reading, 
Oct.  3, 1995. 1995. 10  p.  Cover  title.  Government 
bill.  Short  title  in  English:  Shortline  Railways  Act, 
1995.  Short  title  in  French:  Loi  de  1995  sur  les 
chemins  de  fer  d’intérêt  local. 

Pub.  Ont.  132873  *$1.50 
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A762 

Bill  005.  An  Act  respecting  Shortline  Rail- 
ways = Projet  de  loi  005.  Loi  concernant  les 
chemins  de  fer  d’intérêt  local  / the  Hon.  A.  Pal- 
ladia, Minister  of  Transportation.  1st  reading, 
Oct.  3,  1995.  2nd  reading,  Dec.  13,  1995 
(Reprinted  as  amended  by  the  Committee  of  the 
Whole  House  and  as  reported  to  the  Legislative 
Assembly  December  13,  1995).  1995.  10  p. 
Cover  title.  Government  bill.  Short  title  in 
English:  Shortline  Railways  Act,  1995.  Short  title 
in  French:  Loi  de  1995  sur  les  chemins  de  fer 
d’intérêt  local. 

Pub.  Ont.  132917  *$1.50 

A763 

Bill  005.  An  Act  respecting  Shortline  Rail- 
ways = Projet  de  loi  005.  Loi  concernant  les 
chemins  de  fer  d’intérêt  local  / the  Hon.  A.  Pal- 
ladia, Minister  of  Transportation.  1st  reading, 
Oct.  3,  1995.  2nd  reading,  Dec.  13,  1995.  3rd 
reading,  Dec.  13,  1995.  Royal  assent,  Dec.  14, 
1995.  Chapter  2,  Statutes  of  Ontario,  1995. 1995. 
10  p.  Cover  title.  Short  title  in  English:  Shortline 
Railways  Act,  1995.  Short  title  in  French:  Loi  de 
1995  sur  les  chemins  de  fer  d’intérêt  local. 

Pub.  Ont.  132930  * Out-of-print 

A764 

Bill  006.  An  Act  to  amend  the  Corporations 
Information  Act  = Projet  de  loi  006.  Loi  modi- 
fiant la  Loi  sur  les  renseignements  exigés  des 
personnes  morales  /the  Hon.  N.  Sterling,  Minis- 
ter of  Consumer  and  Commercial  Relations.  1st 
reading,  Oct.  3, 1995. 1995.  2 p.  Cover  title.  Gov- 
ernment bill.  Short  title  in  English:  Corporations 
Information  Amendment  Act,  1995.  Short  title  in 
French:  Loi  de  1995  modifiant  la  Loi  sur  les  ren- 
seignements exigés  des  personnes  morales. 
Pub.  Ont.  132874  *$1.00 

A765 

Bill  006.  An  Act  to  amend  the  Corporations 
Information  Act  = Projet  de  loi  006.  Loi  modi- 
fiant la  Loi  sur  les  renseignements  exigés  des 
personnes  morales /the  Hon.  N.  Sterling,  Minis- 
ter of  Consumer  and  Commercial  Relations.  1st 
reading,  Oct.  3, 1995. 2nd  reading,  Dec.  13, 1995 
(Reprinted  as  amended  by  the  Committee  of  the 
Whole  House  and  as  reported  to  the  Legislative 
Assembly  December  13, 1995).  1995.  3 p.  Cover 
title.  Government  bill.  Short  title  in  English:  Cor- 
porations Information  Amendment  Act,  1995. 
Short  title  in  French:  Loi  de  1995  modifiant  la  Loi 
sur  les  renseignements  exigés  des  personnes 
morales. 

Pub.  Ont.  132918  *$1.00 

A766 

Bill  006.  An  Act  to  amend  the  Corporations 
Information  Act  = Projet  de  loi  006.  Loi  modi- 


fiant la  Loi  sur  les  renseignements  exigés  des 
personnes  morales /the  Hon.  N.  Sterling,  Minis- 
ter of  Consumer  and  Commercial  Relations.  1st 
reading,  Oct.  3,  1995.  2nd  reading,  Dec.  13, 
1995.  3rd  reading,  Dec.  13,  1995.  Royal  assent, 
Dec.  14,  1995.  Chapter  3,  Statutes  of  Ontario, 
1995. 1995.  3 p.  Cover  title.  Short  title  in  English: 
Corporations  Information  Amendment  Act,  1995. 
Short  title  in  French:  Loi  de  1995  modifiant  la  Loi 
sur  les  renseignements  exigés  des  personnes 
morales. 

Pub.  Ont.  132931  * Out-of-print 

A767 

Bill  007.  An  Act  to  restore  balance  and  sta- 
bility to  labour  relations  and  to  promote 
economic  prosperity  and  to  make  conse- 
quential changes  to  statutes  concerning 
labour  relations  = Projet  de  loi  007.  Loi  visant  à 
rétablir  l’équilibre  et  la  stabilité  dans  les  relations 
de  travail  et  à promouvoir  la  prospérité  économi- 
que et  apportant  des  modifications  correlatives  à 
des  lois  en  ce  qui  concerne  les  relations  de 
travail  / the  Hon.  E.  Witmer,  Minister  of  Labour. 
1st  reading,  Oct.  4, 1995. 1995. 132  p.  Cover  title. 
Government  bill.  Short  title  in  English:  Labour 
Relations  Act,  1995.  Short  title  in  French:  Loi  de 
1995  sur  les  relations  de  travail. 

Pub.  Ont.  132875  * $15.00 

A768 

Bill  007.  An  Act  to  restore  balance  and  sta- 
bility to  labour  relations  and  to  promote 
economic  prosperity  and  to  make  conse- 
quential changes  to  statutes  concerning 
labour  relations  = Projet  de  loi  007.  Loi  visant  à 
rétablir  l’équilibre  et  la  stabilité  dans  les  relations 
de  travail  et  à promouvoir  la  prospérité  économi- 
que et  apportant  des  modifications  correlatives  à 
des  lois  en  ce  qui  concerne  les  relations  de 
travail  / the  Hon.  E.  Witmer,  Minister  of  Labour. 
1st  reading,  Oct.  4,  1995.  2nd  reading,  Oct.  26, 
1995.  1995.  137  p.  Cover  title.  Government  bill. 
Short  title  in  English:  Labour  Relations  Act,  1995. 
Short  title  in  French:  Loi  de  1995  sur  les  relations 
de  travail. 

Pub.  Ont.  132892  * $15.60 

A769 

Bill  007.  An  Act  to  restore  balance  and  sta- 
bility to  labour  relations  and  to  promote 
economic  prosperity  and  to  make  conse- 
quential changes  to  statutes  concerning 
labour  relations  = Projet  de  loi  007.  Loi  visant  à 
rétablir  l’équilibre  et  la  stabilité  dans  les  relations 
de  travail  et  à promouvoir  la  prospérité  économi- 
que et  apportant  des  modifications  correlatives  à 
des  lois  en  ce  qui  concerne  les  relations  de 
travail  / the  Hon.  E.  Witmer,  Minister  of  Labour. 
1st  reading,  Oct.  4,  1995.  2nd  reading,  Oct.  26, 
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1995.  3rd  reading,  Oct.  31,  1995.  Royal  assent, 
Nov.  10,  1995.  Chapter  1,  Statutes  of  Ontario, 
1995.  1995.  136  p.  Cover  title.  Government  bill. 
Short  title  in  English:  Labour  Relations  Act,  1995. 
Short  title  in  French:  Loi  de  1995  sur  les  relations 
de  travail. 

Pub.  Ont.  132893  * $15.30 

A770 

Bill  008.  An  Act  to  repeal  job  quotas  and  to 
restore  merit-based  employment  practices  in 
Ontario  = Projet  de  loi  008.  Loi  abrogeant  le 
contingentement  en  matière  d’emploi  et  rétablis- 
sant en  Ontario  les  pratiques  d’emploi  fondées 
sur  le  mérite  / the  Hon.  M.  Mushinski,  Minister  of 
Citizenship,  Culture  and  Recreation.  1st  reading, 
Oct.  11, 1995. 1995.  2 p.  Cover  title.  Government 
bill.  Short  title  in  English:  Job  Quotas  Repeal  Act, 
1995.  Short  title  in  French:  Loi  de  1995  abro- 
geant le  contingentement  en  matière  d’emploi. 
Pub.  Ont.  132876  *$1.00 

A771 

Bill  008.  An  Act  to  repeal  job  quotas  and  to 
restore  merit-based  employment  practices  in 
Ontario  = Projet  de  loi  008.  Loi  abrogeant  le 
contingentement  en  matière  d’emploi  et  rétablis- 
sant en  Ontario  les  pratiques  d’emploi  fondées 
sur  le  mérite  / the  Hon.  M.  Mushinski,  Minister  of 
Citizenship,  Culture  and  Recreation.  1st  reading, 
Oct.  11,  1995.  2nd  reading,  Nov.  2,  1995 
(Reprinted  as  amended  by  the  General  Govern- 
ment Committee  and  as  reported  to  the  Legisla- 
tive Assembly  November  30,  1995).  1995.  2 p. 
Cover  title.  Government  bill.  Short  title  in 
English:  Job  Quotas  Repeal  Act,  1995.  Short  title 
in  French:  Loi  de  1995  abrogeant  le  contingente- 
ment en  matière  d’emploi. 

Pub.  Ont.  132905  *$1.00 

A772 

Bill  008.  An  Act  to  repeal  job  quotas  and  to 
restore  merit-based  employment  practices  in 
Ontario  = Projet  de  loi  008.  Loi  abrogeant  le 
contingentement  en  matière  d’emploi  et  rétablis- 
sant en  Ontario  les  pratiques  d’emploi  fondées 
sur  le  mérite  / the  Hon.  M.  Mushinski,  Minister  of 
Citizenship,  Culture  and  Recreation.  1st  reading, 
Oct.  11,  1995.  2nd  reading,  Nov.  2,  1995.  3rd 
reading,  Dec.  13,  1995.  Royal  assent,  Dec.  14, 
1995.  Chapter  4,  Statutes  of  Ontario,  1995. 1995. 
2 p.  Cover  title.  Short  title  in  English:  Job  Quotas 
Repeal  Act,  1995.  Short  title  in  French:  Loi  de 
1995  abrogeant  le  contingentement  en  matière 
d’emploi. 

Pub.  Ont.  132919  *$1.00 

A773 

Bill  010.  An  Act  respecting  the  Price  of  Motor 
Vehicle  Fuel  and  protecting  Whistleblowers 
in  the  Motor  Vehicle  Fuel  Industry  = Projet  de 


loi  010.  Loi  concernant  le  prix  du  carburant  pour 
véhicules  automobiles  et  visant  à protéger  les 
dénonciateurs  dans  l’industrie  du  carburant  pour 
véhicules  automobiles  / Mr.  Chiarelli.  1st  read- 
ing, Oct.  17, 1995. 1995.  8 p.  Cover  title.  Private 
member’s  bill.  Short  title  in  English:  Motor  Vehi- 
cle Fuel  Pricing  Act,  1995.  Short  title  in  French: 
Loi  de  1995  sur  l’établissement  des  prix  du  car- 
burant pour  véhicules  automobiles. 

Pub.  Ont.  132884  *$1.50 

A774 

Bill  011.  An  Act  to  amend  the  Expropriations 
Act  and  the  Human  Rights  Code  with  respect 
to  property  rights  = Projet  de  loi  011.  Loi  modi- 
fiant la  Loi  sur  l’expropriation  et  le  Code  des 
droits  de  la  personne  relativement  aux  droits  de 
propriété  / Mr.  Barrett.  1st  reading,  Oct.  30, 1995. 
1995.  [1]  p.  Cover  title.  Private  member’s  bill. 
Short  title  in  English:  Property  Rights  Statute 
Law  Amendment  Act,  1995.  Short  title  in  French: 
Loi  de  1995  modifiant  des  lois  en  ce  qui  concerne 
les  droits  de  propriété. 

Pub.  Ont.  132885  *$1.00 

A775 

Bill  012.  An  Act  to  promote  the  Rights  of  Vic- 
tims of  Crime  = Projet  de  loi  012.  Loi  visant  à 
promouvoir  les  droits  des  victimes  d’actes 
criminels  / Ms  Castrilli.  1st  reading,  Oct.  30, 
1995.  1995.  4 p.  Cover  title.  Private  member’s 
bill.  Short  title  in  English:  Charter  of  Rights  for 
Victims  of  Crime,  1995.  Short  title  in  French: 
Charte  des  droits  des  victimes  d’actes  criminels 
de  1995. 

Pub.  Ont.  132886  *$1.00 

A776 

Bill  013.  An  Act  to  regulate  Franchise  Agree- 
ments = Projet  de  loi  013.  Loi  visant  à réglemen- 
ter les  contrats  de  franchisage  / Mr.  Martin.  1st 
reading,  Oct.  30,  1995.  1995.  31  p.  Cover  title. 
Private  member’s  bill.  Short  title  in  English:  Fran- 
chises Act,  1995.  Short  title  in  French:  Loi  de 
1995  sur  les  franchises. 

Pub.  Ont.  132887  * $4.50 

A777 

Bill  014.  An  Act  respecting  the  rounding  of  the 
Penny  in  Cash  Transactions  = Projet  de  loi  014. 
Loi  prévoyant  l’arrondissement  des  sommes  dans 
les  opérations  au  comptant  / Mr.  Tilson.  1st  read- 
ing, Oct.  30,  1995.  1995.  2 p.  Cover  title.  Private 
member’s  bill.  Short  title  in  English:  Drop  the  Pen- 
ny Act,  1995.  Short  title  in  French:  Loi  de  1995  sur 
l’abandon  des  pièces  d’un  cent. 

Pub.  Ont.  132888  *$1.00 

A778 

Bill  015.  An  Act  to  amend  the  Workers’  Com- 
pensation Act  and  the  Occupational  Health 
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and  Safety  Act  = Projet  de  loi  015.  Loi  modifiant 
la  Loi  sur  les  accidents  du  travail  et  la  Loi  sur  la 
santé  et  la  sécurité  au  travail  / the  Hon.  E. 
Witmer,  Minister  of  Labour.  1st  reading,  Nov.  1, 
1995.  1995.  11  p.  Cover  title.  Government  bill. 
Short  title  in  English:  Workers’  Compensation 
and  Occupational  Health  and  Safety  Amend- 
ment Act,  1995.  Short  title  in  French:  Loi  de  1995 
modifiant  la  Loi  sur  les  accidents  du  travail  et  la 
Loi  sur  la  santé  et  la  sécurité  au  travail. 

Pub.  Ont.  132889  * $2.00 

A779 

Bill  015.  An  Act  to  amend  the  Workers’  Com- 
pensation Act  and  the  Occupational  Health 
and  Safety  Act  = Projet  de  loi  015.  Loi  modifiant 
la  Loi  sur  les  accidents  du  travail  et  la  Loi  sur  la 
santé  et  la  sécurité  au  travail  / the  Hon.  E. 
Witmer,  Minister  of  Labour.  1st  reading,  Nov.  1, 
1995.  2nd  reading,  Nov.  17,  1995.  3rd  reading, 
Dec.  13, 1995.  Royal  assent,  Dec.  14, 1995.  Chap- 
ter 5,  Statutes  of  Ontario,  1995. 1995. 11  p.  Cover 
title.  Short  title  in  English:  Workers’  Compensation 
and  Occupational  Health  and  Safety  Amendment 
Act,  1995.  Short  title  in  French:  Loi  de  1995  modi- 
fiant la  Loi  sur  les  accidents  du  travail  et  la  Loi  sur 
la  santé  et  la  sécurité  au  travail. 

Pub.  Ont.  132920  * $2.00 

A780 

Bill  016.  An  Act  to  amend  the  Public  Trans- 
portation and  Highway  Improvement  Act 
with  respect  to  the  removal  of  snow  and  ice 
from  roads  = Projet  de  loi  016.  Loi  modifiant  la 
Loi  sur  l’aménagement  des  voies  publiques  et 
des  transports  en  commun  en  ce  qui  concerne  le 
déneigement  et  le  déglacement  des  routes  / Mr. 
Gravelle.  1st  reading,  Nov.  1,  1995.  1995.  3 p. 
Cover  title.  Private  member’s  bill.  Short  title  in 
English:  Public  Transportation  and  Highway 
Improvement  Amendment  Act,  1995.  Short  title 
in  French:  Loi  de  1995  modifiant  la  Loi  sur 
l’aménagement  des  voies  publiques  et  des 
transports  en  commun. 

Pub.  Ont.  132890  *$1.00 

A781 

Bill  017.  An  Act  to  amend  various  Statutes  to 
freeze  Realty  Taxes  = Projet  de  loi  017.  Loi 
modifiant  diverses  lois  et  visant  à geler  les 
impôts  fonciers  / Mr.  Carr.  1st  reading,  Nov.  14, 
1995.  1995.  3 p.  Cover  title.  Private  member’s 
bill.  Short  title  in  English:  Realty  Tax  Freeze  Stat- 
ute Law  Amendment  Act,  1995.  Short  title  in 
French:  Loi  de  1995  modifiant  des  lois  et  visant  à 
geler  les  impôts  fonciers. 

Pub.  Ont.  132895  *$1.00 

A782 

Bill  018.  An  Act  to  provide  for  the  establish- 
ment of  Citizens  Assemblies  and  the  expe- 


dited consideration  by  the  Legislative 
Assembly  of  Legislation  prepared  by  Cit- 
izens Assemblies  = Projet  de  loi  018.  Loi  pré- 
voyant la  mise  sur  pied  d’assemblées  de  cit- 
oyens et  une  procédure  accélérée  pour  l’étude, 
par  l’Assemblée  législative,  des  projets  de  loi 
rédigés  par  ces  assemblées  / Mr.  Chiarelli.  1st 
reading,  Nov.  14,  1995.  1995.  5 p.  Cover  title. 
Private  member’s  bill.  Short  title  in  English:  Cit- 
izens Assembly  Project  Act,  1995.  Short  title  in 
French:  Loi  de  1995  sur  le  projet  d’assemblée  de 
citoyens. 

Pub.  Ont.  132896  *$1.00 

A783 

Bill  019.  An  Act  to  repeal  the  Advocacy  Act, 
1992,  revise  the  Consent  to  Treatment  Act, 
1992,  amend  the  Substitute  Decisions  Act, 
1992  and  amend  other  Acts  in  respect  of 
related  matters  = Projet  de  loi  019.  Loi  abro- 
geant la  Loi  de  1992  sur  l’intervention,  révisant  la 
Loi  de  1992  sur  le  consentement  au  traitement, 
modifiant  la  Loi  de  1992  sur  la  prise  de  décisions 
au  nom  d’autrui  et  modifiant  d’autres  lois  en  ce 
qui  concerne  des  questions  connexes  / the  Hon. 
C.  Harnick,  Attorney  General.  1st  reading,  Nov. 
15,  1995.  1995.  110  p.  Cover  title.  Government 
bill.  Short  title  in  English:  Health  Care  Consent 
Act,  1995.  Short  title  in  French:  Loi  de  1995  sur  le 
consentement  aux  soins  de  santé. 

Pub.  Ont.  132894  * $13.80 

A784 

Bill  020.  An  Act  to  promote  economic  growth 
and  protect  the  environment  by  streamlining 
the  land  use  planning  and  development  sys- 
tem through  amendments  related  to  plan- 
ning, development,  municipal  and  heritage 
matters  = Projet  de  loi  020.  Loi  visant  à pro- 
mouvoir la  croissance  économique  et  à protéger 
l’environnement  en  rationalisant  le  système 
d’aménagement  et  de  mise  en  valeur  du  ter- 
ritoire au  moyen  de  modifications  touchant  des 
questions  relatives  à l’aménagement,  la  mise  en 
valeur,  les  municipalités  et  le  patrimoine  / the 
Hon.  A.  Leach,  Minister  of  Municipal  Affairs  and 
Housing.  1st  reading,  Nov.  16, 1995. 1995.  53  p. 
Cover  title.  Government  bill.  Short  title  in 
English:  Land  Use  Planning  and  Protection  Act, 
1995.  Short  title  in  French:  Loi  de  1995  sur  la 
protection  et  l’aménagement  du  territoire. 

Pub.  Ont.  132897  * $7.50 

A785 

Bill  021.  An  Act  to  establish  Public  Hospital 
Foundations  = Projet  de  loi  021.  Loi  créant  des 
fondations  pour  les  hôpitaux  publics  / Mr.  Hast- 
ings. 1st  reading,  Nov.  16, 1995. 1995.  5 p.  Cover 
title.  Private  member’s  bill.  Short  title  in  English: 
Public  Hospital  Foundations  Act,  1995.  Short  title 
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in  French:  Loi  de  1995  sur  les  fondations  pour  les 
hôpitaux  publics. 

Pub.  Ont.  132898  *$1.00 

A786 

Bill  022.  An  Act  to  provide  for  an  Oath  of 
Allegiance  for  the  Members  of  the  Legislative 
Assembly  = Projet  de  loi  022.  Loi  prévoyant  le 
serment  d’allégeance  pour  les  députés  à 
l’Assemblée  législative  / Mr.  Agostino.  1st  read- 
ing, Nov.  20, 1995. 1995.  [1]  p.  Private  member’s 
bill.  Short  title  in  English:  Legislative  Assembly 
Oath  of  Allegiance  Act,  1995.  Short  title  in 
French:  Loi  de  1995  sur  le  serment  d’allégiance 
des  députés  à l’Assemblée  législative. 

Pub.  Ont.  132899  *$1.00 

A787 

Bill  023.  An  Act  respecting  Victims  of  Crime  = 

Projet  de  loi  023.  Loi  concernant  les  victimes 
d’actes  criminels /the  Hon.  C.  Harnick,  Attorney 
General.  1st  reading,  Nov.  23,  1995.  1995.  9 p. 
Cover  title.  Government  bill.  Short  title  in 
English:  Victims’  Bill  of  Rights,  1995.  Short  title  in 
French:  Charte  de  1995  des  droits  des  victimes 
d’actes  criminels. 

Pub.  Ont.  132900  *$1.50 

A788 

Bill  023.  An  Act  respecting  Victims  of  Crime  = 

Projet  de  loi  023.  Loi  concernant  les  victimes 
d’actes  criminels  / the  Hon.  C.  Harnick,  Attorney 
General.  1st  reading,  Nov.  23, 1995. 2nd  reading, 
Dec.  13,  1995  (Reprinted  as  amended  by  the 
Committee  of  the  Whole  House  and  as  reported 
to  the  Legislative  Assembly  December  13, 1995). 
1995.  10  p.  Cover  title.  Government  bill.  Short 
title  in  English:  Victims’  Bill  of  Rights,  1995.  Short 
title  in  French:  Charte  de  1995  des  droits  des 
victimes  d’actes  criminels. 

Pub.  Ont.  132921  *$1.50 

A789 

Bill  023.  An  Act  respecting  Victims  of  Crime  = 

Projet  de  loi  023.  Loi  concernant  les  victimes 
d’actes  criminels /the  Hon.  C.  Harnick,  Attorney 
General.  1st  reading,  Nov.  23, 1995. 2nd  reading, 
Dec.  13, 1995.  3rd  reading,  Dec.  14, 1995.  Royal 
assent,  Dec.  14,  1995.  Chapter  6,  Statutes  of 
Ontario,  1995. 1995.  9 p.  Cover  title.  Short  title  in 
English:  Victims’  Bill  of  Rights,  1995.  Short  title  in 
French:  Charte  de  1995  des  droits  des  victimes 
d’actes  criminels. 

Pub.  Ont.  132932  *$1.50 

A790 

Bill  024.  An  Act  to  amend  the  Environmental 
Protection  Act,  the  Ontario  Water  Resources 
Act  and  the  Pesticides  Act  = Projet  de  loi  024. 
Loi  modifiant  la  Loi  sur  la  protection  de  l’environ- 
nement, la  Loi  sur  les  ressources  en  eau  de 


l’Ontario  et  la  Loi  sur  les  pesticides  / Mr.  Wild- 
man.  1st  reading,  Nov.  23,  1995.  1995.  14  p. 
Cover  title.  Private  member’s  bill.  Short  title  in 
English:  Environmental  Protection  Statute  Law 
Amendment  Act,  1995.  Short  title  in  French:  Loi  ! 
de  1995  modifiant  des  lois  sur  la  protection  de 
l’environnement. 

Pub.  Ont.  132903  * $2.00 

A791 

Bill  025.  An  Act  to  provide  for  the  Obser- 
vance of  Remembrance  Day  = Projet  de  loi 
025.  Loi  prévoyant  la  célébration  du  jour  du 
Souvenir  / Mr.  Boushy.  1st  reading,  Nov.  28, 1995. 
1995.  [1]  p.  Private  member’s  bill.  Short  title  in 
English:  Remembrance  Day  Act,  1995.  Short  title 
in  French:  Loi  de  1995  sur  le  jour  du  Souvenir. 

Pub.  Ont.  132906  *$1.00 

A792 

Bill  026.  An  Act  to  achieve  Fiscal  Savings  and 
to  promote  Economic  Prosperity  through 
Public  Sector  Restructuring,  Streamlining 
and  Efficiency  and  to  implement  other 
aspects  of  the  Government’s  Economic 
Agenda  = Projet  de  loi  026.  Loi  visant  à réaliser 
des  économies  budgétaires  et  à favoriser  la 
prospérité  économique  par  la  restructuration,  la 
rationalisation  et  l’éfficience  du  secteur  public  et 
visant  à mettre  en  oeuvre  d’autres  aspects  du 
programme  économique  du  gouvernment  / the 
Hon.  E.  Eves,  Minister  of  Finance.  1st  reading, 
Nov.  29, 1995. 1995.  211  p.  Cover  title.  Govern- 
ment bill.  Short  title  in  English:  Savings  and  : 
Restructuring  Act,  1995.  Short  title  in  French:  Loi  j 
de  1995  sur  les  économies  et  la  restructuration. 
Pub.  Ont.  132904  * $18.20 

A793 

Bill  027.  An  Act  to  amend  the  Children’s  Law 
Reform  Act  = Projet  de  loi  027.  Loi  modifiant  la  < 
Loi  portant  réforme  du  droit  de  l’enfance  / Mr. 
Hastings.  1st  reading,  Dec.  11, 1995. 1995.  [1]  p. 
Cover  title.  Private  member’s  bill.  Short  title  in  [ 
English:  Children’s  Law  Reform  Amendment  j 
Act,  1995.  Short  title  in  French:  Loi  de  1995  modi-  j 
fiant  la  Loi  portant  réforme  du  droit  de  l’enfance. 
Pub.  Ont.  132912  *$1.00 

A794 

Bill  028.  An  Act  to  amend  the  Municipal  Act  to 
name  Civic  Holiday  as  Simcoe  Day  = Projet  de  : 
loi  028.  Loi  modifiant  la  Loi  sur  les  municipalités  il 
en  vue  de  désigner  le  Congé  civique  sous  le  nom  I 
de  fête  de  Simcoe  / Mr.  Gilchrist.  1st  reading,  ; 
Dec.  11,  1995.  1995.  [1]  p.  Cover  title.  Private  j 
member’s  bill.  Short  title  in  English:  Municipal  j 
Amendment  Act  (Simcoe  Day),  1995.  Short  title  j 
in  French:  Loi  de  1995  modifiant  la  Loi  sur  les  I 
municipalités  (fête  de  Simcoe). 

Pub.  Ont.  132913  *$1.00 
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A795 

Bill  029.  An  Act  to  provide  for  Fair  Auto- 
mobile Insurance  Practices  = Projet  de  loi  029. 
Loi  visant  à prévoir  de  justes  pratiques  en 
matière  d’assurance-automobile /Mr.  Sergio.  1st 
reading,  Dec.  12,  1995.  1995.  2 p.  Cover  title. 
Private  member’s  bill.  Short  title  in  English:  Auto- 
mobile Insurance  Act,  1995.  Short  title  in  French: 
Loi  de  1995  sur  l’assurance-automobile. 

Pub.  Ont.  132914  *$1.00 

A796 

Bill  030.  An  Act  to  establish  the  Education 
Quality  and  Accountability  Office  and  to 
amend  the  Education  Act  with  respect  to  the 
Assessment  of  Academic  Achievement  = 

Projet  de  loi  030.  Loi  créant  l’Office  de  la  qualité 
et  de  la  responsabilité  en  éducation  et  modifiant 
la  Loi  sur  l’éducation  en  ce  qui  concerne 
l’évaluation  du  rendement  scolaire  / the  Hon.  J. 
Snobelen,  Minister  of  Education  and  Training. 
1st  reading,  Dec.  14, 1995. 1995. 10  p.  Covertitle. 
Government  bill.  Short  title  in  English:  Education 
Quality  and  Accountability  Office  Act,  1995. 
Short  title  in  French:  Loi  de  1995  sur  l’Office  de  la 
qualité  et  de  la  responsabilité  en  éducation. 
Pub.  Ont.  132915  *$1.50 

A797 

Bill  031.  An  Act  to  establish  the  Ontario  Col- 
lege of  Teachers  and  to  make  related  amend- 
ments to  certain  statutes  = Projet  de  loi  031. 
Loi  créant  l’Ordre  des  enseignantes  et  des 
enseignants  de  l’Ontario  et  apportant  des  modi- 
fications connexes  à certaines  lois  / the  Hon.  J. 
Snobelen,  Minister  of  Education  and  Training. 
1st  reading,  Dec.  14,  1995.  1995.  39  p.  Cover 
title.  Government  bill.  Short  title  in  English: 
Ontario  College  of  Teachers  Act,  1 995.  Short  title 
in  French:  Loi  de  1995  sur  l’Ordre  des  enseig- 
nants et  des  enseignantes  de  l’Ontario. 

Pub.  Ont.  132916  * $5.50 

A798 

Bill  Pr009.  An  Act  respecting  the  City  of 
Brampton  / Mr.  Clement.  1st  reading,  Oct.  10, 
1995.  1995.  [1]  p.  Private  bill.  Short  title:  City  of 
Brampton  Act,  1995. 

Pub.  Ont.  132877  *$1.00 

A799 

Bill  Pr009.  An  Act  respecting  the  City  of 
Brampton  / Mr.  Clement.  1st  reading,  Oct.  10, 
1995.  (Reprinted  as  amended  by  the  Regula- 
tions and  Private  Bills  Committee  and  as 
reported  to  the  Legislative  Assembly  November 
29, 1995).  1995.  [1]  p.  Private  bill.  Short  title:  City 
of  Brampton  Act,  1995. 

Pub.  Ont.  132907  *$1.00 


A800 

Bill  Pr009.  An  Act  respecting  the  City  of 
Brampton  / Mr.  Clement.  1st  reading,  Oct.  10, 
1995.  2nd  reading,  Dec.  14,  1995.  3rd  reading, 
Dec.  14,  1995.  Royal  assent,  Dec.  14,  1995. 
Chapter  Prl,  Statutes  of  Ontario,  1995.  1995. 
[1]  p.  Short  title:  City  of  Brampton  Act,  1995. 
Pub.  Ont.  132922  *$1.00 

A801 

Bill  PrOII.  An  Act  respecting  the  Waterloo 
County  Board  of  Education  / Mr.  Leadston.  1st 
reading,  Oct.  10,  1995.  1995.  [1]  p.  Private  bill. 
Short  title:  Waterloo  County  Board  of  Education 
Act,  1995. 

Pub.  Ont.  132878  *$1.00 

A802 

Bill  PrOII.  An  Act  respecting  the  Waterloo 
County  Board  of  Education  / Mr.  Leadston.  1st 
reading,  Oct.  10,  1995.  2nd  reading,  Dec.  14, 
1995.  3rd  reading,  Dec.  14,  1995.  Royal  assent, 
Dec.  14, 1995.  Chapter  Pr2,  Statutes  of  Ontario, 
1995.  1995.  [1]  p.  Short  title:  Waterloo  County 
Board  of  Education  Act,  1995. 

Pub.  Ont.  132923  *$1.00 

A803 

Bill  Pr012.  An  Act  respecting  Canadian 
Niagara  Power  Company,  Limited  / Mr. 

Hudak.  1st  reading,  Oct.  11,  1995.  1995.  2 p. 
Cover  title.  Private  bill.  Short  title:  Canadian 
Niagara  Power  Company,  Limited  Act,  1995. 
Pub.  Ont.  132879  *$1.00 

A804 

Bill  Pr012.  An  Act  respecting  Canadian 
Niagara  Power  Company,  Limited  / Mr. 

Hudak.  1st  reading,  Oct.  11,  1995.  2nd  reading, 
Dec.  14, 1995.  3rd  reading,  Dec.  14, 1995.  Royal 
assent,  Dec.  14,  1995.  Chapter  Pr3,  Statutes  of 
Ontario,  1995.  1995.  2 p.  Private  bill.  Short  title: 
Canadian  Niagara  Power  Company,  Limited 
Act,  1995. 

Pub.  Ont.  132924  *$1.00 

A805 

Bill  Pr013.  An  Act  respecting  the  City  of 
Nepean  / Mr.  Baird.  1st  reading,  Oct.  10,  1995. 
1995.  [1]  p.  Private  bill.  Short  title:  City  of  Nepean 
Act,  1995. 

Pub.  Ont.  132880  *$1.00 

A806 

Bill  Pr013.  An  Act  respecting  the  City  of 
Nepean  / Mr.  Baird.  1st  reading,  Oct.  10,  1995. 
2nd  reading,  Dec.  14, 1995.  3rd  reading,  Dec.  14, 
1995.  Royal  assent,  Dec.  14, 1995.  Chapter  Pr4, 
Statutes  of  Ontario,  1995. 1995.  [1]  p.  Short  title: 
City  of  Nepean  Act,  1995. 

Pub.  Ont.  132925  *$1.00 


44 


LEGISLATIVE  ASSEMBLY 


A807 

Bill  Pr014.  An  Act  respecting  the  City  of 
Nepean  / Mr.  Baird.  1st  reading,  Oct.  10,  1995. 
1995.  [1]  p.  Private  bill.  Short  title:  City  of  Nepean 
Act,  1995. 

Pub.  Ont.  132881  *$1.00 

A808 

Bill  Pr014.  An  Act  respecting  the  City  of 
Nepean  / Mr.  Baird.  1st  reading,  Oct.  10,  1995. 
(Reprinted  as  amended  by  the  Regulations  and 
Private  Bills  Committee  and  as  reported  to  the 
Legislative  Assembly  November  23,  1995). 
1995.  [1]  p.  Private  bill.  Short  title:  City  of  Nepean 
Act,  1995. 

Pub.  Ont.  132901  *$1.00 

A809 

Bill  Pr014.  An  Act  respecting  the  City  of 
Nepean  / Mr.  Baird.  1st  reading,  Oct.  10,  1995. 
2nd  reading,  Dec.  14, 1995.  3rd  reading,  Dec.  14, 
1995.  Royal  assent,  Dec.  14, 1995.  Chapter  Pr5, 
Statutes  of  Ontario,  1995. 1995.  [1]  p.  Short  title: 
City  of  Nepean  Act,  1995. 

Pub.  Ont.  132926  *$1.00 

A810 

Bill  Pr024.  An  Act  respecting  TD  Trust  Com- 
pany and  Central  Guaranty  Trust  Company  / 

Mr.  Marchese.  1st  reading,  Dec.  11,  1995.  1995. 
3 p.  Cover  title.  Private  bill.  Short  title:  TD  Trust 
Company  Act,  1995. 

Pub.  Ont.  132908  *$1.00 

A811 

Bill  Pr037.  An  Act  respecting  the  City  of 
Mississauga  / Mr.  Sampson.  1st  reading,  Oct. 
11,  1995.  1995.  [1]  p.  Private  bill.  Short  title:  City 
of  Mississauga  Act,  1995. 

Pub.  Ont.  132882  *$1.00 

A812 

Bill  Pr037.  An  Act  respecting  the  City  of 
Mississauga  / Mr.  Sampson.  1st  reading,  Oct. 
11,  1995.  2nd  reading,  Dec.  14,  1995.  3rd  read- 
ing, Dec.  14, 1995.  Royal  assent,  Dec.  14, 1995. 
Chapter  Pr6,  Statutes  of  Ontario,  1995.  1995. 
[1]  p.  Short  title:  City  of  Mississauga  Act,  1995. 
Pub.  Ont.  132927  *$1.00 

A813 

Bill  Pr038.  An  Act  respecting  the  Waterloo- 
Guelph  Regional  Airport  / Mr.  Leadston.  1st 
reading,  Oct.  10,  1995.  1995.  [1]  p.  Private  bill. 
Short  title:  Waterloo-Guelph  Regional  Airport 
Act,  1995. 

Pub.  Ont.  132883  *$1.00 

A814 

Bill  Pr038.  An  Act  respecting  the  Waterloo- 
Guelph  Regional  Airport  / Mr.  Leadston.  1st 
reading,  Oct.  10,  1995.  2nd  reading,  Dec.  14, 


1995.  3rd  reading,  Dec.  14, 1995.  Royal  assent, 
Dec.  14, 1995.  Chapter  Pr7,  Statutes  of  Ontario, 
1995.  1995.  [1]  p.  Short  title:  Waterloo-Guelph  i 
Regional  Airport  Act,  1995. 

Pub.  Ont.  132928  *$1.00 

A815 

Bill  Pr039.  An  Act  respecting  Canadian  Life 
Line  Limited  / Mr.  Kwinter.  1st  reading,  Nov.  1, 

1995. 1995.  [1]  p.  Private  bill.  Short  title:  Canadi- 
an Life  Line  Limited  Act,  1995. 

Pub.  Ont.  132891  *$1.00  j 

A816 

Bill  Pr041.  An  Act  respecting  the  City  of 
Scarborough  / Mr.  Newman.  1st  reading,  Dec. 

11. 1995. 1995.  3 p.  Cover  title.  Private  bill.  Short 
title:  City  of  Scarborough  Act,  1995. 

Pub.  Ont.  132909  *$1.00 

A817 

Bill  Pr044.  An  Act  respecting  the  City  of 
York  / Mr.  Colle.  1st  reading,  Nov.  23,  1995. 
1995.  2 p.  Cover  title.  Private  bill.  Short  title:  City  j 
of  York  Act,  1995. 

Pub.  Ont.  132902  *$1.00 

A818 

Bill  Pr044.  An  Act  respecting  the  City  of 
York  / Mr.  Colie.  1st  reading,  Nov.  23, 1995.  2nd  I 
reading,  Dec.  14,  1995.  3rd  reading,  Dec.  14, 
1995.  Royal  assent,  Dec.  14, 1995.  Chapter  Pr8, 
Statutes  of  Ontario,  1995. 1995.  2 p.  Cover  title. 
Short  title:  City  of  York  Act,  1995. 

Pub.  Ont.  132929  *$1.00  j 

A819 

Bill  Pr046.  An  Act  respecting  the  Township  of 
Sidney  / Mr.  Rollins.  1st  reading,  Dec.  11, 1995. 
1995.  3 p.  Cover  title.  Private  bill.  Short  title: 
Township  of  Sidney  Act,  1995. 

Pub.  Ont.  132911  *$1.00  j 

A820 

Bill  Pr049.  An  Act  respecting  the  City  of 
Oshawa  / Mr.  Flaherty.  1st  reading,  Dec.  11, 
1995.  1995.  2 p.  Cover  title.  Private  bill.  Short  i 
title:  City  of  Oshawa  Act  (Oshawa  Transit  Com- 
mission), 1995. 

Pub.  Ont.  132910  *$1.00 

A821 

Compendium  : Education  Quality  and  Ac- 
countability Act,  1995.  [1995].  8 pieces.  (Ses-  < 
sional  paper  ; 361/070).  “Ministry  of  Education  $ 
and  Training”.  Includes  texts  of  four  acts:  School 
Boards  and  Teachers  Collective  Negotiations 
Act,  Provincial  Schools  Negotiations  Act,  Teach- 
ing Profession  Act,  Education  Act. 
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A822 

Compendium  : Land  Use  Planning  and  Pro- 
tection Act,  1995.  [1995].  9 pieces.  (Sessional 
paper  ; 361/029).  “Ministry  of  Municipal  Affairs 
and  Housing”.  Includes  texts  of  seven  acts: 
Development  Charges  Act,  Assessment  Act, 
Ontario  Heritage  Act,  Environmental  Protection 
Act,  Regional  Municipalities  Act,  Rental  Housing 
Protection  Act,  Planning  Act. 

A823 

Compendium  : Ontario  College  of  Teachers 
Act,  1995.  [1995].  6 leaves.  (Sessional  paper  ; 
361/071).  Cover  title.  “Ministry  of  Education  and 
Training”. 

A824 

Compendium  : Savings  and  Restructuring 
Act,  1995.  [1995].  1 portfolio  (20  pieces).  (Ses- 
sional paper  ; 361/038).  Contains  schedules  A 
through  Q and  texts  of  three  acts:  Public  Trans- 
portation and  Highway  Improvement  Act,  Muni- 
cipal Act,  Mining  Act. 

A825 

Compendium  : the  Advocacy,  Consent  and 
Substitute  Decisions  Statute  Law  Amend- 
ment Act,  1995.  Nov.  1995.  1 v.  (various  pag- 
ings).  (Sessional  paper  ; 361/026).  Cover  title. 
“Ministries  of:  Attorney  General;  Health;  Citizen- 
ship, Culture  and  Recreation”. 


Information  Systems  Branch 

A826 

Leg  up.  Vol.  8,  no.  1 (Jan./Feb.  1995)-v.  8,  no.  3 
(May/June  1995).  ill.  Irregular.  Caption  title. 

A827 

LIS  Legislative  Information  Systems. 

[1995?].  1 fold,  sheet  : ill. 


Legislative  Library 

A828 

An  alternative  dispute  resolution  primer  and 
survey  of  current  government  initiatives  in 
Ontario  / prepared  by  Carolyn  Stobo.  Sept. 
1995.  31  p.  (Current  issue  paper,  ISSN 
0835-0299  ; no.  165).  Includes  bibliographical 
references. 

A829 

Auto  insurance  in  Ontario  / prepared  by 
Andrew  McNaught.  Mar.  1995.  25  p.  (Current 
issue  paper,  ISSN  0835-0299  ; 154).  Includes 
bibliographical  references. 


A830 

Automation  alert  = Actualité  informatique. 
No.  214  (Jan.  13,  1995)-no.  221  (Apr.  28,  1995). 
Irregular.  Caption  title.  “Tables  of  contents  of 
journals  on  computers  and  office  automation”. 

A831 

The  basic  environmental  bookshelf  : an 
annotated  bibliography  / prepared  by  Lewis 
Yeager.  Rev.  Mar.  1995.  ii,  71,  2 p.  (Current 
issue  paper,  ISSN  0835-0299  ; 116). 

A832 

Carrots  and  sticks  : federal-provincial  fiscal 
relations  and  enforcement  of  the  Canada 
Health  Act  / prepared  by  Alison  Drummond. 
June  1995. 15, 13  p.  (Current  issue  paper,  ISSN 
0835-0299  ; 162).  Includes  bibliographical  refer- 
ences. 

A833 

Changing  house  : the  law  in  Canada  affecting 
a move  from  one  elected  office  to  another  / 

prepared  by  Avrum  Fenson.  June  1995.  12  p. 
(Current  issue  paper,  ISSN  0835-0299  ; 160). 
Includes  bibliographical  references. 

A834 

The  Charter  of  Rights  and  the  redistribution 
of  electoral  districts  /prepared  by  Philip  Kaye. 
Rev.  Sept.  1995.  21  p.  (Current  issue  paper, 
ISSN  0835-0299  ; no.  141).  Includes  bibliograph- 
ical references. 

A835 

The  evolution  of  the  Office  of  the  Assembly  / 

prepared  by  David  Pond.  Rev.  June  1995.  8, 
[25]  p.  : ill.  (Current  issue  paper,  ISSN 
0835-0299  ; no.  108). 

A836 

Female  representation  in  the  Senate,  House 
of  Commons,  and  provincial  and  territorial 
legislative  assemblies  / prepared  by  Elaine 
Campbell.  Rev.  Nov.  1994.  36  p.  (Current 
issue  paper,  ISSN  0835-0299  ; no.  56).  Includes 
bibliographical  references. 

A837 

Funding  culture  : current  arguments  on  the 
economic  importance  of  the  arts  and  cul- 
ture / prepared  by  Joanne  Boucher.  Mar.  1995. 
19  p.  (Current  issue  paper,  ISSN  0835-0299  ; 
158).  Includes  bibliographical  references. 

A838 

Health  care  reforms  in  the  United  States  : 
initiatives  at  the  state  level  / prepared  by 
Alison  Drummond.  Mar.  1995.  15  p.  (Current 
issue  paper,  ISSN  0835-0299  ; 155).  Includes 
bibliographical  references. 
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A839 

Health  reforms  in  Oregon  : ideas  for  cost  con- 
trol / prepared  by  Alison  Drummond.  Rev.  Mar. 
1995.  17  p.  (Current  issue  paper,  ISSN  0835- 
0299  ; 132).  Includes  bibliographical  references. 

A840 

The  historical  development  of  public  funding 
of  Roman  Catholic  separate  schools  in 
Ontario /Carolyn  P.  Stobo.  Rev.  Mar.  1995. 18  p. 
(Current  issue  paper,  ISSN  0835-0299  ; 34). 
Includes  bibliographical  references. 

A841 

Legislative  Research  Service  : services  to 
members  and  committees.  [Rev.].  Jan.  1995. 
[8]  p.  Cover  title.  Issued  also  in  French  under 
title:  Service  de  recherche  de  l’Assemblée  légis- 
lative : Services  aux  députés  et  aux  comités. 
ISBN  0-7778-3735-8 

A842 

Licence  revocation  : a new  enforcement 
mechanism  for  family  support  orders  / 

prepared  by  Susan  Swift.  Mar.  1995.  27,  11  p. 
(Current  issue  paper,  ISSN  0835-0299  ; 159). 
Includes  bibliographical  references. 

A843 

Methods  of  determining  representatives’  re- 
muneration / prepared  by  Ted  Glenn.  Sept. 
1995. 18  p.  : ill.  (Current  issue  paper,  ISSN  0835- 
0299  ; no.  166).  Includes  bibliographical  refer- 
ences. 

A844 

The  offices  and  commissions  of  the  Legisla- 
tive Assembly  / prepared  by  Andrew 
McNaught.  June  1995.  19  p.  (Current 

issue  paper,  ISSN  0835-0299  ; no.  161).  Includes 
bibliographical  references. 

A845 

The  Ontario  legislature  : an  overview  / 

prepared  by  David  Pond.  Rev.  Sept.  1994.  37  p. 
(Current  issue  paper,  ISSN  0835-0299  ; 
no.  105).  Includes  bibliographical  references. 

A846 

The  Ontario  legislature  : an  overview  / 

prepared  by  David  Pond.  Rev.  June  1995.  32  p. 
(Current  issue  paper,  ISSN  0835-0299  ; 
no.  105).  Includes  bibliographical  references. 

A847 

Overcoming  that  “long  distance”  feeling  : 
strategies  for  physician  recruitment  and 
retention  in  northern,  rural  and  underser- 
viced Ontario  / prepared  by  Lorraine  Luski. 
Mar.  1995. 33  p.  (Current  issue  paper,  ISSN  0835- 
0299  ; 156).  Includes  bibliographical  references. 


A848 

An  overview  of  the  Employment  Equity  Act 
(Ontario)  / prepared  by  Philip  Kaye.  Rev.  Nov. 
1994.  40  p.  (Current  issue  paper,  ISSN  0835- 
0299  ; 143).  Originally  published  under  title:  An 
overview  of  Bill  79,  the  Employment  Equity  Act, 
1993.  Includes  bibliographical  references. 

A849 

Periodical  selections  = Sélection  d’articles  de 
périodiques.  Vol.  16,  no.  10  (Jan.  1995)-v.  17, 
no.  2 (Oct.  1995).  Irregular.  Caption  title.  “A  sub- 
ject list  of  articles  from  current  journals.” 

A850 

Provincial  and  federal  employment  oppor- 
tunities and  programs/ Alan  MacCharles.  Rev. 
Mar.  1995.  114  p.  (Current  issue  paper,  ISSN 
0835-0299  ; 151). 

A851 

Provincial  elections  in  Ontario.  No.  5 (Jan. 
1995).  Caption  title. 

A852 

Reforming  the  regulatory  framework  for 
small  business  in  Ontario  / prepared  by  Car- 
olyn P.  Stobo.  Mar.  1995.  32,  [9]  p.  (Current 
issue  paper,  ISSN  0835-0299  ; 157).  Includes 
bibliographical  references. 

A853 

The  role  of  the  backbencher  / prepared  by 
David  Pond.  Rev.  July  1995.  23  p.  (Current 
issue  paper,  ISSN  0835-0299  ; no.  103). 
Includes  bibliographical  references. 

A854 

Selected  new  titles  = Sélection  de  nouveautés. 
Vol.  16,  no.  7/8  (Dec.  1994/Jan.  1995)-v.  17,  no.  2 
(Nov.  1995).  Irregular.  Caption  title.  “A  subject 
list  of  recent  books  and  reports.” 

ISSN  0709-275X 

A855 

Services  to  the  Legislature.  [Rev.].  1995.  15, 
[1]  p.  : ill.  Cover  title.  Issued  also  in  French  under 
title:  Services  aux  députés. 

ISBN  0-7778-3561-4 

A856 

Short  line  railways  / prepared  by  Jerry  Rich- 
mond. Sept.  1995.  27  p.  (Current  issue  paper, 
ISSN  0835-0299  ; no.  164).  Includes  bibliograph- 
ical references. 

A857 

Status  of  bills  report  = État  des  projets  de  loi. 
36th  Leg.,  1st  sess.  No.  1 (Oct.  4,  1995)-no.  11 
(Dec.  20, 1995).  Weekly. 

A858 

Summary  of  recommendations  : Bill  165  : an 

Act  to  amend  the  Workers’  Compensation  Act 
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and  the  Occupational  Health  and  Safety  Act  / 
prepared  by  Avrum  Fenson  & Jerry  Richmond. 
Sept.  1994.  i,  73,  x p.  Cover  title.  “Prepared  for 
Standing  Committee  on  Resources  Development”. 

A859 

Where  are  Ontario’s  jobs?  : labour  market 
trends,  1989-1994  / prepared  by  Anne  Ander- 
son. July  1995.  22  p.  : ill.  (Current  issue  paper, 
ISSN  0835-0299  ; no.  163).  Includes  bibliograph- 
ical references. 


Parliamentary  Papers 

Debates 

A860 

Legislative  Assembly  of  Ontario  commit- 
tees : index  = Comités  de  l’Assemblée  législa- 
tive de  l’Ontario  : index.  Apr.  26,  1993-Mar.  16, 
1995.  206  p.  Cover  title.  Text  in  English  only. 
Pub.  Ont.  105821  * $10.00 

A861 

Legislative  Assembly  of  Ontario  debates  : 
index  = Débats  de  l’Assemblée  législative  de 
l’Ontario  : index.  35th  Pari.,  3rd  sess.  (1993/94). 
314  p.  Cover  title.  Text  in  English  or  French. 
Pub.  Ont.  105817  D * $10.00 

A862 

Official  report  of  debates  (Hansard)  : Legisla- 
tive Assembly  of  Ontario  = Journal  des  débats 
(Hansard)  : Assemblée  législative  de  l’Ontario. 
36th  pari.,  1st  sess.  No.  1 (Sept.  26,  1995)  - 
no.  40  (Dec.  14,  1995).  Issued  daily  when  the 
Legislative  Assembly  is  in  session.  Cover  title. 
Includes  some  text  in  French. 

ISSN  1180-2987 

Pub.  Ont.  123600  (no.  1);  123601  (no.  2);  123602 
(no.  3);  123603  (no.  4);  123604  (no.  5);  123605 
(no.  6);  123606  (no.  7);  123607  (no.  8);  123608 
(no.  9);  123609  (no.  10);  123610  (no.  11);  123611 
(no.  12);  123612  (no.  13);  123613  (no.  14);  123614 
(no.  15);  123615  (no.  16);  123616  (no.  17);  123617 
(no.  18);  123618  (no.  19);  123619  (no.  20); 
123620  (no.  21);  123622  (no.  22);  123623 

(no.  23);  123624  (no.  24);  123625  (no.  25); 
123626  (no.  26);  123630  (no.  27);  123631 

(no.  28);  123635  (no.  29);  123640  (no.  30); 
123641  (no.  31);  123648  (no.  32);  123649 

(no.  33);  123652  (no.  34A);  123659  (no.  34B); 
123660  (no.  35A);  123661  (no.  35B);  123662 
(no.  36);  123664  (no.  37A);  123665  (37B); 

123666  (38A);  123671  (38B);  123672  (no.  39A); 
123673  (no.  39B);  123674  (no.  40) 

* $1.00  per  no. 


Journals 

A863 

Journals  of  the  Legislative  Assembly  of  the 
Province  of  Ontario.  Vol.  125,  35th  pari.,  3rd 
sess.  (1993-94).  55,  61,  83,  617  p.  Spine  title: 
Journals  : Legislative  Assembly  of  Ontario. 
Includes  some  text  in  French. 

Pub.  Ont.  105914  * $50.00 

Microfiche  5679-95  * t $9.00  ( + PST) 

Orders  and  Notices 

A864 

Orders  and  notices  = Feuilleton  et  avis.  36th 
pari.,  1st  sess.  No.  1 (Sept.  26,  1995)-no.  40 
(Dec.  14, 1995).  No.  1 and  no.  2 entitled  “Proce- 
edings at  the  opening  of  the  Legislative  Assem- 
bly of  the  Province  of  Ontario  = Cérémonial  pour 
l’ouverture  de  l’Assemblée  législative  de  la  prov- 
ince de  l’Ontario”.  Issued  daily  when  the  Legisla- 
tive Assembly  is  in  session.  Cover  title. 

Votes  and  Proceedings 

A865 

Final  status  of  business  of  the  Legislative 
Assembly  of  the  Province  of  Ontario  / État 
final  des  travaux  de  l’Assemblée  législative  de 
l’Ontario  / compiled  and  edited  by  the  Journals 
Branch.  35th  pari.,  3rd  sess.  (Apr.  13, 1993-Aug. 
3, 1993  ; Sept.  27, 1993-Dec.  15, 1993  ; Mar.  21, 
1994-June  23, 1994  ; Oct.  31, 1994-Dec.  9, 1994). 
1 v.  (various  pagings).  At  head  of  title:  1993/1994. 
Title  varies.  Includes  some  text  in  French. 
Microfiche  5674-95  * t $3.00  ( + PST) 

A866 

Votes  and  proceedings  = Procès-verbaux. 
36th  pari.,  1st  sess.  No.  1 (Sept.  26, 1995)-no.  40 
(Dec.  14,  1995).  Issued  daily  when  the  Legisla- 
tive Assembly  is  in  session.  Cover  title. 

Select  and  Standing  Committees 

Standing  Committee  on  Administration  of 
Justice 

A867 

Official  report  of  debates  (Hansard)  : Stand- 
ing Committee  on  Administration  of  Justice 

= Journal  des  débats  (Hansard)  : Comité  perma- 
nent de  l’administration  de  la  justice.  36th  pari., 
1st  sess.  J-1  (Nov.  14, 1995)  - J-3  (Dec.  11, 1995). 
Irregular.  Cover  title.  Includes  some  text  in 
French. 

ISSN  1180-4343 

Pub.  Ont.  123629  (J-1);  123645  (J-2);  123675 
(J-3)  *$1.00  per  no. 
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A868 

Report  under  Standing  Order  125  on  the  rela- 
tionship between  victims  of  crime  and  the 
justice  system  in  Ontario  : current  status  and 
improvements.  Dec.  1994.  1 v.  (various  pag- 
ings).  Cover  title.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  Rapport  en  conformité  avec  l’article  125  du 
Règlement  sur  les  rapports  entre  les  victimes  de 
crime  et  le  système  judiciaire  en  Ontario  : état 
actuel  et  améliorations.  Includes  bibliographical 
references. 

ISBN  0-7778-1534-6 

Pub.  Ont.  105528  D * $10.00 

Standing  Committee  on  Estimates 

A869 

Official  report  of  debates  (Hansard)  : Stand- 
ing Committee  on  Estimates  = Journal  des 
débats  (Hansard)  : Comité  permanent  des  bud- 
gets des  dépenses.  36th  pari.,  1st  sess.  E-1 
(Nov.  14,  1995)  - E-3  (Dec.  13,  1995).  Irregular. 
Cover  title.  Includes  some  text  in  French. 

ISSN  1181-6465 

Pub.  Ont.  123628  (E-1);  123684  (E-2);  123680 
(E-3)  *$1.00  per  no. 

Standing  Committee  on  Finance  and 
Economic  Affairs 

A870 

Official  report  of  debates  (Hansard)  : Stand- 
ing Committee  on  Finance  and  Economic 
Affairs  = Journal  des  débats  (Hansard)  : Comité 
permanent  des  affaires  économiques  et  finan- 
cières. 35th  pari.,  3rd  intersess.  F-51  (Feb.  6, 
1995)  - F-60  (Mar.  1, 1995)  ; 36th  pari.,  1st  sess. 
F-1  (Nov.  16, 1995)  - F-2  (Dec.  14, 1995).  Cover 
title.  Includes  some  text  in  French. 

ISSN  1180-4386 

Pub.  Ont.  123636  (F-1);  123682  (F-2) 

* $1.00  per  no. 

A871 

Pre-budget  consultation.  1995  (35th  pari.,  3rd 
sess.).  1 v.  (various  pagings)  : ill.  (Sessional 
paper  ; 353/011).  Title  on  added  t.p.:  Consulta- 
tions pr-ebudgétaires.  Cover  title.  Text  in  English 
and  French  with  French  text  on  inverted  pages. 
ISSN  0835-4952 

Pub.  Ont.  105628  D * $5.00 

Standing  Committee  on  General 
Government 

A872 

Official  report  of  debates  (Hansard)  : Stand- 
ing Committee  on  General  Government  = 


Journal  des  débats  (Hansard)  : Comité  perma- 
nent des  affaires  gouvernementales.  36th  pari., 
1st  sess.  G-1  (Nov.  2,  1995)  - G-13  (Dec.  22, 
1995)  ; Evidence  Subcommittee.  36th  pari.,  1st 
sess.  GS-1  (Dec.  18,  1995)  - GS-5  (Dec.  22, 
1995).  Irregular.  Cover  title.  Includes  some  text 
in  French. 

ISSN  1180-5218 

Pub.  Ont.  123621  (G-1);  123644  (G-2);  123646 
(G-3);  123650  (G-4);  123651  (G-5);  123654 
(G-6);  123657  (G-7);  123683  (G-8);  123686 
(G-9);  123687  (G-10);  123688  (G-11);  123692 
(G-1 2);  123694  (G-13);  123689  (GS-1);  123690 
(GS-2);  123691  (GS-3);  123695  (GS-4);  123696 
(GS-5)  *$1.00  per  no. 

Standing  Committee  on  Government 
Agencies 

A873 

Official  report  of  debates  (Hansard)  : Stand- 
ing Committee  on  Government  Agencies  = 

Journal  des  débats  (Hansard)  : Comité  perma- 
nent des  organismes  gouvernementaux.  35th 
pari.,  3rd  intersess.  A-66  (Jan.  11,  1995)  - A-71 
(Mar.  16, 1995)  ; 36th  pari.,  1st  sess.  A-1  (Nov.  15, 
1995)  - A-5  (Dec.  13, 1995).  Irregular.  Cover  title. 
Includes  some  text  in  French. 

ISSN  1180-4335 

Pub.  Ont.  123632  (A-1);  123642  (A-2);  123653 
(A-3);  123667  (A-4);  123679  (A-5)  * $1 .00  per  no. 

Standing  Committee  on  Public  Accounts 

A874 

Biennial  report  1992  & 1993.  Nov.  1994.  i,  30, 
36,  i p.  (Sessional  paper  ; 353/402).  Cover  title. 
Text  in  English  and  French  with  French  text  on 
inverted  pages.  Title  on  added  t.p.:  Rapport 
biennal  1992  & 1993. 

ISBN  0-7778-3353-0 

Pub.  Ont.  105407  D * $3.00 

A875 

Official  report  of  debates  (Hansard)  : Stand- 
ing Committee  on  Public  Accounts  = Journal 
des  débats  (Hansard)  : Comité  permanent  des 
comptes  publiques.  36th  pari.,  1st  sess.  P-1 
(Nov.  16,  1995)  - P-4  (Dec.  14,  1995).  Irregular. 
Cover  title.  Includes  some  text  in  French. 

ISSN  1180-4327 

Pub.  Ont.  123638  (P-1);  123647  (P-2);  123663 
(P-3);  123693  (P-4)  * $1 .00  per  no. 

A876 

Report  on  child  and  family  intervention  pro- 
gram and  young  offender  services  (section 
3.04  & 3.05, 1993  Annual  report  of  the  Provin- 
cial Auditor).  Oct.  1994.  i,  22,  [2],  31,  i p.  (Ses- 
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sional  paper  ; 353/370).  Cover  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Title  on  added  t.p.:  Rapport  sur  le  pro- 
gramme d’intervention  auprès  des  enfants  et 
des  familles  et  services  aux  jeunes  contreve- 
nants (section  3.04  & 3.05,  Rapport  annuel  du 
vérificateur  provincial  de  1993). 

ISBN  0-7778-3348-4 

Pub.  Ont.  105408  D * $3.00 

Standing  Committee  on  Regulations  and 
Private  Bills 

A877 

Official  report  of  debates  (Hansard)  : Stand- 
ing Committee  on  Regulations  and  Private 
Bills  = Journal  des  débats  (Hansard)  : Comité 
permanent  des  règlements  et  des  projets  de  loi 
privés.  36th  pari.,  1st  sess.  T-1  (Nov.  15, 1995)  - 
T-4  (Dec.  6, 1995).  Irregular.  Cover  title.  Includes 
some  text  in  French. 

ISSN  1180-4319 

Pub.  Ont.  123637  (T-1);  123643  (T-2);  123658 
(T-3);  123669  (T-4)  * $1.00  per  no. 

A878 

Report.  3rd,  1994  (35th  pari.,  3rd  sess.).  ii,  10, 
[7]  p.  Irregular.  (Sessional  paper  ; 353/403). 
Cover  title. 

Pub.  Ont.  105425  D * $3.00 

Microfiche  5601  -95  * t $1 .00  ( + PST) 

Standing  Committee  on  Resources 
Development 

A879 

Official  report  of  debates  (Hansard)  : Stand- 
ing Committee  on  Resources  Development  = 

Journal  des  débats  (Hansard)  : Comité  perma- 
nent du  développement  des  ressources.  36th 
pari.,  1st  sess.  R-1  (Nov.  15, 1995)  - R-5  (Dec.  11, 
1995).  Irregular.  Cover  title.  Includes  some  text 
in  French. 

ISSN  1180-4378 

Pub.  Ont.  123634  (R-1);  123655  (R-2);  123668 
(R-3);  123670  (R-4);  123676  (R-5)  * $1 .00  per  no. 

Standing  Committee  on  Social 
Development 

A880 

Official  report  of  debates  (Hansard)  : Stand- 
ing Committee  on  Social  Development  = 

Journal  des  débats  (Hansard)  : Comité  perma- 
nent des  affaires  sociales.  36th  pari.,  1st  sess. 
S-1  (Nov.  14, 1995)  - S-4  (Dec.  12, 1995).  Irregu- 
lar. Cover  title.  Includes  some  text  in  French. 
ISSN  1180-3274 

Pub.  Ont.  123639  (S-1);  123656  (S-2);  123678 
(S-3);  123685  (S-4)  * $1.00  per  no. 


Standing  Committee  on  the  Legislative 
Assembly 

A881 

Official  report  of  debates  (Hansard)  : Stand- 
ing Committee  on  the  Legislative  Assembly  = 

Journal  des  débats  (Hansard)  : Comité  perma- 
nent de  l’Assemblée  législative.  36th  pari.,  1st 
sess.  M-1  (Nov.  15,  1995)  - M-2  (Dec.  13,  1995). 
Irregular.  Cover  title.  Includes  some  text  in 
French. 

ISSN  1180-436X 

Pub.  Ont.  123633  (M-1);  123681  (M-2)  * $1 .00  per 
no. 

A882 

Report  on  the  Municipal  Freedom  of  Informa- 
tion and  Protection  of  Privacy  Act,  1989.  Dec. 
1994.  iii,  136  p.  (Sessional  paper  ; 353/399). 
Cover  title. 

ISBN  0-7778-3603-3 

Pub.  Ont.  105411  D * $4.00 

Standing  Committee  on  the  Ombudsman 

A883 

Official  report  of  debates  (Hansard)  : Stand- 
ing Committee  on  the  Ombudsman  = Journal 
des  débats  (Hansard)  : Comité  permanent  de 
l’ombudsman.  36th  pari.,  1st  sess.  B-1  (Nov.  15, 
1995)  - B-2  (Dec.  13, 1995).  Irregular.  Cover  title. 
Includes  some  text  in  French. 

ISSN  1180-4300 

Pub.  Ont.  123627  (B-1);  123677  (B-2)  * $1.00  per 
no. 


Statutes  and  Regulations 


A884 

Advocacy  Act,  1992  : Statutes  of  Ontario,  1992, 
chapter  26,  and  the  following  regulation  (as 
amended):  General  (O.  Reg.  33/95)  = Loi  de 
1992  sur  l’intervention  : Lois  de  l’Ontario  de 

1992,  chapitre  26,  et  le  règlement  suivant  (tel 
qu’il  est  modifié):  General  (O.  Reg.  33/95).  Apr. 
1995.  31,  [1]  p.  Cover  title.  Office  consolidation. 
Regulation  in  English  only. 

ISBN  0-7778-4224-6 

Pub.  Ont.  110862  D * $4.50 

A885 

Aggregate  Resources  Act  : Revised  Statutes 
of  Ontario,  1990,  Chapter  A. 8,  as  amended  by: 

1993,  chapter  27,  sched.;  1994,  chapter  23,  s.  61; 

1994,  chapter  27,  s.  126,  and  the  following  reg- 
ulation (as  amended):  General  (R.R.O.  1990, 
Reg.  15)  = Loi  sur  les  ressources  en  agrégats  : 
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Lois  refondues  de  l’Ontario  de  1990,  chapitre 
A. 8,  tel  qu’il  est  modifié  par:  l’annexe  du  chap.  27 
de  1993;  l’art.  61  du  chap.  23  de  1994;  l’art.  126 
du  chap.  27  de  1994,  et  le  règlement  suivant  (tel 
qu’il  est  modifié):  Dispositions  générales 

(R. R. 0. 1990,  Régi.  15).  Apr.  1995.  44,  [10]  p.  : 1 
form.  Cover  title.  Office  consolidation. 

ISBN  0-7778-3597-5 

Pub.  Ont.  110081  D * $7.00 

A886 

Agricultural  Labour  Relations  Act,  1994  : 

Statutes  of  Ontario,  1994,  chapter  6,  together 
with  extracts  from  the  Labour  Relations  Act, 
R.S.O.  1990,  chapter  L.2  = Loi  de  1994  sur  les 
relations  de  travail  dans  l’agriculture  : Lois  de 
l’Ontario  de  1994,  chapitre  6,  ainsi  que  des 
extraits  de  la  Loi  sur  les  relations  de  travail, 
L.R.0. 1990,  chapitre  L.2.  Jan.  1995.  80  p.  Cover 
title.  Office  consolidation. 

ISBN  0-7778-3560-6 

Pub.  Ont.  110883  D * $10.50 

A887 

Ambulance  Act  : Revised  Statutes  of  Ontario, 
1990,  chapter  A. 19,  and  the  following  regulation 
(as  amended):  General  (R.R.0. 1990,  Reg.  19)  = 
Loi  sur  les  ambulances  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  A. 19,  et  le  règlement 
suivant  (tel  qu’il  est  modifié):  Dispositions  génér- 
ales (R. R. O.  1990,  Régi.  19).  Mar.  1995.  10, 
[25]  p.  Cover  title.  Office  consolidation. 

ISBN  0-7778-3375-1 

Pub.  Ont.  110080  D * $5.00 

A888 

Animals  for  Research  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  A. 22,  as  amended  by: 
1994,  chapter  27,  s.  9,  and  the  following  regula- 
tions (as  amended):  General  (R.R.0. 1990,  Reg. 
22)  ; Pounds  (R.R.O.  1990,  Reg.  23)  ; Research 
Facilities  and  Supply  Facilities  (R.R.O.  1990,  Reg. 
24)  ; Transportation  (R.R.O.  1990,  Reg.  25)  = Loi 
sur  les  animaux  destinés  à la  recherche  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  A.22  .... 
July  1995.  16,  [24]  p.  : forms.  Cover  title.  Office 
consolidation.  Some  regulations  in  English  only. 
ISBN  0-7778-4534-2 

Pub.  Ont.  110501  D * $5.50 

A889 

Business  Corporations  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  B.16,  as  amended  by:  1993, 
chapter  16,  s.  2;  1994,  chapter  17,  s.  30;  1994, 
chapter  27,  s.  71,  and  the  following  regulation  (as 
amended):  General  (R.R.O.  1990,  Reg.  62)  = Loi 
sur  les  sociétés  par  actions  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  B.16 ... . Sept.  1995. 193, 
[57]  p.  : forms.  Cover  title.  Office  consolidation. 
ISBN  0-7778-4443-5 

Pub.  Ont.  110033  D * $20.00 


A890 

Business  Practices  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  B.18,  as  amended  by: 
1994,  chapter  27,  s.  73  = Loi  sur  les  pratiques  de 
commerce  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  B.18  ...  . Aug.  1995.  14  p.  Cover  title. 
Office  consolidation. 

ISBN  0-7778-4535-0 

Pub.  Ont.  110052  D * $2.00 

A891 

Child  and  Family  Services  Act  : Revised  Statutes 
of  Ontario,  1990,  chapter  C.11,  as  amended  by: 
1992,  chapter  32,  s.  3;  1993,  chapter  27,  sched.; 
1994,  chapter  27,  s.  43(2)  = Loi  sur  les  services  à 
l’enfance  et  à la  famille  : Lois  refondues  de  l’Ontario 
de  1990,  chapitre  C.11,  tel  qu’il  est  modifié  par:  l’art. 
3 du  chap.  32  de  1992;  l’annexe  du  chap.  27  de 
1993;  le  par.  43(2)  du  chap.  27  de  1994.  Apr.  1995. 
173  p.  Cover  title.  Office  consolidation. 

ISBN  0-7778-3377-8 

Pub.  Ont.  110016  D * $17.20 

A892 

[Child  and  Family  Services  Act]  : General 
Regulation  under  the  Child  and  Family  Services 
Act  : Regulation  70  of  the  Revised  Regulations 
of  Ontario,  1990  (as  amended)  = [Loi  sur  les 
services  à l’enfance  et  à la  famille]  : Règlement 
sur  les  dispositions  générales  pris  en  application 
de  la  Loi  sur  les  services  à l’enfance  et  à la 
famille  : Règlement  70  des  Règlements  refon- 
dus de  l’Ontario  de  1990  (tel  qu’il  est  modifié). 
Apr.  1995.  72  p.  : forms.  Cover  title.  Office  con- 
solidation. Text  in  English  only. 

ISBN  0-7778-3598-3 

Pub.  Ont.  110851  D * $9.50 

A893 

Collection  Agencies  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  C.14,  as  amended  by: 

1994,  chapter  27,  s.  76,  and  the  following  regula- 
tion (as  amended):  General  (R.R.O.  1990,  Reg. 
74)  = Loi  sur  les  agences  de  recouvrement  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  C.14  ... . 
July  1995.  18,  [7]  p.  : forms.  Cover  title.  Office 
consolidation.  Regulation  in  English  only. 

ISBN  0-7778-4444-3 

Pub.  Ont.  110596  D * $3.50 

A894 

Commercial  Concentration  Tax  Act  : Revised 
Statutes  of  Ontario,  1990,  chapter  C.16,  as 
amended  by:  1993,  chapter  16,  s.  6,  and  the 
following  regulation  (as  amended):  General 
(R.R.O.  1990,  Reg.  75)  = Loi  de  l’impôt  sur  les 
concentrations  commerciales  : Lois  refondues 
de  l’Ontario  de  1990,  chapitre  C.16  ...  . June 

1995.  20,  [5]  p.  : forms.  Cover  title.  Office  consol- 
idation. Regulation  in  English  only. 

ISBN  0-7778-4206-8 
Pub.  Ont.  110899 


D * $3.50 
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A895 

Commodity  Futures  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  C.20,  and  the  following 
regulation  (as  amended):  General  (R.R.0. 1990, 
Reg.  90)  = Loi  sur  les  contrats  à terme  sur  mar- 
chandises : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  C.20,  et  le  règlement  suivant  (tel  qu’il 
est  modifié):  General  (R. R. O.  1990,  Reg.  90). 
Feb.  1995.  39,  [57]  p.  Cover  title.  Office  consol- 
idation. Regulation  in  English  only. 

ISBN  0-7778-3120-1 

Pub.  Ont.  110821  D * $12.50 

A896 

Community  Recreation  Centres  Act  : Revised 
Statutes  of  Ontario,  1990,  chapter  C.22,  and  the 
following  regulation  (as  amended):  General 
(R.R.0. 1990,  Reg.  93)  = Loi  sur  les  centres  de 
loisirs  communautaires  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  C.22.  et  le  règlement 
suivant  (tel  qu’il  est  modifié):  General  (R.R.O. 
1990,  Reg.  93).  Jan.  1995.  8,  [2]  p.  Cover  title. 
Office  consolidation.  Regulation  in  English  only. 
ISBN  0-7778-3082-5 

Pub.  Ont.  110735  D*$1.50 

A897 

Condominium  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  C.26,  as  amended  by: 
1993,  chapter  27,  sched.;  1994,  chapter  23, 
s.  62,  and  the  following  regulations  (as 
amended):  General  (R.R.O.  1990,  Reg.  96)  ; 
Surveys  and  the  Description  (R.R.O.  1990,  Reg. 
97)  = Loi  sur  les  condominiums  : Lois  refondues 
de  l’Ontario  de  1990,  chapitre  C.26,  tel  qu’il  est 
modifié  par:  l’annexe  du  chap.  27  de  1993;  l’art. 
62  du  chap.  23  de  1994,  et  les  règlements  sui- 
vants (tel  qu’ils  sont  modifiés):  General  (R.R.O. 
1990,  Reg.  96)  ; Surveys  and  The  Description 
(R.R.O.  1990,  Reg.  97).  Apr.  1995.  49,  [20]  p.  : 
forms.  Cover  title.  Office  consolidation.  Regula- 
tions in  English  only. 

ISBN  0-7778-3653-X 

Pub.  Ont.  110013  D * $9.00 

A898 

Consent  to  Treatment  Act,  1992  : Statutes  of 
Ontario,  1992,  chapter  31 , as  amended  by:  1994, 
chapter  27,  s.  43(2),  and  the  following  regulation 
(as  amended):  General  (O.  Reg.  19/95)  = Loi  de 
1992  sur  le  consentement  au  traitement  : Lois  de 
l’Ontario  de  1992,  chapitre  31,  tel  qu’il  est  modifié 
par:  le  par.  43(2)  du  chap.  27  de  1994,  et  le 
règlement  suivant  (tel  qu’il  est  modifié):  General 
(O.  Reg.  19/95).  Apr.  1995.  27,  [2]  p.  Cover  title. 
Office  consolidation.  Regulation  in  English  only. 
ISBN  0-7778-4167-3 

Pub.  Ont.  110857  D * $4.00 

A899 

Conservation  Land  Act  : Revised  Statutes  of 


Ontario,  1990,  chapter  C.28,  as  amended  by: 
1994,  chapter  27,  s.  128  = Loi  sur  les  terres 
protégées  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  C.28,  tel  qu’il  est  modifié  par:  l’art.  128 
du  chap.  27  de  1994.  May  1995.  3 p.  Cover  title. 
Office  consolidation. 

ISBN  0-7778-4207-6 

Pub.  Ont.  110888  D*$1.50 

A900 

Construction  Lien  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  C.30,  as  amended  by: 
1994,  chapter  27,  s.  42,  and  the  following  regula- 
tion (as  amended):  General  (R.R.O.  1990,  Reg. 
175)  = Loi  sur  le  privilège  dans  l’industrie  de  la 
construction  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  C.30,  tel  qu’il  est  modifié  par:  l’art. 
42  du  chap.  27  de  1994,  et  le  règlement  suivant 
(tel  qu’il  est  modifié):  General  (R.R.O.  1990, 
Reg.  175).  Apr.  1995.  49,  [24]  p.  : forms.  Cover 
title.  Office  consolidation.  Regulation  in  English 
only. 

ISBN  0-7778-3379-4 

Pub.  Ont.  110022  D * $9.50 

A901 

Consumer  Protection  Act  : Revised  Statutes 
of  Ontario,  1990,  chapter  C.31,  as  amended  by: 
1993,  chapter  27,  sched.,  and  the  following  reg- 
ulation (as  amended):  General  (R.R.O.  1990, 
Reg.  176)  = Loi  sur  la  protection  du  consomma- 
teur : Lois  refondues  de  l’Ontario  de  1990,  chap- 
itre C.31,  tel  qu’il  est  modifié  par:  l’annexe  du 
chap.  27  de  1993,  et  le  règlement  suivant  (tel 
qu’il  est  modifié):  Dispositions  générales 

(R.R.O.  1990,  Régi.  176).  Mar.  1995. 19,  [12]  p.  : 
forms.  Cover  title.  Office  consolidation. 

ISBN  0-7778-3380-8 

Pub.  Ont.  110152  D * $4.50 

A902 

Consumer  Reporting  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  C.33,  as  amended  by: 
1993,  chapter  27,  sched.;  1994,  chapter  27, 
s.  77,  and  the  following  regulation  (as  amended): 
General  (R.R.O.  1990,  Reg.  177)  = Loi  sur  les 
renseignements  concernant  le  consommateur  : 
Lois  refondues  de  l’Ontario  de  1990,  chapitre 
C.33,  tel  qu’il  est  modifié  par:  l’annexe  du  chap. 
27  de  1993;  l’art.  77  du  chap.  27  de  1994,  et  le 
règlement  suivant  (tel  qu’il  est  modifié):  General 
(R.R.O.  1990,  Reg.  177).  Apr.  1995.  19,  [2]  p. 
Cover  title.  Office  consolidation.  Regulation  in 
English  only. 

ISBN  0-7778-4225-4 

Pub.  Ont.  110598  D * $3.00 

A903 

Coroners  Act  : Revised  Statutes  of  Ontario, 
1990,  chapter  C.37,  as  amended  by:  1993, 
chapter  27,  sched.;  1994,  chapter  27,  s.  136,  and 
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the  following  regulation  (as  amended):  General 
(R.R.0. 1990,  Reg.  180)  = Loi  sur  les  coroners  : 
Lois  refondues  de  l’Ontario  de  1990,  chapitre 
C.37,  tel  qu’il  est  modifié  par:  l’annexe  du  chap. 
27  de  1993;  l’art.  136  du  chap.  27  de  1994,  et  le 
règlement  suivant  (tel  qu’il  est  modifié):  Disposi- 
tions générales  (R.R.O.  1990,  Régi.  180).  Apr. 
1995.  22,  [39]  p.  : forms.  Cover  title.  Office  con- 
solidation. 

ISBN  0-7778-3147-3 

Pub.  Ont.  110053  D * $8.00 

A904 

Corporations  Act  : Revised  Statutes  of  Ontario, 
1990,  chapter  C.38,  as  amended  by:  1992, 
chapter  32,  s.  6;  1993,  chapter  16,  s.  3;  1993, 
chapter  27,  sched.;  1994,  chapter  11,  s.  384; 
1994,  chapter  17,  s.  31;  1994,  chapter  27,  s.  78, 
and  the  following  regulation  (as  amended):  Gen- 
eral (R.R.O.  1990,  Reg.  181)  = Loi  sur  les  person- 
nes morales  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  C.38  ...  . Sept.  1995. 166,  [49]  p.  : 
forms.  Cover  title.  Office  consolidation. 

ISBN  0-7778-4536-9 

Pub.  Ont.  110054  D * $24.00 

A905 

Corporations  Information  Act  : Revised  Stat- 
utes of  Ontario,  1990,  chapter  C.39,  as  amended 
by:  1994,  chapter  17,  ss.  33-43;  1994,  chap- 
ter 27,  s.  79,  and  the  following  regulation  (as 
amended):  General  (R.R.O.  1990,  Reg.  182)  = 
Loi  sur  les  renseignements  exigés  des  person- 
nes morales  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  C.39,  tel  qu’il  est  modifié  par:  les 
art.  33  à 43  du  chap.  17  de  1994;  l’art.  79  du 
chap.  27  de  1994,  et  le  règlement  suivant  (tel 
qu’il  est  modifié):  Dispositions  générales 

(R.R.O.  1990,  Régi.  182).  Apr.  1995.  9,  [4]  p. 
Cover  title.  Office  consolidation. 

ISBN  0-7778-3374-3 

Pub.  Ont.  110792  D * $2.00 

A906 

Corporations  Tax  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  C.40,  as  amended  by: 
1992,  chapter  3;  1994,  chapter  14,  and  the  follow- 
ing regulation  (as  amended):  General  (R.R.O. 
1990,  Reg.  183)  = Loi  sur  l’imposition  des  corpo- 
rations : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  C.40,  tel  qu’il  est  modifié  par:  le  chap.  3 
de  1992;  le  chap.  14  de  1994,  et  le  règlement 
suivant  (tel  qu’il  est  modifié):  General  (R.R.O. 
1990,  Reg.  183).  Jan.  1995.  185,  [29]  p.  : forms. 
Cover  title.  Office  consolidation.  Regulation  in 
English  only. 

ISBN  0-7778-2937-1 

Pub.  Ont.  110771  D * $18.00 

A907 

[Courts  of  Justice  Act]  : Rules  of  the  Small 


Claims  Court  under  the  Courts  of  Justice  Act  : 
Regulation  201  of  the  Revised  Regulations  of 
Ontario,  1990  (as  amended)  = [Loi  sur  les  tri- 
bunaux judiciaires]  : Règles  de  la  Cour  des  ! 
petites  créances  pris  en  application  de  la  Loi  sur 
les  tribunaux  judiciaires  : Règlement  201  des 
Règlements  refondus  de  l’Ontario  de  1990  (tel 
qu’il  est  modifié).  May  1995.  21  p.  : forms.  Cover 
title.  Office  consolidation.  Text  in  English  only. 
ISBN  0-7778-3306-9 

Pub.  Ont.  110551  * $3.00 

A908 

[Courts  of  Justice  Act]  : Rules  of  the  Ontario  1 
Court  (Provincial  Division)  in  Family  Law  Proce-  j 
edings  under  the  Courts  of  Justice  Act  : Regula- 
tion 199  of  the  Revised  Regulations  of  Ontario,  j 
1990  (as  amended)  = [Loi  sur  les  tribunaux  judi-  I 
ciaires]  : Règles  de  la  Cour  de  l’Ontario  (Division  J 
provinciale)  en  matière  de  droit  de  la  famille  pris  1 
en  application  de  la  Loi  sur  les  tribunaux  judici-  I 
aires  : Règlement  199  des  Règlements  refondus  j 
de  1990  (tel  qu’il  est  modifié).  May  1995. 169  p.  : 1 
forms.  Cover  title.  Office  consolidation. 

ISBN  0-7778-3305-0 

Pub.  Ont.  110554  D * $17.20  I 

A909 

[Courts  of  Justice  Act]  : Family  Court  Rules  | 
under  the  Courts  of  Justice  Act  : Regulation  202  1 
of  the  Revised  Regulations  of  Ontario,  1990  (as  i 
amended)  = [Loi  sur  les  tribunaux  judiciaires]  : I 
Règles  de  la  Cour  de  la  famille  pris  en  applica-  I 
tion  de  la  Loi  sur  les  tribunaux  judiciaires  : Règle-  I 
ment  202  des  Règlements  refondus  de  l’Ontario  1 
de  1990  (tel  qu’il  est  modifié).  June  1995. 127  p.  : . 
forms.  Cover  title.  Office  consolidation. 

ISBN  0-7778-3307-7 

Pub.  Ont.  110553  D * $14.70 

A910 

Courts  of  Justice  Act  : Revised  Statutes  of  I 
Ontario,  1990,  chapter  C.43,  as  amended  by  | 
1991,  chapter  46;  1993,  chapter  27,  sched.;  O. 
Reg.  922/93;  1994,  chapter  12,  ss.  1-48;  1994, 
chapter  27,  s.  43  = Loi  sur  les  tribunaux  judici-  I 
aires  : Lois  refondues  de  l’Ontario  de  1990,  ! 
chapitre  C.43  ...  . Aug.  1995.  105  p.  Cover  title.  I 
Office  consolidation. 

ISBN  0-7778-4519-9 

Pub.  Ont.  110055  D * $13.00 

A911 

[Credit  Unions  and  Caisses  Populaires  Act, 
1994]  : Ontario  Regulation  76/95  made  under 
the  Credit  Unions  and  Caisses  Populaires  Act,  I 
1 994  = [Loi  de  1 994  sur  les  caisses  populaires  et 
les  credit  unions]  : Règlement  de  l’Ontario  76/95 
pris  en  application  de  la  Loi  de  1994  sur  les  i 
caisses  populaires  et  les  credit  unions.  [1995].  p. 
282-343  : forms.  Caption  title.  Running  title:  The  , 
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Ontario  gazette  = La  gazette  de  l’Ontario.  Pages 
also  numbered  766-827.  With:  Ontario  Regula- 
tion 77/95-Ontario  Regulation  79/95. 

Pub.  Ont.  110879  Out-of-print 

A912 

Credit  Unions  and  Caisses  Populaires  Act, 
1994  : Statutes  of  Ontario,  1994,  chapter  11,  and 
the  following  regulations  (as  amended):  Credit 
Unions  (O.  Reg.  76/95)  ; Deposit  Insurance  Cor- 
poration of  Ontario  (O.  Reg.  78/95)  ; Leagues 
(O.  Reg.  77/95)  ; Stabilization  Funds 

Established  under  a Predecessor  Act  (O.  Reg. 
79/95)  = Loi  de  1994  sur  les  caisses  populaires 
et  les  credit  unions  : Lois  de  l’Ontario  de  1994, 
chapitre  11  ...  . Sept.  1995.  149,  [62]  p.  : forms. 
Cover  title.  Office  consolidation. 

ISBN  0-7778-4446-X 

Pub.  Ont.  110056  D * $25.50 

A913 

Crown  Forest  Sustainability  Act,  1994  : Stat- 
utes of  Ontario,  1994,  chapter  25,  and  the  follow- 
ing regulation  (as  amended):  General  (O.  Reg. 
167/95)  = Loi  de  1994  sur  la  durabilité  des  forêts 
de  la  Couronne  : Lois  de  l’Ontario  de  1994,  chap- 
itre 25,  et  le  règlement  suivant  (tel  qu’il  est  modi- 
fié): General  (O.  Reg.  167/95).  Aug.  1995.  35, 
[6]  p.  Cover  title.  Office  consolidation.  Regula- 
tion in  English  only. 

ISBN  0-7778-4537-7 

Pub.  Ont.  110910  D * $5.50 

A914 

Dangerous  Goods  Transportation  Act  : 

Revised  Statutes  of  Ontario,  1990,  chapter  D.1, 
and  the  following  regulation  (as  amended):  Gen- 
eral (R.R.O.  1990,  Reg.  261)  = Loi  sur  le  trans- 
port de  matières  dangereuses  : Lois  refondues 
de  l’Ontario  de  1990,  chapitre  D.1,  et  le  règle- 
ment suivant  (tel  qu’il  est  modifié):  General 
(R.R.O.  1990,  Reg.  261).  July  1995.  8,  [1]  p. 
Cover  title.  Office  consolidation.  Regulation  in 
English  only. 

ISBN  0-7778-4538-5 

Pub.  Ont.  110727  D*$1.50 

A915 

Day  Nurseries  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  D.2,  and  the  following 
regulation  (as  amended):  General  (R.R.O.  1990, 
Reg.  262)  = Loi  sur  les  garderies  : Lois  refon- 
dues de  l’Ontario  de  1990,  chapitre  D.2,  et  le 
règlement  suivant  (tel  qu’il  est  modifié):  Disposi- 
tions générales  (R.R.O.  1990,  Régi.  262).  Jan. 
1995.  18,  [51]  p.  : forms.  Cover  title.  Office  con- 
solidation. 

ISBN  0-7778-3203-8 

Pub.  Ont.  110017  D * $9.00 


A916 

Development  Corporations  Act  : Revised 
Statutes  of  Ontario,  1990,  chapter  D.10,  and  the 
following  regulations  (as  amended):  Approval  of 
Loans  and  Guarantees  (O.  Reg.  77/91)  ; Innova- 
tion Ontario  Corporation  (R.R.O.  1990,  Reg. 
269)  ; Ontario  Aerospace  Corporation  (O.  Reg. 
111/92)  ; The  Ontario  Film  Development  Corpo- 
ration (R.R.O.  1990,  Reg.  270)  ; Ontario  Interna- 
tional Trade  Corporation  (O.  Reg.  512/94)  = Loi 
sur  les  sociétés  de  développement  : Lois  refon- 
dues de  l’Ontario  de  1990,  chapitre  D.10  ... . Feb. 
1995.  11,  [8]  p.  Cover  title.  Office  consolidation. 
Regulations  in  English  only. 

ISBN  0-7778-3077-9 

Pub.  Ont.  110644  D * $3.00 

A917 

Drainage  Act  : Revised  Statutes  of  Ontario, 
1990,  chapter  D.17,  as  amended  by:  1992, 
chapter  32,  s.  8 = Loi  sur  le  drainage  : Lois  refon- 
dues de  l’Ontario  de  1990,  chapitre  D.17,  tel  qu’il 
est  modifié  par:  l’art.  8 du  chap.  32  de  1992.  Apr. 
1995.  55  p.  Cover  title.  Office  consolidation. 
ISBN  0-7778-3073-6 

Pub.  Ont.  110509  D * $7.50 

A918 

Edible  Oil  Products  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  E.1,  as  amended  by: 

1994,  chapter  27,  s.  17,  and  the  following  regula- 
tion (as  amended):  General  (R.R.O.  1990,  Reg. 
282)  = Loi  sur  les  produits  oléagineux  comesti- 
bles : Lois  refondues  de  l’Ontario  de  1990,  chap- 
itre E.1,  tel  qu’il  est  modifié  par:  l’art.  17  du  chap. 
27  de  1994,  et  le  règlement  suivant  (tel  qu’il  est 
modifié):  General  (R.R.O.  1990,  Reg.  282).  Mar. 

1995.  7,  [2]  p.  Cover  title.  Office  consolidation. 
Regulation  in  English  only. 

ISBN  0-7778-3294-1 

Pub.  Ont.  110510  D * $1.50 

A919 

[Education  Act]  : Trustee  Distribution  Regula- 
tion under  the  Education  Act  : Regulation  313  of 
the  Revised  Regulations  of  Ontario,  1990  (as 
amended)  = [Loi  sur  l’éducation]  : Règlement  sur 
la  répartition  des  conseillers  scolaires  pris  en 
application  de  la  Loi  sur  l’éducation  : Règlement 
313  des  Règlements  refondus  de  l’Ontario  de 
1990  (tel  qu’il  est  modifié).  Apr.  1995.  [2]  p.  Cover 
title. 

ISBN  0-7778-3297-6 

Pub.  Ont.  110619  D*$1.00 

A920 

Employee  Share  Ownership  Plan  Act  : 

Revised  Statutes  of  Ontario,  1990,  chapter  E.10, 
as  amended  by:  1993,  chapter  16,  s.  7,  and  the 
following  regulations  (as  amended):  Forms 
(R.R.O.  1990,  Reg.  317)  ; General  (R.R.O.  1990, 
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Reg.  318)  = Loi  sur  le  régime  d’actionnariat  des 
employés  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  E.10  ...  . June  1995.  23,  [1]  p.  : forms. 
Cover  title.  Office  consolidation.  Regulations  in 
English  only. 

ISBN  0-7778-4208-4 

Pub.  Ont.  110898  D * $6.00 

A921 

Employment  Equity  Act,  1993  : Statutes  of 
Ontario,  1993,  chapter  35,  and  the  following  reg- 
ulations (as  amended):  Aboriginal  Workplaces 
(O.  Reg.  386/94)  ; Agricultural  Industry  (O.  Reg. 
388/94)  ; Construction  Industry  (O.  Reg.  387/ 
94)  ; Definitions  (O.  Reg.  389/94)  ; General  (O. 
Reg.  390/94)  = Loi  de  1993  sur  l’équité  en 
matière  d’emploi  : Lois  de  l’Ontario  de  1993, 
chapitre  35  ...  . June  1995.  29,  [19]  p.  : forms. 
Cover  title.  Office  consolidation. 

ISBN  0-7778-4163-0 

Pub.  Ont.  110895  D Out-of-print 

A922 

Employment  Standards  Act  : Revised  Stat- 
utes of  Ontario,  1990,  chapter  E.14,  as  amended 
by:  1991,  chapter  5,  ss.  13-17;  1991,  chapter  16; 
1991,  chapter  43,  s.  2;  1992,  chapter  21,  ss. 
58-61;  1993,  chapter  27,  s.  4 and  sched.;  1993, 
chapter  38,  s.  64;  1994,  chapter  27,  ss.  57, 119, 
and  the  following  regulations  (as  amended)  : 
Agricultural  Industry  Advisory  Committee  (O. 
Reg.  48/91)  ; Benefit  Plans  (R.R.O.  1990,  Reg. 
321)  ; Consolidated  Hearings  (O.  Reg.  591/91)  ; 
Definition  - “By  an  Employer”,  Subsection  58(2) 
(O.  Reg.  168/95)  ; Domestics,  Nannies  and  Sit- 
ters (R.R.O.  1990,  Reg.  322)  ; Employee  Wage 
Protection  Program  (O.  Reg.  590/91)  ; Forms 
(R.R.O.  1990,  Reg.  323)  ; Fruit,  Vegetable  and 
Tobacco  Han/esters  (R.R.O.  1990,  Reg.  324)  ; 
General  (R.R.O.  1990,  Reg.  325)/Dispositions 
générales  (R.R.O.  1990,  Régi.  325)  ; Residential 
Care  Workers  (R.R.O.  1990,  Reg.  326)  ; Termi- 
nation of  Employment  (R.R.O.  1990,  Reg.  327)  = 
Loi  sur  les  normes  d’emploi  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  E.14 ... . Apr.  1995. 71, 
[26]  p.  : forms.  Cover  title.  Office  consolidation. 
Most  regulations  in  English  only. 

ISBN  0-7778-3382-4 

Pub.  Ont.  110003  D Out-of-print 

A923 

Energy  Act  : Revised  Statutes  of  Ontario,  1990, 
chapter  E.16,  as  amended  by:  1993,  chapter  27, 
sched.;  1994,  chapter  27,  s.  81,  and  the  follow- 
ing regulations  (as  amended):  Fuel  Oil  Code 
(R.R.O.  1990,  Reg.  329)  ; Gas  Pipeline  Systems 
(R.R.O.  1990,  Reg.  330)  ; Gas  Utilization  Code 
(R.R.O.  1990,  Reg.  331)  ; Oil  Pipeline  Systems 
(R.R.O.  1990,  Reg.  332)  ; Propane  Storage, 
Handling  and  Utilization  Code  (O.  Reg.  250/94) 


= Loi  sur  les  hydrocarbures  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  E.16 ... . July  1995. 13, 
[27]  p.  Cover  title.  Office  consolidation.  Regula- 
tions in  English  only. 

ISBN  0-7778-4445-1 

Pub.  Ont.  110058  D * $6.00 

A924 

Environmental  Bill  of  Rights,  1993  : Statutes 
of  Ontario,  1993,  chapter  28,  and  the  following 
regulations  (as  amended):  Classification  of 
Prosposals  for  Instruments  (O.  Reg.  681/94)  ; 
General  (O.  Reg.  73/94)  = Charte  des  droits 
environnementaux  de  1993  : Lois  de  l’Ontario  de 

1993,  chapitre  28  ... . June  1995.  49,  [5]  p.  Cover 
title.  Office  consolidation.  Regulations  in  English 
only. 

ISBN  0-7778-4209-2 

Pub.  Ont.  110900  D * $7.50 

A925 

Environmental  Protection  Act  : Revised  Stat- 
utes of  Ontario,  1990,  chapter  E.19,  as  amended 
by:  1992,  chapter  1 , ss.  22-35;  1993,  chapter  27, 
sched.;  1994,  chapter  5;  1994,  chapter  23,  s.  66; 

1994,  chapter  27,  s.  115,  and  the  following  reg- 
ulation (as  amended):  General-Air  Pollution 
(R.R.O.  1990,  Reg.  346)  = Loi  sur  la  protection 
de  l’environnement  : Lois  refondues  de  l’Ontario 
de  1990,  chapitre  E.19  ...  . Mar.  1995.  123, 
[33]  p.  : ill.  Cover  title.  Office  consolidation. 
Regulation  in  English  only. 

ISBN  0-7778-3080-9 

Pub.  Ont.  110008  D * $16.90 

A926 

[Environmental  Protection  Act]  : Refrigerants 
Regulation  under  the  Environmental  Protection 
Act  : Ontario  Regulation  189/94  (as  amended)  = 
Règlement  sur  les  réfrigérants  pris  en  applica- 
tion de  la  Loi  sur  la  protection  de  l’environne- 
ment : Règlement  de  l’Ontario  189/94  (tel  qu’il 
est  modifié).  Sept.  1995.  3 p.  Cover  title.  Office 
consolidation.  Text  in  English  only. 

ISBN  0-7778-4626-8 

Pub.  Ont.  110865  D*$1.00 

A927 

Estates  Administration  Act  : Revised  Statutes 
of  Ontario,  1990,  chapter  E.22,  as  amended  by: 
1992,  chapter  32,  s.  10;  1994,  chapter  27, 
s.  43(2)  = Loi  sur  l’administration  des  succes- 
sions : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  E.22  ... . Aug.  1995. 15  p.  : forms.  Cover 
title.  Office  consolidation. 

ISBN  0-7778-4448-6 

Pub.  Ont.  110558  D * $2.50 

A928 

Family  Benefits  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  F.2,  as  amended  by: 
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1993,  chapter  27,  sched.  and  the  following  reg- 
ulation (as  amended):  General  (R.R.O.  1990, 
Reg.  366)  = Loi  sur  les  prestations  familiales  : 
Lois  refondues  de  l’Ontario  de  1990,  chapitre 
F.2,  tel  qu’il  est  modifié  par:  l’annexe  du  chap.  27 
de  1993,  et  le  règlement  suivant  (tel  qu’il  est 
modifié):  General  (R.R.O.  1990,  Reg.  366).  Apr. 
1995.  11,  [38]  p.  : forms.  Cover  title.  Office  con- 
solidation. Regulation  in  English  only. 

ISBN  0-7778-3378-6 

Pub.  Ont.  110060  D * $6.50 

A929 

Fire  Marshals  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  F.17,  as  amended  by: 
1991,  chapter  45;  1993,  chapter  27,  sched.,  and 
the  following  regulations  (as  amended):  Fire 
Code  (R.R.O.  1990,  Reg.  454)  ; General  (R.R.O. 
1990,  Reg.  455)  = Loi  sur  les  commissaires  des 
incendies  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  F.17,  tel  qu’il  est  modifié  par:  le  chap.  45 
de  1991;  l’annexe  du  chap.  27  de  1993,  et  les 
règlements  suivants  (tels  qu’ils  sont  modifiés): 
Fire  Code  (R.R.O.  1990,  Reg.  454)  ; General 
(R.R.O.  1990,  Reg.  455).  Nov.  1994.  25,  [75]  p. 
Cover  title.  Office  consolidation.  Regulations  in 
English  only. 

ISBN  0-7778-3071 -X 

Pub.  Ont.  110077  D*  $12.60 

A930 

Forest  Fires  Prevention  Act  : Revised  Statutes 
of  Ontario,  1990,  chapter  F.24,  and  the  following 
regulation  (as  amended):  General  (R.R.O.  1990, 
Reg.  457)  = Loi  sur  la  prévention  des  incendies 
de  forêt  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  F.24,  et  le  règlement  suivant  (tel  qu’il  est 
modifié):  General  (R.R.O.  1990,  Reg.  457).  June 
1995.  9,  [12]  p.  Cover  title.  Office  consolidation. 
Regulation  in  English  only. 

ISBN  0-7778-4164-9 

Pub.  Ont.  110157  D * $3.00 

A931 

Freedom  of  Information  and  Protection  of 
Privacy  Act  : Revised  Statutes  of  Ontario,  1990, 
chapter  F.31,  as  amended  by:  1992,  chapter  14, 
s.  1;  1992,  chapter  32,  s.  13;  1993,  chapter  38, 
s.  65;  1994,  chapter  11,  s.  388;  1994,  chapter  12, 
s.  49,  and  the  following  regulations  (as 
amended):  Disposal  of  Personal  Information 
(R.R.O.  1990,  Reg.  459)  ; General  (R.R.O.  1990, 
Reg.  460)  = Loi  sur  l’accès  à l’information  et  la 
protection  de  la  vie  privée  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  F.31  ....  Apr.  1995. 42, 
[24]  p.  : forms.  Cover  title.  Office  consolidation. 
Some  regulations  in  English  only. 

ISBN  0-7778-3633-5 

Pub.  Ont.  110023  D * $9.00 


A932 

French  Language  Services  Act  : Revised  Stat- 
utes of  Ontario,  1990,  chapter  F.32,  as  amended 
by:  1993,  chapter  27,  sched.,  and  the  following 
regulations  (as  amended):  Designation  of  Addi- 
tional Areas  (O.  Reg.  407/94)  ; Designation  of 
Public  Service  Agencies  (O.  Reg.  398/93)  ; 
Exemptions  (O.  Reg.  671/92)  = Loi  sur  les  ser- 
vices en  français  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  F.32  ... . July  1995. 7,  [10]  p.  Cover 
title.  Office  consolidation. 

ISBN  0-7778-4489-3 

Pub.  Ont.  110027  D * $3.00 

A933 

Game  and  Fish  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  G.1,  as  amended  by: 

1993,  chapter  27,  sched.;  1993,  chapter  31 , s.  3; 

1994,  chapter  17,  ss.  65,  66;  1994,  chapter  27, 
s.  129  = Loi  sur  la  chasse  et  la  pêche  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  G.1  ... . 
June  1995. 37  p.  Cover  title.  Office  consolidation. 
ISBN  0-7778-4210-6 

Pub.  Ont.  110159  D * $5.00 

A934 

Gaming  Control  Act,  1992  : Statutes  of  Ontario, 
1992,  chapter  24,  as  amended  by:  1993, 
chapter  25,  ss.  25-43,  and  the  following  regula- 
tions (as  amended):  General  (O.  Reg.  70/94)  ; 
Registration  of  Suppliers  and  Gaming  Assistants 
- Games  of  Chance  Held  in  Casinos  (O.  Reg.  69/ 
94)  ; Registration  of  Suppliers  and  Gaming  Assi- 
stants - Games  of  Chance  Not  Held  in  Casinos 
(O.  Reg.  68/94)  = Loi  de  1992  sur  la  réglementa- 
tion des  jeux  : Lois  de  l’Ontario  de  1992,  chapitre 
24  ...  . Jan.  1995.  28,  [21]  p.  Cover  title.  Office 
consolidation.  Some  regulations  in  English  only. 
ISBN  0-7778-3364-6 

Pub.  Ont.  110878  D * $6.50 

A935 

Healing  Arts  Radiation  Protection  Act  : 

Revised  Statutes  of  Ontario,  1990,  chapter  H.2, 
as  amended  by:  1992,  chapter  32,  s.  14,  and  the 
following  regulations  (as  amended):  Hospitals 
Prescribed  for  the  Installation  and  Operation  of 
Computerized  Axial  Tomography  Scanners 
(R.R.O.  1990,  Reg.  542)  ; X-Ray  Safety  Code 
(R.R.O.  1990,  Reg.  543)  = Loi  sur  la  protection 
contre  les  rayons  X : Lois  refondues  de  l’Ontario 
de  1990,  chapitre  H.2  ...  . Apr.  1995.  17,  [11]  p. 
Cover  title.  Office  consolidation.  Regulations  in 
English  only. 

ISBN  0-7778-3376-X 

Pub.  Ont.  110660  D * $4.00 

A936 

Hèalth  Insurance  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  H.6,  as  amended  by: 
1992,  chapter  32,  s.  15;  1993,  chapter  2,  s.  12; 
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1993,  chapter  10,  s.  53;  1993,  chapter  32,  s.  2; 

1994,  chapter  17,  ss.  68-74,  and  the  following 
regulations  (as  amended):  Eligible  Physicians 
(O.  Reg.  883/93)  ; General  (R.R.O.  1990,  Reg. 
552)  ; Mandatory  and  Voluntary  Reporting  (O. 
Reg.  590/94)  ; Number  of  Members  on  Commit- 
tees (O.  Reg.  222/94)  ; Special  Payments  for 
Physiotherapy  Services  (O.  Reg.  755/91)  ; Spe- 
cial Payments  to  Physicians  (O.  Reg.  278/91)  = 
Loi  sur  l’assurance-santé  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  H. 6 ...  . June  1995. 
38,  [61]  p.  : 1 form.  Cover  title.  Office  consolida- 
tion. Regulations  in  English  only. 

ISBN  0-7778-3078-7 

Pub.  Ont.  110062  D * $13.00 

A937 

[Health  Protection  and  Promotion  Act]  : Capi- 
tal Assistance  Grants  for  Boards  of  Health  Reg- 
ulation under  the  Health  Protection  and  Promo- 
tion Act  : Regulation  555  of  the  Revised 
Regulations  of  Ontario,  1990  (as  amended)  = 
[Loi  sur  la  protection  et  la  promotion  de  la  santé]  : 
Règlement  sur  les  subventions  d’immobilisation 
aux  conseils  de  santé  : pris  en  application  de  la 
Loi  sur  la  protection  et  la  promotion  de  la  santé  : 
Règlement  555  des  Règlements  refondus  de 
l’Ontario  de  1990  (tel  qu’il  est  modifié).  May 

1995,  2 p.  Cover  title.  Office  consolidation. 

ISBN  0-7778-3302-6 

Pub.  Ont.  110892  D * $ .50 

A938 

[Health  Protection  and  Promotion  Act]  : War- 
rant Regulation  under  the  Health  Protection  and 
Promotion  Act  : Regulation  572  of  the  Revised 
Regulations  of  Ontario,  1990  (as  amended)  = 
[Loi  sur  la  protection  et  la  promotion  de  la  santé]  : 
Règlement  sur  le  mandat  pris  en  application  de  la 
Loi  sur  la  protection  et  la  promotion  de  la  santé  : 
Règlement  572  des  Règlements  refondus  de 
l’Ontario  de  1990  (tel  qu’il  est  modifié).  May  1995. 
3 p.  : all  forms.  Cover  title.  Office  consolidation. 
ISBN  0-7778-3299-2 

Pub.  Ont.  110663  D*$1.00 

A939 

[Health  Protection  and  Promotion  Act]  : 

School  Health  Services  and  Programs  Regula- 
tion under  the  Health  Protection  and  Promotion 
Act  : Regulation  570  of  the  Revised  Regulations 
of  Ontario,  1990  (as  amended)  = [Loi  sur  la  pro- 
tection et  la  promotion  de  la  santé]  : Règlement 
sur  les  services  et  programmes  de  santé 
scolaire  pris  en  application  de  la  Loi  sur  la  pro- 
tection et  la  promotion  de  la  santé  : Règlement 
570  des  Règlements  refondus  de  l’Ontario  de 
1990  (tel  qu’il  est  modifié).  May  1995.  2 p.  Cover 
title.  Office  consolidation. 

ISBN  0-7778-3298-4 

Pub.  Ont.  110670  D * $1.00 


A940 

[Health  Protection  and  Promotion  Act]  : Rec- 
reational Camps  Regulation  under  the  Health 
Protection  and  Promotion  Act  : Regulation  568 
of  the  Revised  Regulations  of  Ontario,  1990  (as 
amended)  = [Loi  sur  la  protection  et  la  promotion 
de  la  santé]  : Règlement  sur  les  camps  de  loisirs 
pris  en  application  de  la  Loi  sur  la  protection  et  la 
promotion  de  la  santé  : Règlement  568  des 
Règlements  refondus  de  l’Ontario  de  1990  (tel 
qu’il  est  modifié).  May  1995.  10  p.  Cover  title. 
Office  consolidation. 

ISBN  0-7778-3037-X 

Pub.  Ont.  110668  D*$1.50 

A941 

[Health  Protection  and  Promotion  Act]  : 

Clinics  for  Sexually  Transmitted  Diseases  Reg- 
ulation under  the  Health  Protection  and  Promo- 
tion Act  : Regulation  556  of  the  Revised  Regula- 
tions of  Ontario,  1990  (as  amended)  = [Loi  sur  la 
protection  et  la  promotion  de  la  santé]  : Règle- 
ment sur  les  cliniques  pour  les  maladies  sex- 
uellement transmissibles  pris  en  application  de 
la  Loi  sur  la  protection  et  la  promotion  de  la 
santé  : Règlement  556  des  Règlements  refon- 
dus de  l’Ontario  de  1990  (tel  qu’il  est  modifié). 
May  1995.  2 p.  Cover  title.  Office  consolidation. 
ISBN  0-7778-3303-4 

Pub.  Ont.  110667  D*$1.00 

A942 

[Health  Protection  and  Promotion  Act]  : 

Qualifications  of  Boards  of  Health  Staff  Regula- 
tion under  the  Health  Protection  and  Promotion 
Act  : Regulation  566  of  the  Revised  Regulations 
of  Ontario,  1990  (as  amended)  = [Loi  sur  la  pro- 
tection et  la  promotion  de  la  santé]  : Règlement 
sur  les  qualifications  du  personnel  des  conseils 
de  santé  pris  en  application  de  la  Loi  sur  la  pro- 
tection et  la  promotion  de  la  santé  : Règlement 
566  des  Règlements  refondus  de  l’Ontario  de 
1990  (tel  qu’il  est  modifié).  May  1995.  2 p.  Cover 
title.  Office  consolidation. 

ISBN  0-7778-3304-2 

Pub.  Ont.  110664  D*$1.00 

A943 

[Health  Protection  and  Promotion  Act]  : 

Camps  in  Unorganized  Territory  Regulation 
under  the  Health  Protection  and  Promotion  Act  : 
Regulation  554  of  the  Revised  Regulations  of 
Ontario,  1990  (as  amended)  = [Loi  sur  la  protec- 
tion et  la  promotion  de  la  santé]  : Règlement  sur 
les  camps  dans  des  territoires  non  érigés  en 
municipalités  pris  en  application  de  la  Loi  sur  la 
protection  et  la  promotion  de  la  santé  : Règle- 
ment 554  des  Règlements  refondus  de  l’Ontario 
de  1990  (tel  qu’il  est  modifié).  May  1995.  10  p. 
Cover  title.  Office  consolidation. 

ISBN  0-7778-3036-1 
Pub.  Ont.  110665 


D * $1.50 
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A944 

Health  Protection  and  Promotion  Act  : 

Revised  Statutes  of  Ontario,  1990,  chapter  H.7, 
as  amended  by:  1992,  chapter  32,  s.  16;  1994, 
chapter  26,  s.  71  = Loi  sur  la  protection  et  la 
promotion  de  la  santé  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  H.7,  tel  qu’il  est  modi- 
fié par:  l’art.  16  du  chap.  32  de  1992;  l’art.  71  du 
chap.  26  de  1994.  Aug.  1995.  57  p.  Cover  title. 
Office  consolidation. 

ISBN  0-7778-4539-3 

Pub.  Ont.  110034  D * $7.50 

A945 

Historical  Parks  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  H.9,  and  the  following 
regulation  (as  amended):  Historical  Parks- Fees 
(O.  Reg.  257/94)  ; Parks  (R.R.O.  1990,  Reg. 
633)  = Loi  sur  les  parcs  historiques  : Lois  refon- 
dues de  l’Ontario  de  1990,  chapitre  H.9,  et  les 
règlements  suivants  (tels  qu’ils  sont  modifiés): 
Historical  Parks-Fees  (O.  Reg.  257/94)  ; Parks 
(R.R.O.  1990,  Reg.  633).  Jan.  1995.  [7]  p.  Cover 
title.  Office  consolidation.  Regulations  in  English 
only. 

ISBN  0-7778-3076-0 

Pub.  Ont.  110736  D*$1.50 

A946 

Homes  for  the  Aged  and  Rest  Homes  Act  : 

Revised  Statutes  of  Ontario,  1990,  chapter  H.13, 
as  amended  by:  1993,  chapter  2,  ss.  13-22;  1993, 
chapter  27,  sched.;  1994,  chapter  26,  s.  73,  and 
the  following  regulation  (as  amended):  General 
(R.R.O.  1990,  eg.  637)  = Loi  sur  les  foyers  pour 
personnes  âgées  et  les  maisons  de  repos  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  H.13  ... . 
July  1995.  41,  [29]  p.  Cover  title.  Office  consol- 
idation. Regulation  in  English  only. 

ISBN  0-7778-4226-2 

Pub.  Ont.  110163  D * $9.50 

A947 

Human  Rights  Code  : Revised  Statutes  of 
Ontario,  1990,  chapter  H.19,  as  amended  by: 
1993,  chapter  27,  sched.;  1993,  chapter  35, 
s.  56;  1994,  chapter  10,  s.  22;  1994,  chapter  27, 
s.  65,  and  the  following  regulation  (as  amended): 
Search  and  Entry  Warrants  (R.R.O.  1990,  Reg. 
642)  = Code  des  droits  de  la  personne  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  H.19,  tel 
qu’il  est  modifié  par:  l’annexe  du  chap.  27  de 
1993;  l’art.  56  du  chap.  35  de  1993;  l’art.  22  du 
chap.  10  de  1994;  l’art.  65  du  chap.  27  de  1994,  et 
le  règlement  suivant  (tel  qu’il  est  modifié)  : Man- 
dat de  perquisition  et  d’entrée  (R.R.O.  1990, 
Régi.  642).  Apr.  1995.  25,  [3]  p.  : forms.  Cover 
title.  Office  consolidation. 

ISBN  0-7778-3654-8 

Pub.  Ont.  110006  D * $4.00 


A948 

Insurance  Act  : Revised  Statutes  of  Ontario, 
1990,  chapter  1.8,  as  amended  by:  1993, 
chapter  10,  ss.  1-51;  1993,  chapter  27,  sched.; 

1994,  chapter  11,  ss.  336-348,  and  the  regula- 
tions thereunder  (as  amended),  together  with 
extracts  from  Corporations  Act  : R.S.O.  1990, 
chapter  C. 38  respecting  Insurance  Corporations 
= Loi  sur  les  assurances  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  1990,  chapitre  1.8  ... . 
Nov.  1994.  316,  [143]  p.  : ill.,  forms.  Cover  title. 
Office  consolidation! 

ISBN  0-7778-2850-2 

Pub.  Ont.  110036  D * $24.00 

A949 

International  Commercial  Arbitration  Act  : 

Revised  Statutes  of  Ontario,  1990,  chapter  1.9  = 
Loi  sur  l’arbitrage  commercial  international  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  1.9.  May 
1995. 15  p.  Cover  title.  Office  consolidation. 
ISBN  0-7778-4211-4 

Pub.  Ont.  110891  D * $2.50 

A950 

Intervenor  Funding  Project  Act  : Revised  Stat- 
utes of  Ontario,  1990,  chapter  1.13,  as  amended 
by:  1993,  chapter  27,  sched.  = Loi  sur  le  projet 
d’aide  financière  aux  intervenants  : Lois  refon- 
dues de  l’Ontario  de  1990,  chapitre  1.13,  tel  qu’il 
est  modifié  par:  l’annexe  du  chap.  27  de  1993. 
May  1995.  6 p.  Cover  title.  Office  consolidation. 
ISBN  0-7778-4212-2 

Pub.  Ont.  110890  D*$1.00 

A951 

[Laboratory  and  Specimen  Collection  Centre 
Licensing  Act]  : Laboratories  Regulation  under 
the  Laboratory  and  Specimen  Collection  Centre 
Licensing  Act  : Regulation  682  of  the  Revised 
Regulations  of  Ontario,  1990  (as  amended)  = 
[Loi  autorisant  des  laboratoires  médicaux  et  des 
centres  de  prélèvement]  : Règlement  sur  les  lab- 
oratoires pris  en  application  de  la  Loi  autorisant 
des  laboratoires  médicaux  et  des  centres  de  pré- 
lèvement : Règlement  682  des  Règlements  refon- 
dus de  l’Ontario  de  1990  (tel  qu’il  est  modifié).  Apr. 

1995.  7 p.  Cover  title.  Office  consolidation. 

ISBN  0-7778-3301-8 

Pub.  Ont.  110676  D*$1.50 

A952 

[Laboratory  and  Specimen  Collection  Centre 
Licensing  Act]  : Specimen  Collection  Centres 
Regulation  under  the  Laboratory  and  Specimen 
Collection  Centre  Licensing  Act  : Regulation  683 
of  the  Revised  Regulations  of  Ontario,  1990  (as 
amended)  = [Loi  autorisant  des  laboratoires 
médicaux  et  des  centres  de  prélèvement]  : 
Règlement  sur  les  centres  de  prélèvement  pris 
en  application  de  la  Loi  autorisant  des  labora- 
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toires  médicaux  et  des  centres  de  prélèvement  : 
Règlement  683  des  Règlements  refondus  de 
l’Ontario  de  1990  (tel  qu’il  est  modifié).  July  1995. 
3 p.  Cover  title.  Office  consolidation. 

ISBN  0-7778-4449-4 

Pub.  Ont.  110901  D * $1.00 

A953 

Labour  Sponsored  Venture  Capital  Corpora- 
tions Act,  1992  : Statutes  of  Ontario,  1992, 
chapter  18,  as  amended  by:  1994,  chapter  17,  ss. 
76-98, 100, 101,  and  the  following  regulation  (as 
amended)  : Specified  Employee  Ownership  Cor- 
porations (O.  Reg.  591/92)  = Loi  de  1992  sur  les 
corporations  à capital  de  risque  de  travailleurs  : 
Lois  de  l’Ontario  de  1992,  chapitre  18  ...  . June 
1995.  66,  [13]  p.  Cover  title.  Office  consolidation. 
Regulation  in  English  only. 

ISBN  0-7778-4213-0 

Pub.  Ont.  110896  D * $10.50 

A954 

Lakes  and  Rivers  Improvement  Act  : Revised 
Statutes  of  Ontario,  1990,  chapter  L.3,  as 
amended  by:  1994,  chapter  23,  s.  68  = Loi  sur 
l’aménagement  des  lacs  et  des  rivières  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  L.3,  tel 
qu’il  est  modifié  par:  l’art.  68  du  chap.  23  de 
1994.  May  1995.  32  p.  : forms.  Cover  title.  Office 
consolidation. 

ISBN  0-7778-4227-0 

Pub.  Ont.  110164  D * $4.50 

A955 

Land  Registration  Reform  Act  : Revised  Stat- 
utes of  Ontario,  1990,  chapter  L.4,  as  amended 
by:  1992,  chapter  32,  s.  17;  1994,  chapter  27, 
s.  85,  and  the  following  regulations  (as 
amended):  Automated  Recording  and  Property 
Mapping  (O.  Reg.  156/95)  ; Documents/Docu- 
ments (R.R.0. 1990,  Reg./Règl.  688)  = Loi  por- 
tant réforme  de  l’enregistrement  immobilier  : 
Lois  refondues  de  l’Ontario  de  1990,  chapitre 
L.4  ... . June  1995. 17,  [21]  p.  : forms.  Cover  title. 
Office  consolidation.  Some  regulations  in 
English  only. 

ISBN  0-7778-4228-9 

Pub.  Ont.  110602  D * $5.50 

A956 

Liquor  Licence  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  L.19,  as  amended  by: 

1993,  chapter  31,  s.  4;  1993,  chapter  38,  s.  68; 

1994,  chapter  18,  s.  5;  1994,  chapter  27,  s.  88; 
1994,  chapter  37,  ss.  13-18,  and  the  regulations 
thereunder  (as  amended)  = Loi  sur  les  permis 
d’alcool  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  L.19  ... . July  1995. 42,  [26]  p.  Cover  title. 
Office  consolidation.  Regulations  in  English  only. 
ISBN  0-7778-4214-9 

Pub.  Ont.  110014  D * $9.50 


A957 

Mental  Health  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  M.7,  as  amended  by: 

1992,  chapter  32,  s.  20;  1993,  chapter  27, 
sched.;  1994,  chapter  27,  s.  43(2),  and  the  fol-  : 
lowing  regulations  (as  amended):  Application  of 
Act  (R.R.0.  1990,  Reg.  741)  ; Grants  (R.R.O. 
1990,  Reg.  742)  = Loi  sur  la  santé  mentale  : Lois  * 
refondues  de  l’Ontario  de  1990,  chapitre  M.7  ... . 
July  1995.  33,  [17]  p.  : forms.  Cover  title.  Office 
consolidation. 

ISBN  0-7778-4162-2 

Pub.  Ont.  110010  D * $7.00  : 

A958 

Ministry  of  Agriculture  and  Food  Act  : 

Revised  Statutes  of  Ontario,  1990,  chapter  M.16, 
as  amended  by:  1994,  chapter  27,  s.  31  = Loi  sur 
le  ministère  de  l’agriculture  et  de  l’alimentation  : ■ 

Lois  refondues  de  l’Ontario  de  1990,  chapitre  $ 
M.16,  tel  qu’il  est  modifié  par:  l’art.  31  du  chap.  27  I 
de  1994.  Feb.  1995. 10  p.  Cover  title.  Office  con-  \ 
solidation. 

ISBN  0-7778-3085-X 

Pub.  Ont.  110533  D*$1.50  ; 

A959 

Ministry  of  Consumer  and  Commercial  Rela- 
tions Act  : Revised  Statutes  of  Ontario,  1990,  j 
chapter  M.21 , as  amended  by:  1994,  chapter  27,  j 
s.  90  = Loi  sur  le  ministère  de  la  Consommation 
et  du  Commerce  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  M.21 , tel  qu’il  est  modifié  par:  l’art,  j 
90  du  chap.  27  de  1994.  Mar.  1995. 10  p.  Cover  i 
title.  Office  consolidation. 

ISBN  0-7778-3119-8 

Pub.  Ont.  110603  D*$1.50  , 

A960 

Ministry  of  Health  Act  : Revised  Statutes  of  I 
Ontario,  1990,  chapter  M.26,  as  amended  by: 

1993,  chapter  2,  ss.  25,  26;  1994,  chapter  26,  j 
s.  74,  and  the  regulations  thereunder  (as  ] 
amended)  = Loi  sur  le  ministère  de  la  Santé  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  M.26,  tel  ! 
qu’il  est  modifié  par:  les  art.  25  et  26  du  chap.  2 de  ; 
1993;  l’art.  74  du  chap.  26  de  1994,  et  ses  règle-  I 
ments  d’application  (tels  qu’ils  sont  modifiés).  May  j 
1995.  9,  [39]  p.  Cover  title.  Office  consolidation. 

ISBN  0-7778-3088-4 

Pub.  Ont.  110674  D * $8.00  | 

A961 

Ministry  of  Labour  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  M.29,  as  amended  by: 
1993,  chapter  27,  sched.  = Loi  sur  le  ministère  du 
Travail  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  M.29,  tel  qu’il  est  modifié  par:  l’annexe 
du  chap.  27  de  1993.  Jan.  1995.  6 p.  Cover  title. 
Office  consolidation. 

ISBN  0-7778-3086-8 
Pub.  Ont.  110632 


D * $1.00 
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A962 

Ministry  of  Natural  Resources  Act  : Revised 
Statutes  of  Ontario,  1990,  chapter  M.31  = Loi  sur 
le  ministère  des  Richesses  naturelles  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  M.31. 
Jan.  1995.  4 p.  Cover  title.  Office  consolidation. 
ISBN  0-7778-3087-6 

Pub.  Ont.  110651  D*$1.00 

A963 

Mortgages  Act  : Revised  Statutes  of  Ontario, 
1990,  chapter  M.40,  as  amended  by:  1991, 
chapter  6;  1993,  chapter  27,  sched.  = Loi  sur  les 
hypothèques  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  M.40,  tel  qu’il  est  modifié  par:  le 
chap.  6 de  1991;  l’annexe  du  chap.  27  de  1993. 
June  1995.  25  p.  : forms.  Office  consolidation. 
ISBN  0-7778-4229-7 

Pub.  Ont.  110066  D * $3.50 

A964 

Motor  Vehicle  Dealers  Act  : Revised  Statutes 
of  Ontario,  1990,  chapter  M.42,  as  amended  by: 
1994,  chapter  27,  s.  92,  and  the  following  regula- 
tion (as  amended):  General  (R.R.0. 1990,  Reg. 
801)  = Loi  sur  les  commerçants  de  véhicules 
automobiles  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  M.42  ...  . June  1995.  14,  [23]  p.  : 
forms.  Cover  title.  Office  consolidation. 

ISBN  0-7778-3599-1 

Pub.  Ont.  110039  D * $5.00 

A965 

Motorized  Snow  Vehicles  Act  : Revised  Stat- 
utes of  Ontario,  1990,  chapter  M.44,  and  the  fol- 
lowing regulations  (as  amended):  Designations 
(R.R.0. 1990,  Reg.  803)  ; General  (R.R.0. 1990, 
Reg.  804)  ; Motorized  Snow  Vehicle  Operators’ 
Licences  (R.R.O.  1990,  Reg.  805)  = Loi  sur  les 
motoneiges  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  M.44  ...  . Oct.  1995.  13,  [7]  p. 
Cover  title.  Office  consolidation.  Regulations  in 
English  only. 

ISBN  0-7778-4753-1 

Pub.  Ont.  110040  D * $3.50 

A966 

Municipal  Act  : Revised  Statutes  of  Ontario, 
1990,  chapter  M.45,  as  amended  by:  1991, 
chapter  11,  s.  5;  1991,  chapter  15,  ss.  1-6;  1991, 
chapter  54,  s.  9;  1992,  chapter  15,  ss.  1-19;  1992, 
chapter  17,  s.  5;  1992,  chapter  23,  s.  40;  1992, 
chapter  32,  s.  22;  1993,  chapter  11,  ss.  44,  45; 
1993,  chapter  20,  ss.  1-4;  1993,  chapter  23,  s.  68; 

1993,  chapter  26,  ss.  46-48;  1993,  chapter  27, 
sched.;  1994,  chapter  2,  ss.  50,  51;  1994, 
chapter  7;  1994,  chapter  10,  s.  21;  1994, 
chapter  17,  s.  49;  1994,  chapter  23,  ss.  51-58; 

1994,  chapter  25,  s.  82;  1994,  chapter  27,  ss. 
109, 123;  1994,  chapter  37,  ss.  1-5  = Loi  sur  les 
municipalités  : Lois  refondues  de  l’Ontario  de 


1990,  chapitre  M.45  ...  . Sept.  1995.  425  p.  : 
forms.  Cover  title.  Office  consolidation. 

ISBN  0-7778-4215-7 

Pub.  Ont.  110028  D * $27.00 

A967 

Municipal  Freedom  of  Information  and  Pro- 
tection of  Privacy  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  M.56,  as  amended  by: 

1992,  chapter  32,  s.  23,  and  the  following  regula- 
tions (as  amended):  General/Dispositions  gén- 
érales (R.R.O.  1990,  Reg./Règl.  823)  ; Institu- 
tions (O.  Reg.  372/91)  = Loi  sur  l’accès  à 
l’information  municipale  et  la  protection  de  la  vie 
privée  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  M.56  ....  July  1995.  33,  [8]  p.  : formules. 
Cover  title.  Office  consolidation.  One  regulation 
in  English  only. 

ISBN  0-7778-4216-5 

Pub.  Ont.  110813  D * $6.00 

A968 

Niagara  Parks  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  N.3  = Loi  sur  les  parcs  du 
Niagara  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  N.3.  Jan.  1995.  10  p.  Cover  title.  Office 
consolidation. 

ISBN  0-7778-3084-1 

Pub.  Ont.  110737  D*$1.50 

A969 

Nursing  Act,  1991  : Statutes  of  Ontario,  1991, 
chapter  32,  and  the  following  regulations  (as 
amended):  Committee  Composition  (O.  Reg. 
653/93)  ; Elections  and  Appointments  (O.  Reg. 
916/93)  ; Fees  (O.  Reg.  768/93)  ; General  (O. 
Reg.  275/94)  ; Professional  Misconduct  (O. 
Reg.  799/93)  = Loi  de  1991  sur  les  infirmières  et 
infirmiers  : Lois  de  l’Ontario  de  1991,  chapitre 
32  ...  . June  1995.  6,  [14]  p.  Cover  title.  Office 
consolidation.  Regulations  in  English  only. 

ISBN  0-7778-4165-7 

Pub.  Ont.  110894  D * $3.50 

A970 

Nursing  Homes  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  N.7,  as  amended  by: 

1993,  chapter  2,  ss.  28-44;  1994,  chapter  26, 
s.  75,  and  the  following  regulation  (as  amended): 
General  (R.R.O.  1990,  Reg.  832)  = Loi  sur  les 
maisons  de  soins  infirmiers  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  N.7  ... . Oct.  1995.  44, 
[36]  p.  : 1 form.  Cover  title.  Office  consolidation. 
Regulation  in  English  only. 

ISBN  0-7778-4540-7 

Pub.  Ont.  110011  D * $9.60 

A971 

[Occupational  Health  and  Safety  Act]  : regula- 
tions made  under  the  Occupational  Health  and 
Safety  Act  : Revised  Regulations  of  Ontario, 
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1990,  chapter  0.1  as  amended  ; Teachers, 
R.R.O.  1990,  Reg.  857  ; University  Academics 
and  Teaching  Assistants,  R.R.O.  1990,  Reg.  858. 
Dec.  1994.  [11]  p.  “This  edition  is  prepared  for 
purposes  of  convenience  only,  and  for  accurate 
reference  recourse  should  be  made  to  the  official 
volumes.”  Published  by  Ministry  of  Labour,  Oper- 
ations Division.  Issued  also  in  French  under  title: 
Loi  sur  la  santé  et  la  sécurité  au  travail. 

ISBN  0-7778-3395-6 

A972 

[Occupational  Health  and  Safety  Act]  : Reg- 
ulation respecting  asbestos  on  construction  pro- 
jects and  in  buildings  and  repair  operations  - 
made  under  the  Occupational  Health  and  Safety 
Act  : Revised  Statutes  of  Ontario,  1990, 
chapter  0.1  as  amended  ; R.R.O.  1990,  Reg. 
838  as  amended  by  O.  Reg.  510/92.  [Pocket 
ed.],  rev.  [1994],  [55]  p.  “This  edition  is  prepared 
for  purposes  of  convenience  only,  and  for  accu- 
rate reference  recourse  should  be  made  to  the 
official  volumes.”  Published  by  Ministry  of 
Labour,  Operations  Division. 

ISBN  0-7778-0936-2 

Pub.  Ont.  110120  D * $2.60 

A973 

[Occupational  Health  and  Safety  Act]  : Reg- 
ulation respecting  isocyanates  - made  under  the 
Occupational  Health  and  Safety  Act  : Revised 
Statutes  of  Ontario,  1990,  chapter  0.1  as 
amended  ; R.R.O.  1990,  Reg.  842  as  amended 
by  O.  Reg.  518/92.  [Pocket  ed.],  rev.  [1994], 
[85]  p.  “This  edition  is  prepared  for  purposes  of 
convencience  only,  and  for  accurate  reference 
recourse  should  be  made  to  the  official  volumes.” 
Published  by  Ministry  of  Labour,  Operations  Divi- 
sion. Issued  also  in  French  under  title:  Règlement 
concernant  les  isocyanates  - pris  en  application 
de  la  Loi  sur  la  santé  et  la  sécurité  au  travail. 
ISBN  0-7778-0940-0 

Pub.  Ont.  110115  D * $4.60 

A974 

[Occupational  Health  and  Safety  Act]  : Regula- 
tion respecting  lead  - made  under  the  Occupation- 
al Health  and  Safety  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  0.1  as  amended  ; R.R.O. 
1990,  Reg.  843  as  amended  by  O.  Reg.  519/92. 
[Pocket  ed.],  rev.  [1994].  [82]  p.  “This  edition  is 
prepared  for  purposes  of  convenience  only,  and 
for  accurate  reference  recourse  should  be  made 
to  the  official  volumes.”  Published  by  Ministry  of 
Labour,  Operations  Division.  Issued  also  in 
French  under  title:  Règlement  concernant  le 
plomb  - pris  en  application  de  la  Loi  sur  la  santé  et 
la  sécurité  au  travail. 

ISBN  0-7778-0941-9 

Pub.  Ont.  110117  D * $3.90 


A975 

[Occupational  Health  and  Safety  Act]  : R.R.O. 
1990,  Regulation  851  made  under  the  Occupa- 
tional Health  and  Safety  Act  : Industrial 
Establishments,  as  amended  by  O.  Reg.  516/92, 
O.  Reg.  630/94,  O.  Reg.  230/95.  May  1995.  55, 
xviii  p.  : forms.  Cover  title:  Regulation  851  : 
Industrial  Establishments.  Published  by  Ministry 
of  Labour,  Operations  Division. 

A976 

Occupational  Health  and  Safety  Act  : RSO 

1990,  c.  0.1,  as  amended  by  S.O.  1992,  c.  14, 
s.  2;  S.O.  1992,  c.  21,  s.  63;  S.O.  1993,  c.  27  sch.; 
S.O.  1994,  c.  24,  s.  35;  and  S.O.  1994,  c.  27, 
s.  120.  May  1995.  70,  [19]  p.  Cover  title:  Occupa- 
tional Health  and  Safety  Act  : Revised  Statutes 
of  Ontario,  1 990,  chapter  0.1 , as  amended.  Pub- 
lished by  Ministry  of  Labour,  Operations  Divi- 
sion. 

A977 

[Occupational  Health  and  Safety  Act]  : 

Ontario  Regulation  629/94  made  under  the 
Occupational  Health  and  Safety  Act  : Diving 
Operations.  Dec.  1994.  93  p.  Cover  title:  O.  Reg. 
629/94  : Diving  Operations.  Published  by  Minis- 
try of  Labour,  Operations  Division. 

A978 

[Occupational  Health  and  Safety  Act]  : 

Ontario  Regulation  213/91  made  under  the 
Occupational  Health  and  Safety  Act  : Con- 
struction Projects  ; Ontario  Regulation  631/94 
made  under  the  Occupational  Health  and  Safety 
Act  amending  O.  Reg.  213/91.  Jan.  1995.  196, 
[34]  p.  : 1 form.  Cover  title:  Ontario  Regulation 
213/91  : Construction  Projects.  Published  by 
Ministry  of  Labour,  Operations  Division. 

A979 

[Occupational  Health  and  Safety  Act]  : Reg- 
ulation respecting  asbestos  on  construction  pro- 
jects and  in  buildings  and  repair  operations  - 
made  under  the  Occupational  Health  and  Safety 
Act  : Revised  Statutes  of  Ontario,  1990, 
chapter  0.1  as  amended  ; R.R.O.  1990,  Reg. 
838  as  amended  by  O.  Reg.  510/92.  Nov.  1994. 
[55]  p.  Cover  title:  Regulation  respecting 
asbestos  on  construction  projects  and  in  build- 
ings and  repair  operations  : R.R.O.  1990,  Reg. 
838  as  amended  by  O.  Reg.  510/92.  Published 
by  Ministry  of  Labour,  Operations  Division. 
Includes  bibliographical  references. 

A980 

[Occupational  Health  and  Safety  Act]  : 

Ontario  Regulation  714/94  made  under  the 
Occupational  Health  and  Safety  Act  : Fire- 
fighters- Protective  Equipment.  Dec.  1994.  [5]  p. 
Cover  title.  “Reprinted  from  the  Ontario  gazette, 
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Saturday,  December  3rd,  1994,  pages  1602-04”. 
Published  by  Ministry  of  Labour,  Operations 
Division. 

A981 

[Occupational  Health  and  Safety  Act]  : Reg- 
ulation respecting  ethylene  oxide-  made  under 
the  Occupational  Health  and  Safety  Act  : 
Revised  Statutes  of  Ontario,  1990,  chapter  0.1 
as  amended  ; R.R.O.  1990,  Reg.  841,  as 
amended  by  O.  Reg.  515/92.  [Pocket  ed.],  rev. 
Dec.  1994.  38,  [8]  p.  : ill.  “This  edition  is  prepared 
for  your  convenience  only.  For  accurate  refer- 
ence, please  see  the  official  volumes.”  Pub- 
lished by  Ministry  of  Labour,  Operations 
Division.  Issued  also  in  French  under  title: 
Règlement  concernant  l’oxyde  d’éthylène,  pris 
en  application  de  la  Loi  sur  la  santé  et  la  sécurité 
au  travail. 

ISBN  0-7778-0939-7 

Pub.  Ont.  110114  Out-of-print 

A982 

Occupational  Health  and  Safety  Act  : Revised 
Statutes  of  Ontario,  1990,  chapter  0.1,  as 
amended.  [Pocket  ed.],  rev.  July  1995.  92,  [29]  p. 
Published  by  Ministry  of  Labour,  Operations 
Division. 

ISBN  0-7778-4383-8 

Pub.  Ont.  110104  D Out-of-print 

A983 

[Occupational  Health  and  Safety  Act]  : Reg- 
ulation respecting  benzene-  made  under  the 
Occupational  Health  and  Safety  Act  : Revised 
Statutes  of  Ontario,  1990,  chapter  0.1  as 
amended  ; R.R.O.  1990,  Reg.  839  as  amended 
by  O.  Reg.  511/92.  [Pocket  ed.],  rev.  [1994],  43, 
[8]  p.  : ill.  “This  edition  is  prepared  for  your  con- 
venience only.  For  accurate  reference,  please 
see  the  official  volumes.”  Published  by  Ministry 
of  Labour,  Operations  Division. 

ISBN  0-7778-0937-0 

Pub.  Ont.  110112  Out-of-print 

A984 

[Occupational  Health  and  Safety  Act]  : Reg- 
ulation respecting  arsenic-  made  under  the 
Occupational  Health  and  Safety  Act  : Revised 
Statutes  of  Ontario,  1990,  chapter  0.1  as 
amended  ; R.R.O.  1990,  Reg.  836,  as  amended 
by  O.  Reg.  508/92.  [Pocket  ed.],  rev.  [1994],  38, 
[8]  p.  “This  edition  is  prepared  for  your  conve- 
nience only.  For  accurate  reference,  please  see 
the  official  volumes.”  Published  by  Ministry  of 
Labour,  Operations  Division.  Issued  also  in 
French  under  title:  Règlement  concernant 
l’arsenic-  pris  en  application  de  la  Loi  sur  la 
santé  et  la  sécurité  au  travail. 

ISBN  0-7778-0934-6 

Pub.  Ont.  110108  Out-of-print 


A985 

[Occupational  Health  and  Safety  Act]  : Reg- 
ulation respecting  asbestos-  made  under  the 
Occupational  Health  and  Safety  Act  : Revised 
Statutes  of  Ontario,  1990,  chapter  0.1  as 
amended  ; R.R.O.  1990,  Reg.  837,  as  amended 
by  O.  Reg.  509/92  and  O.  Reg.  598/94.  [Pocket 
ed.],  rev.  [1995].  46,  [8]  p.  “This  edition  is  pre- 
pared for  your  convenience  only.  For  accurate 
reference,  please  see  the  official  volumes.”  Pub- 
lished by  Ministry  of  Labour,  Operations  Divi- 
sion. Issued  also  in  French  under  title:  Règle- 
ment concernant  l’amiante,  pris  en  application 
de  la  Loi  sur  la  santé  et  la  sécurité  au  travail. 
ISBN  0-7778-0935-4 

Pub.  Ont.  110118  Out-of-print 

A986 

[Occupational  Health  and  Safety  Act]  : Reg- 
ulation respecting  vinyl  chloride-  made  under 
the  Occupational  Health  and  Safety  Act  : Re- 
vised Statutes  of  Ontario,  1990,  chapter  0.1  as 
amended  ; R.R.O.  1990,  Reg.  846,  as  amended 
by  O.  Reg.  522/92.  [Pocket  ed.],  rev.  Dec.  1994. 
45,  [8]  p.  : ill.  “This  edition  is  prepared  for  your 
convenience  only.  For  accurate  reference, 
please  see  the  official  volumes.”  Published  by 
Ministry  of  Labour,  Operations  Division.  Issued 
also  in  French  under  title:  Règlement  concernant 
le  chlorure  de  vinyle,  pris  en  application  de  la  Loi 
sur  la  santé  et  la  sécurité  au  travail. 

ISBN  0-7778-0945-1 

Pub.  Ont.  110116  *$4.00 

A987 

[Occupational  Health  and  Safety  Act]  : Reg- 
ulation respecting  coke  oven  emissions-  made 
under  the  Occupational  Health  and  Safety  Act  : 
Revised  Statutes  of  Ontario,  1990,  chapter  0.1 
as  amended  ; R.R.O.  1990,  Reg.  840,  as 
amended  by  O.  Reg.  512/92.  [Pocket  ed.],  rev. 
Dec.  1994.  43,  [6]  p.  “This  edition  is  prepared  for 
your  convenience  only.  For  accurate  reference, 
please  see  the  official  volumes.”  Published  by 
Ministry  of  Labour,  Operations  Division.  Issued 
also  in  French  under  title:  Règlement  concernant 
les  fumes  de  four  à coke-  pris  en  application  de 
la  Loi  sur  la  santé  et  la  sécurité  au  travail. 

ISBN  0-7778-0938-9 

Pub.  Ont.  110109  Out-of-print 

A988 

[Occupational  Health  and  Safety  Act]  : Reg- 
ulation respecting  roll-over  protective 
structures-  made  under  the  Occupational 
Health  and  Safety  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  0.1  as  amended  ; R.R.O. 
1990,  Reg.  856.  [Pocket  ed.],  rev.  July  1995.  5, 
[6]  p.  “This  edition  is  prepared  for  your  conve- 
nience only.  For  accurate  reference,  please  see 
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the  official  volumes.”  Published  by  Ministry  of 
Labour,  Operations  Division. 

ISBN  0-7778-0931-1 

Pub.  Ont.  110110  *$3.00 

A989 

[Occupational  Health  and  Safety  Act]  : Reg- 
ulation for  Health  Care  and  Residential 
Facilities-  made  under  the  Occupational  Health 
and  Safety  Act  : Revised  Statutes  of  Ontario, 
1990,  chapter  0.1  as  amended  ; O.  Reg.  67/93. 
[Pocket  ed.].  repr.  July  1995.  59,  [20]  p.  : 1 form. 
“This  edition  is  prepared  for  your  convenience 
only.  For  accurate  reference,  please  see  the  offi- 
cial volumes.”  Published  by  Ministry  of  Labour, 
Operations  Division. 

ISBN  0-7778-1147-2 

Pub.  Ont.  110838  * $3.00 

A990 

[Occupational  Health  and  Safety  Act]  : Reg- 
ulation respecting  silica-  made  under  the 
Occupational  Health  and  Safety  Act  : Revised 
Statutes  of  Ontario,  1990,  chapter  0.1  as 
amended  ; R.R.0. 1990,  Reg.  845,  as  amended 
by  O.  Reg.  521/92.  [Pocket  ed.],  rev.  Dec.  1994. 
45,  [8]  p.  “This  edition  is  prepared  for  your  con- 
venience only.  For  accurate  reference,  please 
see  the  official  volumes.”  Published  by  Ministry 
of  Labour,  Operations  Division. 

ISBN  0-7778-0944-3 

Pub.  Ont.  110122  Out-of-print 

A991 

[Occupational  Health  and  Safety  Act]  : Reg- 
ulation respecting  X-ray  Safety-  made  under  the 
Occupational  Health  and  Safety  Act  : Revised 
Statutes  of  Ontario,  1990,  chapter  0.1  as 
amended  ; R.R.O.  1990,  Reg.  861  (including  a 
Technical  Guide  to  the  Regulation).  [Pocket  ed.], 
rev.  July  1995.  81,  [9]  p.  : forms.  “This  edition  is 
prepared  for  your  convenience  only.  For  accu- 
rate reference,  please  see  the  official  volumes.” 
Published  by  Ministry  of  Labour,  Operations 
Division.  Includes  bibliographical  references. 
ISBN  0-7778-0950-8 

Pub.  Ont.  110119  * $4.50 

A992 

Occupational  Health  and  Safety  Act  and  Reg- 
ulation for  Diving  Operations  : Revised  Stat- 
utes of  Ontario,  1990,  chapter  0.1  as  amended  ; 
O.  Reg.  629/94  ; R.R.O.  1990,  Reg.  834.  Aug. 
1995.  92,  [121]  p.  Published  by  Ministry  of 
Labour,  Operations  Division. 

ISBN  0-7778-3396-4 

Pub.  Ont.  110111  *$7.25 

A993 

Occupational  Health  and  Safety  Act  and  Reg- 
ulation for  Window  Cleaning  : Revised  Stat- 


utes of  Ontario,  1990,  chapter  0.1  as  amended  ; 
R.R.O.  1990,  Reg.  859  as  amended  by  O.  Reg. 
523/92  ; R.R.O.  1990,  Reg.  834.  [Pocket  ed.], 
rev.  [1994].  84,  [62]  p.  “This  edition  is  prepared 
for  purposes  of  convenience  only,  and  for  accu- 
rate reference  recourse  should  be  made  to  the  1 
official  volumes.”  Published  by  Ministry  of  jj 
Labour,  Operations  Division.  Issued  also  in 
French  under  title:  Règlement  concernant  le  net- 
toyage des  vitres  pris  en  application  de  la  Loi  sur 
la  santé  et  la  sécurité  au  travail. 

ISBN  0-7778-0949-4 

Pub.  Ont.  110106  D * $4.20 

A994 

Occupational  Health  and  Safety  Act  and  Reg- 
ulations for  Industrial  Establishments  : 

Revised  Statutes  of  Ontario,  1990,  chapter  0.1 
as  amended  ; R.R.O.  1990,  Reg.  851  as 
amended  by  O.  Reg.  516/92,  O.  Reg.  630/94 
and  O.  Reg.  230/95  ; R.R.O.  1990,  Reg.  834.  I 
[Pocket  ed.].  May  1995.  1 v.  (various  pagings)  : 
forms.  “This  edition  is  prepared  for  your  conve- 
nience only.  For  accurate  reference,  please  see  i 
the  official  volumes.”  Published  by  Ministry  of 
Labour,  Operations  Division. 

ISBN  0-7778-4197-5 

Pub.  Ont.  110100  D * $6.00 

A995 

Occupational  Health  and  Safety  Act  and  Reg- 
ulations for  Mines  and  Mining  Plants  : 

Revised  Statutes  of  Ontario,  1990,  chapter  0.1 
as  amended  ; Revised  Regulations  of  Ontario  j 
1990,  Regulation  854,  as  amended  by  O.  Reg.  I 
583/91,  O.  Reg.  584/91,  O.  Reg.  171/92,  O.  Reg. 
384/92,  O.  Reg.  571/92  and  O.  Reg.  60/94  ; H 
Revised  Regulations  of  Ontario  1990,  Reg.  834  ; I 
Revised  Regulations  of  Ontario  1990,  Reg.  856.  I 
Pocket  version.  June  1994.  1 v.  (various  pag-  :| 
ings)  : forms.  Published  by  Ministry  of  Labour,  I 
Operations  Division. 

ISBN  0-7778-0927-3 

Pub.  Ont.  110102  D Out-of-print  I 

A996 

Occupational  Health  and  Safety  Act  and  Reg- 
ulations for  Mines  and  Mining  Plants  : 

Revised  Statutes  of  Ontario,  1990,  chapter  0.1 
as  amended  ; Revised  Regulations  of  Ontario  f 
1990,  Regulation  854,  as  amended  by  O.  Reg. 
583/91,  O.  Reg.  584/91,  O.  Reg.  171/92,  O.  Reg. 
384/92,  O.  Reg.  571/92,  O.  Reg.  60/94  and  O.  $ 
Reg.  779/94  ; Revised  Regulations  of  Ontario 
1990,  Reg.  834  ; Revised  Regulations  of  Ontario 
1990,  Reg.  856.  July  1995.  1 v.  (loose-leaf)  : 
forms.  Published  by  Ministry  of  Labour,  Opera- 
tions Division. 

ISBN  0-7778-3040-X  (corr.) 
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A997 

Occupational  Health  and  Safety  Act  and 
WHMIS  Regulation  : Revised  Statutes  of 
Ontario,  1990,  chapter  0.1  as  amended  ; R.R.O. 
1990,  Reg.  860,  as  amended  by  O.  Reg.  36/93  ; 
R.R.O.  1990,  Reg.  834.  [Pocket  ed.],  rev.  [1995], 
92,  [54]  p.  Published  by  Ministry  of  Labour,  Oper- 
ations Division. 

ISBN  0-7778-4618-7 

Pub.  Ont.  110103  D * $3.50 

A998 

Oleomargarine  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  0.5,  as  amended  by: 
1 994,  chapter  27,  s.  32,  and  the  following  regula- 
tion (as  amended):  General  (R.R.O.  1990,  Reg. 
864)  = Loi  sur  la  margarine  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  0.5,  tel  qu’il  est  modi- 
fié par:  l’art.  32  du  chap.  27  de  1994,  et  le  règle- 
ment suivant  (tel  qu’il  est  modifié):  General 
(R.R.O.  1990,  Reg.  864).  Feb.  1995.  7,  [2]  p. 
Cover  title.  Office  consolidation.  Regulation  in 
English  only. 

ISBN  0-7778-3259-X 

Pub.  Ont.  110884  D*$1.50 

A999 

Ombudsman  Act  : Revised  Statutes  of  Ontario, 
1990,  chapter  0.6,  and  the  following  regulation 
(as  amended):  General  Rules  (R.R.O.  1990, 
Reg.  865)  = Loi  sur  l’ombudsman  : Lois  refon- 
dues de  l’Ontario  de  1990,  chapitre  0.6,  et  le 
règlement  suivant  (tel  qu’il  est  modifié):  General 
Rules  (R.R.O.  1990,  Reg.  865).  Aug.  1995.  11, 
[1]  p.  Cover  title.  Office  consolidation.  Regulation 
in  English  only. 

ISBN  0-7778-4541-5 

Pub.  Ont.  110032  D * $2.00 

Al  000 

Ontario  Casino  Corporation  Act,  1993  : Stat- 
utes of  Ontario,  1993,  chapter  25,  and  the  follow- 
ing regulation  (as  amended):  General  (O.  Reg. 
322/94)  = Loi  de  1993  sur  la  Société  des  casinos 
de  l’Ontario  : Lois  de  l’Ontario  de  1993,  chapitre 
25,  et  le  règlement  suivant  (tel  qu’il  est  modifié): 
General  (O.  Reg.  322/94).  Apr.  1995.  9,  [1]  p. 
Cover  title.  Office  consolidation.  Regulation  in 
English  only. 

ISBN  0-7778-41 69-X 

Pub.  Ont.  110889  D * $2.00 

Al  001 

Ontario  Drug  Benefit  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  0.10,  and  the  following 
regulation  (as  amended):  General  (R.R.O.  1990, 
Reg.  868)  = Loi  sur  le  régime  de  médicaments 
gratuits  de  l’Ontario  : Lois  refondues  de  l’Ontario 
de  1990,  chapitre  0.10,  et  le  règlement  suivant 
(tel  qu’il  est  modifié):  General  (R.R.O.  1990, 


Reg.  868).  Apr.  1995. 11,  [12]  p.  Covertitle.  Office 
consolidation.  Regulation  in  English  only. 

ISBN  0-7778-3381-6 

Pub.  Ont.  110795  D * $3.50 

Al  002 

Ontario  Heritage  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  0.18,  as  amended  by: 
1993,  chapter  27,  sched.  = Loi  sur  le  patrimoine 
de  l’Ontario  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  0.18,  tel  qu’il  est  modifié  par: 
l’annexe  du  chap.  27  de  1993.  May  1995.  37  p. 
Cover  title.  Office  consolidation. 

ISBN  0-7778-3655-6 

Pub.  Ont.  110169  D * $5.00 

Al  003 

Ontario  New  Home  Warranties  Plan  Act  : 

Revised  Statutes  of  Ontario,  1990,  chapter  0.31, 
as  amended  by:  1994,  chapter  27,  s.  94,  and  the 
following  regulations  (as  amended):  Administra- 
tion of  the  Plan  (R.R.O.  1990,  Reg.  892)  ; Desig- 
nation of  Corporation  (R.R.O.  1990,  Reg.  893)  ; 
Terms  and  Conditions  of  Registration  of  Builders 
and  Vendors  (R.R.O.  1990,  Reg.  894)  = Loi  sur  le 
régime  de  garanties  des  logements  neufs  de 
l’Ontario  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  0.31  ...  . Sept.  1995. 12,  [19]  p.  : 1 form. 
Cover  title.  Office  consolidation. 

ISBN  0-7778-4627-6 

Pub.  Ont.  110170  D * $4.00 

Al  004 

Ontario  Planning  and  Development  Act, 
1994  : Statutes  of  Ontario,  1994,  chapter  23, 
schedule  A = Loi  de  1994  sur  la  planification  et 
l’aménagement  du  territoire  de  l’Ontario  : Lois  de 
l’Ontario  de  1994,  chapitre  23,  annexe  A.  Mar. 
1995.  11  p.  Covertitle.  Office  consolidation. 
ISBN  0-7778-4032-4 

Pub.  Ont.  110634  D * $2.00 

Al  005 

Pension  Benefits  Act  : Revised  Statutes  of 
Ontario,  1 990,  chapter  P.8,  and  the  following  reg- 
ulation (as  amended):  General  (R.R.O.  1990, 
Reg.  909)  = Loi  sur  les  régimes  de  retraite  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  P.8,  et 
le  règlement  suivant  (tel  qu’il  est  modifié):  Dis- 
positions générales  (R.R.O.  1990,  Régi.  909). 
Jan.  1995.  71,  [97]  p.  : forms.  Cover  title.  Office 
consolidation. 

ISBN  0-7778-2938-X 

Pub.  Ont.  110045  D Out-of-print 

Al  006 

Pension  Benefits  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  P.8,  and  the  following  reg- 
ulation (as  amended):  General  (R.R.O.  1990, 
Reg.  909)  = Loi  sur  les  régimes  de  retraite  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  P.8,  et 
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le  règlement  suivant  (tel  qu’il  est  modifié):  Dis- 
positions générales  (R.R.O.  1990,  Régi.  909). 
Aug.  1995.  70,  [93]  p.  : forms.  Cover  title.  Office 
consolidation. 

ISBN  0-7778-4230-0 

Pub.  Ont.  110045  D * $17.50 

Al  007 

Personal  Property  Security  Act  : Revised 
Statutes  of  Ontario,  1990,  chapter  P.10,  as 
amended  by:  1991,  chapter  44,  s.  7;  1993, 
chapter  13,  s.  2,  and  the  following  regulations  (as 
amended):  Branch  Offices  (R.R.O.  1990,  Reg. 
910)  ; Fees  (R.R.O.  1990,  Reg.  547/94)  ; Gener- 
al (R.R.O.  1990,  Reg.  912)  ; Personal  Property 
Security  Assurance  Fund  (R.R.O.  1990,  Reg. 
913)  = Loi  sur  les  sûretés  mobilières  : Lois  refon- 
dues de  l’Ontario  de  1990,  chapitre  P.10  ... . July 
1995.  67,  [44]  p.  : forms.  Cover  title.  Office  con- 
solidation. 

ISBN  0-7778-4231-9 

Pub.  Ont.  110808  D * $13.50 

Al  008 

Pesticides  Act  : Revised  Statutes  of  Ontario, 
1990,  chapter  P.11,  as  amended  by:  1993, 
chapter  27,  sched.,  and  the  following  regulation 
(as  amended):  General  (R.R.O.  1990,  Reg.  914) 
= Loi  sur  les  pesticides  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  P.11 , tel  qu’il  est  modi- 
fié par:  l’annexe  du  chap.  27  de  1993,  et  le  règle- 
ment suivant  (tel  qu’il  est  modifié):  General 
(R.R.O.  1990,  Reg.  914).  Oct.  1994.  35,  [187]  p.  : 
forms.  Cover  title.  Office  consolidation.  Regula- 
tion in  English  only. 

ISBN  0-7778-2935-5 

Pub.  Ont.  110046  D * $18.00 

A1009 

Planning  Act  : Revised  Statutes  of  Ontario, 

1990,  chapter  P.13,  as  amended  by:  1991, 
chapter  9,  s.  1;  1991,  chapter  15,  ss.  41, 42;  1993, 
chapter  26,  ss.  49-66;  1993,  chapter  27,  sched.; 
1994,  chapter  2,  ss.  40-49;  1994,  chapter  4,  ss. 
14,  15;  1994,  chapter  23,  ss.  3-50  = Loi  sur 
l’aménagement  du  territoire  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  P.13  ...  . Mar.  1995. 
131  p.  Cover  title.  Office  consolidation. 

ISBN  0-7778-3074-4 

Pub.  Ont.  110029  D * $15.00 

Al  010 

Police  Services  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  P.15,  as  amended  by: 

1991,  chapter  12;  1994,  chapter  1,  s.  25,  and  the 
following  regulations  (as  amended):  Arbitration 
(R.R.O.  1990,  Reg.  925)  ; Employment  Equity 
Plans  (O.  Reg.  153/91)  ; Equipment  and  Use  of 
Force  (R.R.O.  1990,  Reg.  926)  ; General- 
Discipline  (R.R.O.  1990,  Reg.  927)  ; Members’ 
Duty  to  Prepare  Informations  (R.R.O.  1990,  Reg. 


928)  ; Municipal  Police  Forces  (R.R.O.  1990, 
Reg.  929)  ; Oaths  and  Affirmations/Serments  et 
affirmations  solennelles  (O.  Reg./Règl.  de  l’Ont. 
144/91)  ; Political  Activities  of  Municipal  Police 
Officers  (O.  Reg.  554/91)  ; Responsibility  of  Pol- 
icing (R.R.O.  1990,  Reg.  930)  = Loi  sur  les  ser- 
vices policiers  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  P.15  ...  . Mar.  1995.  75,  [31]  p.  : 
forms.  Cover  title.  Office  consolidation.  Most 
regulations  in  English  only. 

ISBN  0-7778-3134-1 

Pub.  Ont.  110031  D * $13.20 


A1011 

Powers  of  Attorney  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  P.20,  as  amended  by: 
1992,  chapter  32,  s.  24;  1993,  chapter  27,  sched. 
= Loi  sur  les  procurations  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  P.20,  tel  qu’il  est  mod- 
ifié par:  l’art.  24  du  chap.  32  de  1992;  l’annexe  du 
chap.  27  de  1993.  Apr.  1995.  [1]  p.  Cover  title. 
Office  consolidation. 

ISBN  0-7778-3072-8 

Pub.  Ont.  110577  D*$1.00 

Al  01 2 

Prescription  Drug  Cost  Regulation  Act  : 

Revised  Statutes  of  Ontario,  1990,  chapter  P.23, 
and  the  following  regulations  (as  amended): 
General  (R.R.O.  1990,  Reg.  935)  ; Notice  to 
Patients  (R.R.O.  1990,  Reg.  936)  = Loi  sur  la 
réglementation  des  prix  des  médicaments  déliv- 
rés sur  ordonnance  : Lois  refondues  de  l’Ontario 
de  1990,  chapitre  P.23  ...  . June  1995.  7,  [4]  p. 
Cover  title.  Office  consolidation.  Some  regula- 
tions in  English  only. 

ISBN  0-7778-4232-7 

Pub.  Ont.  110800  D * $2.00 

A1013 

Public  Hospitals  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  P.40,  and  the  following 
regulations  (as  amended):  Capital  Grants  and 
Loans  (O.  Reg.  459/93)  ; Classification  of  Hospi- 
tals (R.R.O.  1990,  Reg.  964)  ; Hospital  Manage- 
ment (R.R.O.  1990,  Reg.  965)  = Loi  sur  les 
hôpitaux  publics  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  P.40  ... . Sept.  1995. 17,  [20]  p.  : 1 
form.  Cover  title.  Office  consolidation.  Regula- 
tions in  English  only. 

ISBN  0-7778-4628-4 

Pub.  Ont.  110012  D * $6.00 


A1014 

Public  Libraries  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  P.44,  as  amended  by: 
1993,  chapter  27,  sched.,  and  the  following  reg- 
ulation (as  amended):  Grants  for  Public  Libraries 
(R.R.O.  1990,  Reg.  976)  = Loi  sur  les  bibliothè- 
ques publiques  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  P. 44,  tel  qu’il  est  modifié  par: 
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l’annexe  du  chap.  27  de  1993,  et  le  règlement 
suivant  (tel  qu’il  est  modifié):  Grants  for  Public 
Libraries  (R. R. O.  1990,  Reg.  976).  June  1995. 
18,  [1]  p.  Cover  title.  Office  consolidation.  Reg- 
ulation in  English  only. 

ISBN  0-7778-4217-3 

Pub.  Ont.  110097  D * $3.00 

Al  01 5 

Public  Service  Act  : Revised  Statutes  of  Ontario, 
1990,  chapter  P.47,  as  amended  by:  1993, 
chapter  19,  s.  1;  1993,  chapter  38,  s.  63;  1994, 
chapter  17,  s.  144,  and  the  following  regulations 
(as  amended):  Designated  Agencies  (Definition 
of  “Crown  Employee”)  (O.  Reg.  57/95)  ; General 
(R.R.O.  1990,  Reg.  977)  = Loi  sur  la  fonction 
publique  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  P.  47 ....  June  1995. 36,  [32]  p.  Cover  title. 
Office  consolidation.  Regulations  in  English  only. 
ISBN  0-7778-4161-4 

Pub.  Ont.  110020  D * $9.00 

Al  01 6 

Public  Transportation  and  Highway  Improve- 
ment Act  : Revised  Statutes  of  Ontario,  1990, 
chapter  P.50,  as  amended  by:  1993,  chapter  27, 
sched.;  1994,  chapter  17,  s.  63;  1994,  chapter27, 
s.  139,  and  the  following  regulations  (as 
amended):  Intersections  in  Unorganized  Terri- 
tory (R.R.O.  1990,  Reg.  978)  ; Permits  (R.R.O. 
1990,  Reg.  979)  ; Use  of  Rest,  Service  or  Other 
Areas  (R.R.O.  1990,  Reg.  980)  = Loi  sur 
l’aménagement  des  voies  publiques  et  des 
transports  en  commun  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  P.50  ...  . Aug.  1995. 
74,  [3]  p.  : forms.  Cover  title.  Office  consolida- 
tion. Regulations  in  English  only. 

ISBN  0-7778-4542-3 

Pub.  Ont.  110733  D * $10.50 

A1017 

Real  Estate  and  Business  Brokers  Act  : 

Revised  Statutes  of  Ontario,  1990,  chapter  R.4, 
as  amended  by:  1993,  chapter  27,  sched.;  1994, 
chapter  27,  s.  98,  and  the  following  regulation 
(as  amended):  General  (R.R.O.  1990,  Reg.  986) 
= Loi  sur  le  courtage  commercial  et  immobilier  : 
Lois  refondues  de  l’Ontario  de  1990,  chapitre 
R.4  ...  . Aug.  1995.  23,  [8]  p.  : forms.  Cover  title. 
Office  consolidation.  Regulation  in  English  only. 
ISBN  0-7778-4223-8 

Pub.  Ont.  110026  D * $4.50 

A1018 

Regulations  for  Mines  and  Mining  Plants  : 

Regulation  854,  as  amended  by  O.  Reg.  583/91 , 
O.  Reg.  584/91,  O.  Reg.  171/92,  O.  Reg.  384/92, 
O.  Reg.  571/92,  O.  Reg.  693/92,  O.  Reg.  60/94 
and  O.  Reg.  779/94.  Mar.  1995.  169,  xxvii  p.  : 
forms.  Cover  title:  Regulation  854  : Mines  and 
Mining  Plants.  Published  by  Ministry  of  Labour, 
Operations  Division. 


A1019 

Rental  Housing  Protection  Act  : Revised  Stat- 
utes of  Ontario,  1990,  chapter  R.24,  as  amended 
by:  1994,  chapter  2,  s.  31-39;  1994,  chapter  4, 
ss.  16-24,  and  the  following  regulation  (as 
amended):  General  (O.  Reg.  524/94)  = Loi  sur  la 
protection  des  logements  locatifs  : Lois  refon- 
dues de  l’Ontario  de  1990,  chapitre  R.24  ....  July 
1995.  23,  [15]  p.  : forms.  Cover  title.  Office  con- 
solidation. Regulation  in  English  only. 

ISBN  0-7778-4218-1 

Pub.  Ont.  110188  D * $5.50 

A1020 

Repair  and  Storage  Liens  Act  : Revised  Stat- 
utes of  Ontario,  1990,  chapter  R.25,  and  the  fol- 
lowing regulations  (as  amended):  Fees  (R.R.O. 
1990,  Reg.  1001)  ; Forms  (R.R.O.  1990,  Reg. 
1002)  ; General  (R.R.O.  1990,  Reg.  1003)  = Loi 
sur  le  privilège  des  réparateurs  et  des  entre- 
poseurs : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  R.25  ...  . July  1995.  21,  [40]  p.  : forms. 
Cover  title.  Office  consolidation. 

ISBN  0-7778-421 9-X 

Pub.  Ont.  110605  D * $8.50 

Al  021 

Sale  of  Goods  Act  : Revised  Statutes  of  On- 
tario, 1990,  chapter  S.1,  as  amended  by:  1993, 
chapter  27,  sched.;  1994,  chapter  27,  s.  54  = Loi 
sur  la  vente  d’objets  : Lois  refondues  de  l’Ontario 
de  1990,  chapitre  S.1,  tel  qu’il  est  modifié  par: 
l’annexe  du  chap.  27  de  1993;  l’art.  54  du  chap. 
27  de  1994.  June  1995.  19  p.  Cover  title.  Office 
consolidation. 

ISBN  0-7778-4220-3 

Pub.  Ont.  110583  D * $3.00 

Al  022 

Social  Contract  Act,  1993  : Statutes  of  Ontario, 
1993,  chapter  5,  and  the  regulations  thereunder 
(as  amended)  = Loi  de  1993  sur  le  contrat  social  : 
Lois  de  l’Ontario  de  1993,  chapitre  5,  et  ses 
règlements  d’application  (tels  qu’ils  sont  modi- 
fiés). June  1995.  37,  [28]  p.  Cover  title.  Office 
consolidation. 

ISBN  0-7778-4168-1 

Pub.  Ont.  110897  D * $9.00 

Al  023 

St.  Clair  Parkway  Commission  Act  : Revised 
Statutes  of  Ontario,  1990,  chapter  S.23,  as 
amended  by:  1994,  chapter  27,  s.  106  = Loi  sur  la 
Commission  de  la  promenade  Sainte-Claire  : 
Lois  refondues  de  l’Ontario  de  1990,  chapitre 
S.23,  tel  qu’il  est  modifié  par:  l’art.  106  du  chap. 
27  de  1994.  Feb.  1995.  9 p.  Cover  title.  Office 
consolidation. 

ISBN  0-7778-3083-3 

Pub.  Ont.  110739  D*$1.50 
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Al  024 

St.  Lawrence  Parks  Commission  Act  : Revised 
Statutes  of  Ontario,  1990,  chapter  S.24,  as 
amended  by:  1993,  chapter  16,  s.  5 = Loi  sur  la 
Commission  des  parcs  du  Saint-Laurent  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  S.24,  tel 
qu’il  est  modifié  par:  l’art.  5 du  chap.  16  de  1993. 
Jan.  1995.  9 p.  Cover  title.  Office  consolidation. 
ISBN  0-7778-3075-2 

Pub.  Ont.  110740  D*$1.50 

A1025 

Statutes  of  Ontario  = Lois  de  l’Ontario.  1994 
(35th  Leg.,  3rd  sess.).  2 v.  (xiii,  1376  p.). 

Pub.  Ont.  105909  D * $56.00 

Al  026 

Statutes  of  Ontario  [computer  file]  = Lois  de 
l’Ontario.  Issue  1 (Aug.  1995).  1 computer  laser 
optical  disk  : 4 3/4  in.  Title  from  label.  “Contains 
bilingual  Statutes  of  Ontario  consolidated  to 
October,  1994.”  Includes  reference  card  and 
information  booklet.  System  requirements:  386 
PC  or  higher;  CD-ROM  drive;  7MB  free  hard  disk 
space;  4MB  RAM;  IBM  VGA  compatibility;  MS 
DOS  3.0  or  higher;  MS  Windows  3.0  or  higher. 
Issued  also  in  print  version. 

Pub.  Ont.  300001  D * $675.00 

( + PST)  (up  to  10  users) 
Pub.  Ont.  300001  D*  $1,012.00 

( + PST)  (more  than  10  users) 

A1027 

Statutory  Powers  Procedure  Act  : Revised 
Statutes  of  Ontario,  1990,  chapter  S.22,  as 
amended  by:  1993,  chapter  27,  sched.;  1994, 
chapter  27,  s.  56,  and  the  following  regulation  (as 
amended):  Forms  (O.  Reg.  116/95)  = Loi  sur  l’exer- 
cice des  compétences  légales  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  S.22  ...  . July  1995. 16, 
[4]  p.  : forms.  Cover  title.  Office  consolidation. 
ISBN  0-7778-4447-8 

Pub.  Ont.  110585  D * $3.00 

Al  028 

[Substitute  Decisions  Act,  1992]  : Ontario 
Regulation  26/95  made  under  the  Substitute 
Decisions  Act,  1992  = [Loi  de  1992  sur  la  prise  de 
décisions  au  nom  d’autrui]  : Règlement  de 
l’Ontario  26/95  pris  en  application  de  la  Loi  de 
1992  sur  la  prise  de  décisions  au  nom  d’autrui. 
[1995].  p.  38-136  : forms.  Caption  title.  Running 
title:  The  Ontario  gazette  = La  gazette  de 
l’Ontario.  Pages  also  numbered  276-374.  Con- 
tents: Ontario  Regulation  26/95  made  under  the 
Substitute  Decisions  Act,  1992  - Ontario  Reg- 
ulation 27/95  made  under  the  Public  Trustee  Act 
- Ontario  Regulation  28/95  made  under  the 
Public  Trustee  Act  - Ontario  Regulation  29/95 
made  under  the  Substitute  Decisions  Act,  1992. 
Pub.  Ont.  110886  Out-of-print 


A1029 

Substitute  Decisions  Act,  1992  : Statutes  of 
Ontario,  1992,  chapter  30,  as  amended  by:  1994, 
chapter  27,  ss.  43(2),  62,  and  the  following  reg- 
ulations (as  amended):  Capacity  Assessment 
(O.  Reg.  29/95)  ; General  (O.  Reg.  26/95)  = Loi 
de  1992  sur  la  prise  de  décisions  au  nom 
d’autrui  : Lois  de  l’Ontario  de  1992,  chapitre 
30  ...  . June  1995.  57,  [99]  p.  Cover  title.  Office 
consolidation. 

ISBN  0-7778-4166-5 

Pub.  Ont.  110863  D * $17.00 

Al  030 

Succession  Law  Reform  Act  : Revised  Stat- 
utes of  Ontario,  1990,  chapter  S.26,  as  amended 
by:  1994,  chapter  27,  s.  63,  and  the  following 
regulation  (as  amended):  Preferential  Share  (O. 
Reg.  54/95)  = Loi  portant  réforme  du  droit  des 
successions  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  S.26  ...  . July  1995.  38,  [1]  p.  : 
forms.  Cover  title.  Office  consolidation.  Regula- 
tion in  English  only. 

ISBN  0-7778-4221-1 

Pub.  Ont.  110095  D * $5.50 

A1031 

Technology  Centres  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  T.3,  and  the  following  reg- 
ulation (as  amended)  : Ontario  Centre  for 
Resource  Machinery  Technology  (R.R.O.  1990, 
Reg.  1030)  = Loi  sur  les  centres  de  technologie  : 
Lois  refondues  de  l’Ontario  de  1990,  chapitre 
T.3,  et  le  règlement  suivant  (tel  qu’il  est  modifié): 
Ontario  Centre  for  Resource  Machinery  Tech- 
nology (R.R.O.  1990,  Reg.  1030).  Jan.  1995.  6, 
[1]  p.  Cover  title.  Office  consolidation.  Regulation 
in  English  only. 

ISBN  0-7778-3081-7 

Pub.  Ont.  110645  D*$1.50 


Al  032 

Tobacco  Control  Act,  1994  : Statutes  of  Ontario, 
1994,  chapter  10,  and  the  following  regulation  (as 
amended):  General  (O.  Reg.  613/94)  = Loi  de 
1994  sur  la  réglementation  de  l’usage  du  tabac  : 
Lois  de  l’Ontario  de  1994,  chapitre  10,  et  le  règle- 
ment suivant  (tel  qu’il  est  modifié):  General  (O. 
Reg.  613/94).  Jan.  1995.  15,  [5]  p.  Cover  title. 
Office  consolidation.  Regulation  in  English  only. 
ISBN  0-7778-3657-2 

Pub.  Ont.  110877  D * $3.00 

Al  033 

Tobacco  Control  Act,  1994  : Statutes  of  Ontario, 
1994,  chapter  10,  and  the  following  regulation  (as 
amended):  General  (O.  Reg.  613/94)  = Loi  de 
1994  sur  la  réglementation  de  l’usage  du  tabac  : 
Lois  de  l’Ontario  de  1994,  chapitre  10,  et  le  règle- 
ment suivant  (tel  qu’il  est  modifié):  General  (O. 
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Reg.  613/94).  Sept.  1995.  14,  [5]  p.  Cover  title. 
Office  consolidation.  Regulation  in  English  only. 
ISBN  0-7778-4630-6 

Pub.  Ont.  110877  D * $3.00 

A1034 

Travel  Industry  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  T.19,  as  amended  by: 

1994,  chapter  27,  s.  100,  and  the  following  reg- 
ulation (as  amended):  General  (O.  Reg.  806/93) 
= Loi  sur  les  agences  de  voyages  : Lois  refon- 
dues de  l’Ontario  de  1990,  chapitre  T.19,  tel  qu’il 
est  modifié  par:  l’art.  100  du  chap.  27  de  1994,  et 
le  règlement  suivant  (tel  qu’il  est  modifié):  Gen- 
eral (O.  Reg.  806/93).  Apr.  1995.  17,  [10]  p. 
Cover  title.  Office  consolidation.  Regulation  in 
English  only. 

ISBN  0-7778-3600-9 

Pub.  Ont.  110068  D * $4.00 

Al  035 

Truck  Transportation  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  T.22,  as  amended  by: 
1991 , chapter  50;  1993,  chapter  27,  s.  7,  and  the 
following  regulations  (as  amended):  Conditions 
of  Carriage-Carriers  of  01  41 -Livestock  and  01 
92-Animal  Specialties  (R.R.O.  1990,  Reg. 
1086)-General  Freight  Carriers  (R.R.O.  1990, 
Reg.  1087)-Household  Goods  Carriers  (R.R.O. 
1990,  Reg.  1088)  ; Load  Brokers  (O.  Reg.  556/ 
92)  ; Obligations  of  Licensees  (R.R.O.  1990, 
Reg.  1090)  ; Operating  Licences  (R.R.O.  1990, 
Reg.  1091)  = Loi  sur  le  camionnage  : Lois  refon- 
dues de  l’Ontario  de  1990,  chapitre  T.22  ....  Mar. 

1995.  39,  [15]  p.  Cover  title.  Office  consolidation. 
Regulations  in  English  only. 

ISBN  0-7778-3296-8 

Pub.  Ont.  110885  D * $8.00 

Al  036 

Trustee  Act  : Revised  Statutes  of  Ontario,  1990, 
chapter  T.23,  as  amended  by:  1992,  chapter  32, 
s.27;  1993,  chapter  27,  sched.;  1994,  chapter  27, 
s.  43(2)  = Loi  sur  les  fiduciaires  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  T.23,  tel  qu’il  est  modifié 
par:  l’art.  27  du  chap.  32  de  1992;  l’annexe  du  chap. 
27  de  1993;  le  par.  43(2)  du  chap.  27  de  1994.  Apr. 
1995.  31  p.  Cover  title.  Office  consolidation. 

ISBN  0-7778-3656-4 

Pub.  Ont.  110586  D * $4.50 

Al  037 

Vocational  Rehabilitation  Services  Act  : 

Revised  Statutes  of  Ontario,  1990,  chapter  V.5, 
and  the  following  regulation  (as  amended):  Gen- 
eral (R.R.O.  1990,  Reg.  1095)  = Loi  sur  les  ser- 
vices de  réadaptation  professionnelle  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  V.5  ... . 
July  1995.  6,  [19]  p.  : forms.  Cover  title.  Office 
consolidation.  Regulation  in  English  only. 

ISBN  0-7778-4233-5 
Pub.  Ont.  110612 


AI  038 

Warehouse  Receipts  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  W.3  = Loi  sur  les 
récépissés  d’entrepôt  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  W.3.  May  1995. 10  p. 
Cover  title.  Office  consolidation. 

ISBN  0-7778-3300-X 

Pub.  Ont.  110887  D*$1.50 

Al  039 

Waste  Management  Act,  1992  : Statutes  of 
Ontario,  1992,  chapter  1 = Loi  de  1992  sur  la 
gestion  des  déchets  : Lois  de  l’Ontario  de  1992, 
chapitre  1.  Sept.  1995.  14  p.  Cover  title.  Office 
consolidation. 

ISBN  0-7778-4631-4 

Pub.  Ont.  110911  D * $2.00 

Al  040 

Workers’  Compensation  Act  : Revised  Stat- 
utes of  Ontario,  1990,  chapter  W.11,  as  amended 
by:  1993,  chapter  10,  s.  55;  1993,  chapter  27, 
sched.;  1993,  chapter  38,  s.  71;  1994,  chapter  8, 
s.  37;  1994,  chapter  24,  ss.  1-34;  1994, 
chapter  25,  s.  86;  1994,  chapter  27,  s.  43(2),  and 
the  following  regulations  (as  amended):  First  Aid 
Requirements  (R.R.O.  1990,  Reg.  1101)  ; Gener- 
al (R.R.O.  1990,  Reg.  1102)  ; Pension  Benefits 
for  Board  Members  and  Employees  (O.  Reg. 
753/91)  ; Reinstatement  in  the  Construction 
Industry  (O.  Reg.  259/92)  ; Retirement  Benefits 
(O.Reg.  715/94)  = Loi  sur  les  accidents  du 
travail  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  W.11  ...  . Apr.  1995.  100,  [32]  p.  Cover 
title.  Office  consolidation.  Regulations  in  English 
only. 

ISBN  0-7778-3079-5 

Pub.  Ont.  110005  D * $16.00 
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AI  041 

Alcolici  clandestini  : non  si  tratta  di  un  reato 
senza  vittime.  [1994?].  1 fold,  sheet  : ill.  Co- 
published by  Liquor  Licence  Board  of  Ontario. 

A1042 

Bebidas  alcohôlicas  ih'citas  : un  crimen  que 
cobra  vi'ctimas.  [1994?].  1 fold,  sheet  : ill.  Co- 
published by  Liquor  Licence  Board  of  Ontario. 

A1043 

Bebidas  alcoôlicas  ilegais  : nâo  é urn  crime 
sem  vftima.  [1994?].  1 fold,  sheet  : ill.  Co- 
published by  Liquor  Licence  Board  of  Ontario. 


D * $3.50 
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Al  044 

Elsie  awards  newsletter.  1 sheet  (fold.)  : ill., 
ports.  Cover  title. 

A1045 

Exchange.  Vol.  11,  no.  1 (Jan./Feb.  1995)-  v.  11, 
no.  6 (Nov./Dec.  1995).  ill.  Caption  title.  At  head 
of  title:  LCBO. 

A1046 

Food  & drink.  Spring  1995-Holiday  1995.  ill. 
Quarterly.  Cover  title.  “The  LCBO  magazine  for 
the  responsible  host”.  Issued  also  in  French 
under  title:  A bon  verre,  bonne  table. 

ISSN  1195-5988 

A1047 

Illegal  alcohol  : not  a victimless  crime. 

[1994?].  1 fold,  sheet  : ill.  Co-published  by  Liquor 
Licence  Board  of  Ontario.  Issued  also  in  French 
under  title:  L’alcool  illégal  : ce  n’est  pas  un  crime 
sans  victimes. 

Al  048 

[Illegal  alcohol  : not  a victimless  crime].  [1994?]. 
1 fold,  sheet  : ill.  Co-published  by  Liquor  Licence 
Board  of  Ontario.  Title  and  text  in  Chinese. 

A1049 

[Illegal  alcohol  : not  a victimless  crime]. 

[1994?].  1 fold,  sheet  : ill.  Co-published  by  Liquor 
Licence  Board  of  Ontario.  Title  and  text  in  Greek. 

A1050 

[Illegal  alcohol  : not  a victimless  crime].  [1994?]. 
1 fold,  sheet  : ill.  Co-published  by  Liquor  Licence 
Board  of  Ontario.  Title  and  text  in  Vietnamese. 

A1051 

LCBO  annual  report.  1993/94.  27  p.  : col.  ill.,  1 
port.  Caption  title:  Taking  on  tomorrow.  Cover 
title.  Title  varies.  Report  year  ends  Mar.  31. 
Issued  also  in  French  under  title:  Rapport  annuel 
de  la  RAO. 

A1052 

LCBO  products  & services  = RAO  produits  et 
services.  Winter  1995-Autumn  1995.  2 no.  Cover 
title.  Continued  by:  The  price  book  : a guide  to 
products  and  services  at  the  LCBO  = Liste  de 
prix  : répertoire  des  produits  et  services  à la 
LCBO. 

ISSN  1185-9032 
A1053 

Not  a victimless  crime  : liquor  smuggling  and 
illegal  alcohol  manufacturing  [videorecord- 
ing]. cl 994.  1 videocassette  (17  min.)  : sd.,  col. 
Issued  also  in  French  under  title:  Ce  n’est  pas  un 
crime  sans  victimes  : l’alcool  de  contrebande  et 
de  production  illégale.  “Produced  by  LCBO  Cor- 
porate Communications  in  association  with 
LCBO  Investigative  Services  Unit”. 


LIQUOR  CONTROL  BOARD  OF  ONTARIO 
AI  054 

The  price  book  : a guide  to  products  and  ser- 
vices at  the  LCBO  = Liste  de  prix  : répertoire 
des  produits  et  services  à la  LCBO.  Holiday 
1995.  Cover  title.  Continues:  LCBO  products  & 
services  = RAO  produits  et  services. 

Al  055 

Quarterly  financial  report.  [Quarter  4 (Jan.  1- 
Mar.  31, 1995)].  ill.  Cover  title.  Text  in  English  and 
French  with  French  text  on  verso.  Title  on  verso: 
Rapport  financier  trimestriel.  Errata  inserted. 

A1056 

Quarterly  financial  report.  [Quarter  2 (July  1- 
Sept.  30,  1995)].  ill. 

A1057 

Special  events  at  Bank  Street  LCBO  Store. 

Jan.  1995-Dec.  1995.  Monthly.  Title  varies 
slightly.  Text  in  English  and  French  with  French 
text  on  verso.  Title  on  verso:  Événements  spé- 
ciaux à la  Succursale  vins  et  spiritueux  rue  Bank. 
Continued  by:  Special  events  : LCBO  Bank  Street. 
ISSN  1188-5505 

A1058 

Special  events  at  Crossroads  LCBO  Store. 

Jan.  1995-Dec.  1995.  Monthly.  Title  varies 
slightly.  Continued  by:  Special  events  : LCBO 
Crossroads. 

A1059 

Special  events  at  Downtown  LCBO  Store. 

Jan.  1995-Dec.  1995.  Continued  by:  Special 
events  : LCBO  Downtown. 

ISSN  11 92-361 X 

A1060 

Special  events  at  Queen’s  Quay  LCBO  Store. 

Jan.  1995-Dec.  1995.  Monthly.  Text  in  English 
and  French  with  French  text  on  verso.  Title  on 
verso:  Événements  spéciaux  à la  Succursale 
vins  et  spiritueux  Queen’s  Quay.  Suivi  de:  Spe- 
cial events  : LCBO  Queen’s  Quay. 

ISSN  1192-3601 

Al  061 

Vintages  classics  catalogue  : a selection  of 
the  world’s  finest  wines  & spirits.  Spring/summer 
1995-autumn/winter  1995/96.  ill.  Cover  title. 
Issued  also  in  French  under  title:  Catalogue  vin- 
tages “les  classiques”. 

Al  062 

Vintages  holiday  release.  Nov.  1995.  48  p.  : col. 
ill.,  ports.  Cover  title.  “Circular  no.  187”.  Issued  also 
in  French  under  title:  Vintages  livraison  des  fêtes. 

Al  063 

Welcome  to  LCBO  Manulife.  Dec.  1995. 1 fold, 
sheet  : 1 map.  Issued  also  in  French  under  title: 
Bienvenue  à la  LCBO  de  Manulife. 
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A1064 

Licence  line.  Apr.  1995-Oct.  1995.  2 no.  ill. 
Quarterly.  Caption  title.  “News  from  the  Liquor 
Licence  Board  of  Ontario”. 


MANAGEMENT  BOARD 
OF  CABINET 


A1065 

Directory  of  institutions  : provincial  ministries 
and  agencies,  municipalities  and  local  boards. 
1995.  ii,  220  p.  On  cover:  Freedom  of  information 
and  protection  of  individual  privacy.  Issued  also 
in  French  under  title:  Répertoire  des  institutions  : 
ministères  et  organismes  provinciaux,  munici- 
palités et  conseils  locaux. 

ISSN  0845-096X 

Pub.  Ont.  105449  D * $10.00  ( + PST) 

Al  066 

Guide  to  agencies,  boards  and  commissions 
of  the  government  of  Ontario.  1995.  xi,  528  p.  : 

1 form.  Annual.  Cover  title:  Guide  to  agencies, 
boards  and  commissions  of  the  government  of 
Ontario.  Title  varies.  Issued  also  in  French  under 
title:  Guide  des  organismes,  conseils  et  commis- 
sions du  gouvernement  de  l’Ontario. 

ISSN  1183-7705 

Pub.  Ont.  105617  D * $32.00 
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Al  067 

Access-privacy  bulletin.  Summer  1995.  ill. 
Caption  title.  Issued  also  in  French  under  title: 
L’information-vie  privée  bulletin.  Issued  by  Free- 
dom of  Information  and  Privacy  Branch. 

ISSN  1192-8360  (corr.) 

A1068 

Business  reengineering  reference  guide  / 

compiled  by  Project  Renewal.  Release  2.  May 
1994.  86,  [64]  p.  : ill.  Includes  bibliographical  ref- 
erences. 

A1069 

The  catalyst.  Vol.  2,  issue  18  (Jan.  11 , 1995)-v.  3, 
issue  17  (Dec.  20, 1995).  ill.  Weekly.  Caption  title. 
“Keeping  you  involved  & informed”. 


A1070 

Composting  hits  paydirt.  [1994?].  1 fold, 
sheet  : ill.  Cover  title.  “Green  workplace”. 

A1071 

Conventions  for  electronic  data  interchange 
(EDI).  [1995?].  5 p.  Cover  title.  At  head  of  title: 
Government  of  Ontario  information  & technology 
standards.  “GO-ITS-10.1”. 

A1072 

Customer  index  files  (CIFs)  implementation 
information.  [1995?].  20  p.  : ill.  Cover  title.  At 
head  of  title:  Government  of  Ontario  information 
& technology  standards.  “GO-ITS-70.1”. 

A1073 

Description  of  Ontario  information  & tech- 
nology standards.  [1995?].  4 p.  Cover  title.  At 
head  of  title:  Government  of  Ontario  information 

6 technology  standards.  “GO-ITS-0.0”. 

A1074 

Electronic  data  interchange  (EDI).  [1995?]. 

7 p.  Cover  title.  At  head  of  title:  Government  of 
Ontario  information  & technology  standards. 
“GO-ITS-10.0”. 

A1075 

Electronic  data  interchange  (EDI)  routing. 

[1995?].  7 p.  : ill.  Cover  title.  At  head  of  title: 
Government  of  Ontario  information  & technology 
standards.  “GO-ITS-10.2”. 

A1076 

Expenditure  estimates  of  the  Province  of  On- 
tario for  the  fiscal  year  ending  March  31  ... 
volume  1. 1995/96.  vij,  312  p.  Running  title:  Esti- 
mates. Title  varies  slightly.  Previously  issued  by 
Ministry  of  Finance.  Chiefly  tables.  Issued  also  in 
French  under  title:  Budget  des  dépenses  de  la 
province  de  l’Ontario  pour  l’année  financière  se 
terminant  le  31  mars  ...  : volume  1. 

ISSN  0837-4740 

Pub.  Ont.  005696  D * Free 

Microfiche  5689-95  * t $4.00  ( + PST) 

Al  077 

Fastfacts.  Jan.  5, 1995-Nov.  9, 1995.  9 no.  “Time- 
ly information  on  the  redeployment  program”. 

Al  078 

Get  a grip  on  greening  : how  the  Ontario  pub- 
lic service  handles  its  greening.  [1994?].  vi, 
104  p.  : 1 form.  Cover  title.  At  head  of  title:  Green 
workplace.  Issued  also  in  French  under  title:  À 
l’heure  du  vert  : une  culture  de  l’environnement 
dans  la  fonction  publique  de  l’Ontario. 

Al  079 

Green  transportation.  [1994?].  [2]  p.  on  1 sheet. 
At  head  of  title:  Green  workplace.  Issued  also  in 
French  under  title:  Écolotransport. 
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Al  080 

The  green  workplace  : it’s  working.  [1994?]. 
[2]  p.  on  1 sheet.  At  head  of  title:  Green  work- 
place. Issued  also  in  French  under  title:  Action 
écologique  au  travail. 

AI  081 

Green  Workplace  results  report.  1993/94. 
32  p.  : ill.  Annual.  Cover  title.  Title  varies.  Issued 
also  in  French  under  title:  Action  écologique  : 
compte-rendu  des  résultats. 

Al  082 

A guide  to  team  building  : resource  guide  for 
the  Ontario  public  service.  1994.  39  p.  Cover 
title.  At  head  of  cover  title:  Restructuring  : 
managing  the  change.  Includes  bibliographical 
references. 

A1083 

Instant  topical.  Issue  16  (Apr.  28,  1995)- 
issue  20  (Nov.  29,  1995).  “An  information  bul- 
letin”. 

A1084 

Internet  #1  : public  access-  product  design. 

[1995?].  11  p.  Cover  title.  At  head  of  title:  Govern- 
ment of  Ontario  information  & technology  stand- 
ards. “GO-ITS-01. 01”. 

A1085 

Job  mart.  22/1  (Jan.  6,  1995)-22/20  (Nov.  3, 
1995).  Biweekly.  Caption  title. 

A1086 

KWIC  index  to  services.  1995.  xii,  763  p.  : 
maps.  Issued  also  in  French  under  title:  Réper- 
toire des  services  offerts  au  public  : gouverne- 
ment de  l’Ontario. 

ISSN  0835-3387 

Pub.  Ont.  105906  D * $9.00  ( + PST) 

Al  087 

Let’s  hear  it  for  the  stones-  . [1994?].  [9]  p.  : 
col.  ill.  Cover  title.  On  cover  flap:  What’s  in  it  for 
you.  Issued  also  in  French  under  title:  Faisons 
de  l’Ontario  une  valeur  impérissable. 

Pub.  Ont.  001855  D * Free 

Al  088 

Measuring  service  relationships  : a guide  to 
measuring  relationships  in  projects  and  ser- 
vice contracts.  July  1995.  [65]  p.  : 1 form.  “Pub- 
lished by  the  Service  Quality  Forum”.  Includes 
bibliographical  references. 

ISBN  0-7778-4424-9 

A1089 

Ministerial  responsibility  for  acts  = La  respon- 
sabilité ministérielle  pour  les  lois.  1995.  20,  25  p. 
“Information  revised  to  December  31, 1994.”  Previ- 
ously issued  by  Ministry  of  Government  Services. 
ISSN  0705-4483 
Pub.  Ont.  105692 


AI  090 

Ontario  Government  publications  annual 
catalogue  = Publications  du  gouvernement  de 
l’Ontario,  catalogue  annuel.  1994.  xxvi,  594  p. 
“Compiled  and  edited  by  the  Checklist  and  Cata- 
logue Service,  Ontario  Legislative  Library.”  “A 
cumulation  of  the  twelve  issues  of  the  Monthly 
Checklist  for  1994  with  some  additions  and 
changes”. 

ISSN  0227-2628 

Pub.  Ont.  105816  D * $18.75  ( + PST) 

Microfiche  5662-95  * f $7.00  ( + PST) 

A1091 

Ontario  Government  publications  monthly 
checklist  = Publications  du  gouvernement  de 
l’Ontario,  liste  mensuelle.  Vol.  25,  no.  1 (Jan. 
1995)-v.  25,  no.  12  (Dec.  1995).  Compiled  and 
edited  by  the  Checklist  and  Catalogue  Service, 
Ontario  Legislative  Library. 

ISSN  0316-1617  * subscription  $14.02  per  year 

A1092 

Ontario’s  access  and  privacy  legislation  : an 
annotation.  Jan.  1995.  1 v.  (various  pagings). 
Annual.  Issued  also  in  French  under  title:  Légis- 
lation ontarienne  sur  l’accès  à l’information  et  la 
protection  de  la  vie  privée  : notes  explicatives. 
ISSN  1189-3419 

Pub.  Ont.  105472  D Out-of-print 

Al  093 

The  plants  and  flowers  of  the  Queen’s  Park 
xeriscape  garden.  [1994?].  [5],  14  p.  : ill.,  1 map. 
Cover  title:  Xeriscape  demonstration  garden, 
Queen’s  Park,  Toronto. 

A1094 

QCC  today.  Vol.  5,  no.  2 (Apr.  1995)-v.  6,  no.  1 
(Dec.  1995).  Irregular.  Caption  title.  Issued  by 
Quarter  Century  Club. 

A1095 

Registration  of  individual  customers  in  min- 
istry customer  index  files  (CIFs).  [1995?].  13  p. 
Cover  title.  At  head  of  title:  Government  of 
Ontario  information  & technology  standards. 
“GO-ITS-70.0”. 

A1096 

Supplementary  expenditure  estimates.  1995/ 
96.  11  p.  Running  title:  Supplementary  esti- 
mates. Cover  title.  Issued  also  in  French  under 
title:  Budget  des  dépenses  supplémentaire. 
ISSN  0705-4939 

Pub.  Ont.  005699  D * Free 

Al  097 

Telephone  directory.  Fall/winter  1995/96.  xviii, 
954  p.  : maps.  Irregular.  Cover  title.  Includes 
index. 

ISSN  0701-9599 
Pub.  Ont.  106016 


D * $7.50 


D *$9.00  ( + PST) 
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A1098 

Topical.  27/1  (Jan.  20,  1995)-27/12  (Dec.  18, 
1995).  ill.  Monthly.  Caption  title. 

A1099 

Towards  the  learning  organization  : a guide/ 

Ginny  Belden,  Marcia  Hyatt  and  Deb  Ackley. 
c1993.  1 v.  (various  pagings)  : ill.  Cover  title: 
Towards  a learning  organization  : resource  guide 
for  the  Ontario  public  service.  At  head  of  cover 
title:  Restructuring  : managing  the  change. 
Includes  bibliographical  references. 

All  00 

Visual  identity  manual.  c1994.  1 v.  (various 
pagings)  : ill.  (some  col.). 

All  01 

What  we  re  doing-  why  we’re  doing  it. 

[1994?].  [2]  p.  on  1 sheet.  At  head  of  title:  Green 
workplace.  Issued  also  in  French  under  title: 
Que  faisons-nous?  Pour  quelles  raisons? 

Al  102 

Wiring  topology  for  government  buildings- 
voice  and  data  communications.  [1995?]. 
18  p.  Cover  title.  At  head  of  title:  Government  of 
Ontario  information  & technology  standards. 
“GO-ITS-80.0”. 

Employment  Equity  Division 

All  03 

Native  outreach  recruitment  directory  [com- 
puter file].  Jan.  1995. 1 computer  disk  ; 3 1/2  in. 
Title  from  title  screen. 


Finance  Branch 

All  04 

Estimates  briefing  book.  1995/96. 46,  [6]  p.  : ill. 
Annual.  Running  title:  Estimates  briefing.  Cover 
title.  Issued  also  in  French  under  title:  Document 
d’information  sur  le  budget  des  dépenses. 
Issued  by  Financial  Planning  and  Management 
Section. 

ISSN  1198-5429 


MCMICHAEL  CANADIAN  ART 
COLLECTION 


All  05 

AlterNative  : contemporary  photo  composi- 
tions / Lynn  A.  Hill.  c1995.  31  p.  : ill.  (some  col.). 
Includes  bibliographical  references. 

ISBN  0-7778-4128-2 


All  06 

Annual  report.  1993/94.  20  p.  (Sessional 
paper  ; 361/016).  Cover  title.  Report  year  ends 
Mar.  31.  Issued  also  in  French  under  title:  Rap- 
port annuel. 

ISSN  0705-9787 

All  07 

Calendar  1996  = 1996  calendrier.  c1995.  [14]  p. 
in  box  : col.  ill. 

ISBN  0-7778-3549-5 

All  08 

Diamonds  in  the  rough  : the  75th  anniversary 
of  the  Group  of  Seven  : July  29,  1995- 
December  10,  1995.  [1995?].  1 fold,  sheet  : col. 
ill.,  1 map. 

All  09 

Kids  : March  break,  summer  art  camp,  family 
hike  “and  much  more”.  [1995?].  1 fold,  sheet  : 
ill.,  1 form.  At  head  of  title:  McMichael  spring  95 
programs. 

A1110 

Sketches.  July/Aug.  1995-Nov./Dec.  1995.  ill. 
Bimonthly.  Cover  title.  “For  members  only”. 
Replaces:  The  McMichael. 


METROPOLITAN  TORONTO 
CONVENTION  CENTRE 
CORPORATION 


Aim 

Metro  Toronto  Convention  Centre  schedule 
of  events.  Mar.-Dec.  1995  - Nov.  1995-Dec. 
1996.  3 no.  Caption  title. 


MINISTRY  OF  AGRICULTURE 
AND  FOOD 


A1112 

Annual  report  of  the  Cooperative  Loans 
Board.  1994/95.  [2]  leaves.  Caption  title.  Report 
year  ends  Mar.  31.  Ceased  publication. 

A1113 

Catalogue  of  audio  visual  material  = Cata- 
logue du  matériel  audio-visuel.  Supplement 
(Jan.  1994  to  Jan.  1995).  5 p.  Cover  title.  Con- 
tinued by:  Audio-visual  material  : Visual  Com- 
munications Services  = Matériel  audio-visual  : 
Service  des  communications  visuelles. 
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A1114 

A directory  of  Ontario  foodservice  distribu- 
tors supplying  fresh  Ontario  produce.  1994. 
[12]  p.  Addenda  inserted.  Issued  by  Foodland 
Ontario. 

A1115 

Ontario  forage  crop  variety  performance  = 

Ontario  “plantes  fourragères”  comportement 
des  cultivars  recommandés.  1995.  1 sheet 
(fold.).  Annual. 


MINISTRY  OF  AGRICULTURE, 
FOOD  AND  RURAL  AFFAIRS 


A1116 

4-H  news.  [Apr.  1995]-[Aug.  1995].  2 no.  Caption 
title.  Issued  by  the  Ministry,  Georgetown  Field 
Office,  332  Guelph  St.,  Georgetown  L7G  4B5. 
ISSN  1195-0544 

A1117 

22nd  annual  Ontario  Horticultural  Crops 
Conference  & 6th  annual  Farmers’  Markets 
Ontario  Networking  Symposium  : February  14 
& 15, 1996.  [1995?].  [18]  p.  Cover  title.  At  head  of 
title:  “A  field  of  opportunities”. 

A1118 

The  advisor.  Winter  1995-fall  1995.  3 no.  ill. 
Caption  title.  “A  newsletter  for  community  food 
advisors”.  Issued  also  in  French  under  title:  Le 
conseiller. 

ISSN  1198-3787 

A1119 

Agri-food  research  in  Ontario  = La  recherche 
agro-alimentaire  en  Ontario.  Vol.  18,  no.  1 (Mar. 
1995)-v.  18,  no.  4 (Dec.  1995).  ill.  Quarterly. 
Includes  French  summaries.  Co-published  by 
Agricultural  Research  Institute  of  Ontario.  Each 
no.  1 includes  index  for  previous  year. 

ISSN  1192-7704 

All  20 

Agri-press.  No.  95-170  (Apr.  1995)-no.  95-171 
(Dec.  1995).  Title  on  added  t.p.:  Agri-presse. 
Caption  title.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Includes:  4-H 
newsline.  Continues:  The  Prescott  & Russell 
agri-press.  Issued  by  the  Ministry,  P.O.  Box  110, 
Plantagenet  K0B  IL0. 

ISSN  1198-7146 

All  21 

Agricultural  bulletin,  District  of  Temiskaming 

= Bulletin  agricole,  district  du  Temiskaming. 
Vol.  31,  no.  1 (Feb.  1995)-v.  31,  no.  8 (Dec.  1995). 
Irregular.  Caption  title.  Title  varies. 

ISSN  0708-5699 


All  22 

Agricultural  courses  : Hastings,  Northum- 
berland & Prince  Edward  counties.  Winter 
1995-winter  1996.  2 no.  Co-sponsored  by 
Ontario  Agricultural  Training  Institute. 

All  23 

Agricultural  courses,  seminars,  workshops  : 
Norfolk.  1995.  Caption  title. 

All  24 

Agricultural  handbook  : Factsheet  index. 

Jan.  1995.  20  p.  Cover  title.  Previously  issued  by 
Ministry  of  Agriculture  and  Food. 

All  25 

Agricultural  training  : adult  education  pro- 
grams in  Lambton.  Winter  1995/96.  1 fold, 
sheet  : 1 form.  Title  varies  slightly.  Co-published 
by  Ontario  Agricultural  Training  Institute. 

All  26 

Alfalfa  weevil  / G.  Peng.  Nov.  1994.  [4]  p.  : col. 
ill.,  1 map.  (Factsheet,  ISSN  1198-712X).  “Agdex 
121/612”.  Revision  of  Factsheets  Alfalfa  weevil, 
July  1984,  and  Early  warning  system  for  alfalfa 
weevil  management,  Mar.  1986.  Issued  also  in 
French  under  title:  Charançon  postiche  de  la 
luzerne. 

Al  127 

Algo  notes.  Jan./Feb.  1995-Dec.  1995.  7 no. 
Irregular.  Caption  title.  “Algoma  district  farm 
news”.  Previously  issued  by  Ministry  of  Agricul- 
ture and  Food. 

ISSN  0835-6831 

All  28 

Animal  health  news  ceptor.  Vol.  3,  no.  1 (May 
1995)-v.  3,  no.  3 (Dec.  1995).  ill.  Caption  title. 
Issued  by  the  Ministry,  Wellington  Place,  R.R.1, 
Fergus  N1M  2W3. 

All  29 

Annual  Centralia  Swine  Research  Update.  14th 
(Feb.  1,  1995).  99  p.  : ill.  Cover  title.  Previously 
issued  by  Ministry  of  Agriculture  and  Food  under 
title:  Centralia  College  Annual  Swine  Research 
Update.  Includes  bibliographical  references. 

All  30 

Annual  report.  1993/94. 20, 20  p.  Title  on  added 
t.p.:  Rapport  annuel.  Cover  title.  Report  year 
ends  Mar.  31.  Previously  issued  by  Ministry  of 
Agriculture  and  Food. 

ISSN  1201-4303 

Pub.  Ont.  105476  D * $5.00 

Microfiche  5607-95  * t $1  -00  ( + PST) 

All  31 

Annual  report.  1994/95.  24,  24  p.  (Sessional 
paper  ; 361/031).  Title  on  added  t.p.:  Rapport 
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annuel.  Cover  title.  Report  year  ends  Mar.  31. 
ISSN  1201-4303 

Pub.  Ont.  106142  D * $3.50 

Microfiche  5691  -95  * t $1 .00  ( + PST) 

All  32 

Apples  (genus  Malus).  1995.  2 p.  on  1 sheet. 
(Foodland  Ontario  fact  sheet). 

All  33 

Aquastats  - 1989  : Ontario  aquacultural  trout 
production  in  1989  / Richard  D.  Moccia  and 
David  J.  Bevan.  repr.  Dec.  1994.  [2]  p.  on  1 
sheet  : ill.  (Factsheet,  ISSN  1198-712X).  “Agdex 
485/42”.  Includes  bibliographical  references. 

All  34 

Aquastats  - 1992  : Ontario  aquaculture  produc- 
tion in  1992  / Richard  D.  Moccia  and  David  J. 
Bevan.  Dec.  1994.  [2]  p.  on  1 sheet.  (Factsheet, 
ISSN  1198-712X).  “Agdex  485/42”.  Issued  also 
in  French  under  the  same  title.  Includes  biblio- 
graphical references. 

All  35 

Armyworm  / G.  Peng.  Nov.  1994.  [2]  p.  on  1 
sheet  : col.  ill.  (Factsheet,  ISSN  1198-712X). 
“Agdex  110/612”.  Revision  of  Factsheet,  May 
1984.  Issued  also  in  French  under  title:  La 
légionnaire. 

A1 136 

Artificial  insemination  of  livestock  : con- 
sultation paper.  Sept.  1995.  ii,  6 p.  Cover  title. 

All  37 

Audio  visual  material  : Visual  Communica- 
tions Services  = Matériel  audio-visuel  : Service 
des  communications  visuelles.  1995/96.  [repr.]. 
xxix,  94  p.  Cover  title.  Continues:  Catalogue  of 
audio  visual  material  = Catalogue  du  mat-eriel 
audio-visuel. 

ISBN  0-7778-4592-X 

All  38 

Basic  care  guide  for  a beef  calf.  [1995].  4 p.  : ill. 
Caption  title. 

ISBN  0-7778-2864-2 

All  39 

Basic  care  guide  for  goats.  [1995].  11  p.  : ill. 
Caption  title. 

ISBN  0-7778-2861-8 

All  40 

Basic  care  guide  for  horses.  [1995].  7 p.  : ill. 
Caption  title.  Issued  also  in  French  under  title:  Le 
guide  des  soins  de  base  des  chevaux. 

ISBN  0-7778-2858-8 

Al  141 

Basic  care  guide  for  lambs.  [1995].  3 p.  : ill. 
Caption  title. 

ISBN  0-7778-2860-X 


Al  142 

Basic  care  guide  for  poultry.  [1995].  9 p.  : ill. 
Caption  title. 

ISBN  0-7778-2863-4 

Al  143 

Basic  care  guide  for  rabbits.  [1995].  8 p.  : ill. 
Caption  title. 

ISBN  0-7778-2862-6 

Al  144 

Basic  care  guide  for  swine.  [1995].  10  p.  : ill. 
Caption  title. 

ISBN  0-7778-2859-6 

Al  145 

Basic  husbandry  for  broilers  / D.  Spratt.  repr. 
Nov.  1994.  [2]  p.  on  1 sheet  : ill.  (Factsheet,  ISSN 
11 98-71 2X  (corr.)).  “Agdex  452”.  Issued  also  in 
French  under  title:  Normes  d’élevage  pour  poul- 
ets à griller. 

Al  146 

Basic  husbandry  for  layers  / D.  Spratt.  repr. 
Aug.  1995.  [2]  p.  on  1 sheet  : ill.  (Factsheet,  ISSN 
1198-712X).  “Agdex  458”.  Issued  also  in  French 
under  title:  Normes  d’élevage  pour  pondeuses. 

Al  147 

Basic  husbandry  for  turkeys  / D.  Spratt.  repr. 
Aug.  1995.  [2]  p.  on  1 sheet  : ill.  (Factsheet,  ISSN 
1198-712X).  “Agdex  453”.  Issued  also  in  French 
under  title:  Normes  d’élevage  pour  dindons. 

Al  148 

Beef  management  and  marketing,  cl 994. 
43  p.  : ill.,  forms.  Cover  title.  On  cover:  Learn  to 
do  by  doing.  Co-published  by  Ontario  4-H  Coun- 
cil and  Agriculture  and  Agri-Food  Canada. 

ISBN  0-7778-2874-X 

All  49 

Beef  management  and  marketing  : a guide  for 
leaders  and  youth  leaders.  c1994.  42,  [1]  p.  : ill., 
forms.  Cover  title.  Co-published  by  Ontario  4-H 
Council  and  Agriculture  and  Agri-Food  Canada. 
Includes  bibliographical  references. 

ISBN  0-7778-2875-8 

All  50 

Beef-  management  and  marketing  : digging 
deeper  : optional  information  for  senior  mem- 
bers. [1995].  8 p.  : ill.  Caption  title.  Co-published 
by  Ontario  4-H  Council. 

ISBN  0-7778-2876-6 

All  51 

Beef  research  update.  1994.  ii,  82  p.  : ill. 
Annual.  (Publ.  ; no.  0195).  Cover  title.  Co- 
published by  University  of  Guelph,  Agriculture 
and  Agri-Food  Canada  and  Ontario  Cattlemen’s 
Association.  Previously  issued  by  Ministry  of 
Agriculture  and  Food. 
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All  52 

Beneficial  insects  and  mites  in  Ontario 
orchards  / Bernt  Solymar.  Sept.  1994.  [4]  p.  : 
col.  ill.  (Factsheet,  ISSN  1198-712X).  “Agdex 
210/614”.  Issued  also  in  French  under  title: 
Acariens  et  insectes  utiles  dans  les  vergers  de 
l’Ontario. 

Al  153 

Berry  & vegetable  informer.  Feb.  1995-Dec. 
1 995. 6 no.  July  issue  has  title:  Berry  & vegetable 
informer  & Pomiculture.  Irregular.  Caption  title. 

A1 154 

Best  management  practices  : soil  manage- 
ment. 1994.  68  p.  : col.  ill.  Cover  title.  Co- 
published by  Agriculture  and  Agri-Food  Canada. 
One  form  inserted.  Issued  also  in  French  under 
title:  Les  pratiques  de  gestion  optimales  : gestion 
du  sol.  Includes  bibliographical  references. 
ISBN  0-7778-2686-0 

Al  155 

Between  generations!  : a program  to  help  you 
develop  your  family’s  succession  plan.  [1995?]. 
[3]  p.  : 1 form.  Cover  title.  “Farm  business  man- 
agement”. 

All  56 

Between  generations  : a television  program 
on  farm  family  transfers.  [1995?].  1 fold,  sheet. 

All  57 

The  BraceWire  : covering  Brant  and  Wentworth. 
Sept.  1995-Nov.  1995.  2 no.  ill.  Caption  title. 

ISSN  1203-2182 

All  58 

Broccoli  (Brassica  oleracea,  form  Botrytis). 

1995.  2 p.  on  1 sheet.  (Foodland  Ontario  fact 
sheet). 

All  59 

Budgeting  farm  machinery  costs  / David 
Rose.  Nov.  1994.  [4]  p.  : 1 form.  (Factsheet,  ISSN 
1198-712X).  “Agdex  825”.  Revision  of  Factsheet 
Cost  of  owning  and  operating  farm  machines, 
Oct.  1987.  Issued  also  in  French  under  title:  Com- 
ment calculer  les  coûts  des  machines  agricoles. 

Al  160 

Business  analysis  and  planning  for  your 
farm.  [1994?].  [2]  p.  on  1 sheet  : ill.  “Farm  busi- 
ness management”. 

Al  161 

Business  targets  for  the  dairy  enterprise. 

Feb.  1995.  [4]  p.  : 1 form.  (Factsheet,  ISSN 
1198-712X).  “Agdex  410/816”.  Replaces 
Economics  of  the  dairy  cow  enterprise,  Nov. 
1985.  Issued  also  in  French  under  title:  Objectifs 
commerciaux  de  l’exploitation  latière. 


Al  162 

Cabbage  (Brassica  oleracea).  1995.  2 p.  on  1 
sheet.  (Foodland  Ontario  fact  sheet). 

Al  163 

Canada-Ontario  crop  insurance  market 
revenue  : 1996  crop  insurance  plan  for  winter 
wheat.  [1995?].  3 p.  Caption  title.  Co-published 
by  Agriculture  Canada. 

All  64 

Canadian  cattle  buyer.  Issue  no.  138  (Jan.  6, 
1995)-issue  no.  161  (Dec.  8,  1995).  Irregular. 
“Market  analysis  for  the  cattle  and  beef  indus- 
try”. Caption  title. 

ISSN  0843-9613 

All  65 

Carleton  farm  informer.  [Feb.  1995]-[Nov. 
1995].  Bimonthly.  Cover  title. 

All  66 

Carrots  (Daucus  carota,  L.  Umbelliferae).  1995. 
2 p.  on  1 sheet.  (Foodland  Ontario  fact  sheet). 

All  67 

Cauliflower  (Brassica  oleracea,  form 
Botrytis).  1995.  2 p.  on  1 sheet.  (Foodland 
Ontario  fact  sheet). 

All  68 

Celebrate  Ontario  perfect  pairs  : partnering 
Ontario  fruits,  vegetables  & wines.  [1994?].  1 
fold,  sheet.  Issued  also  in  French  under  title: 
Vive  l’Ontario  : faits  l’un  pour  l’autre.  Issued  by 
Foodland  Ontario. 

All  69 

Ceres-notes  : Sudbury  District  = Ceres- 
notes  : District  de  Sudbury.  Feb.  1995-Dec.  1995. 
5 no.  Caption  title.  Issued  by  the  Ministry,  1899 
Lasalle  Blvd.,  Sudbury  P3A  2A3. 

All  70 

Clear  writing  : what  is  it?  How  do  you  do  it?  / 

Kevin  Churchill,  Barb  Shipley,  Lynn  McLaughlin, 
repr.  Feb.  1995.  [4]  p.  : ill.  (Factsheet,  ISSN 
1198-712X).  “Agdex  057”.  Issued  also  in  French 
under  title:  Écrire  avec  clarté  : qu’est-ce  que  ça 
signifie?  Comment  y arriver?  Includes  biblio- 
graphical references. 

Al  171 

Cochrane  north  agrinews.  Feb.  1995-Dec. 
1995.  7 no.  Irregular.  Caption  title.  Issued  also  in 
French  under  title:  Cochrane  nord  agrinouvelles. 

All  72 

Cochrane  south  agrinews  = Agrinouvelles  de 
Cochrane  sud.  Jan./Feb.  1995-Sept.  1995.  6 no. 
Monthly.  Caption  title.  Mar./Apr.  issue  has  title: 
Cochrane  district  agrinews  = Agrinouvelles  du 
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district  de  Cochrane.  Ceased  publication.  Pub- 
lished by  the  Ministry,  P.O.  Box  608,  Matheson 
POK  1N0. 

All  73 

Communications  planning  for  organiza- 
tions / Pat  Inett,  John  Shewchuk.  repr.  Feb. 
1995.  [4]  p.  (Factsheet,  ISSN  1198-712X). 
“Agdex  057”.  Issued  also  in  French  under  title: 
Planification  des  communications  au  sein  des 
organisations. 

Al  174 

Community  food  advisor  annual  report.  1994. 
[6]  p.  Caption  title.  Co-published  by  Ministry  of 
Health. 

ISSN  1203-2379 
All  75 

Community  food  advisor  : program  guide- 
lines. Rev.  May  1994.  18,  [6]  p.  Cover  title. 
Issued  also  in  French  under  title:  Conseillers 
communautaires  en  alimentation  lignes 
directrices. 

Al  176 

Community  food  advisor  resource  binder. 

c1994. 1 v.  (various  pagings)  : ill.,  forms.  Includes 
bibliographical  references. 

ISBN  0-7778-3433-2 

All  77 

Community  food  advisor  training  manual. 

cl 994.  3 v.  : ill.,  forms.  Contents:  Phase  one  - 
Phase  two  - Phase  three. 

ISBN  0-7778-3553-3  (phase  1) 

ISBN  0-7778-3555-X  (phase  2) 

ISBN  0-7778-3557-6  (phase  3) 

All  78 

Community  food  advisor  volunteer  recruit- 
ment & selection  kit.  cl 994. 26  p.  : ill.,  forms  +1 
computer  disk  (3  1/2  in.).  Includes  bibliographi- 
cal references. 

ISBN  0-7778-3129-5 

All  79 

Conservation  and  field  crops  : loyal  to  the 
soil  : soil  conservation  : a guide  for  leaders 
and  youth  leaders.  c1994.  47  p.  : ill.,  forms. 
Cover  title.  Co-published  by  Ontario  4-H  Council 
and  Agriculture  and  Agri-Food  Canada. 

ISBN  0-7778-2878-2 

All  80 

Conservation  : eye  on  energy  : resource  list 
for  senior  members.  [1994?].  2 p.  on  1 sheet. 
Co-published  by  Ontario  4-H  Council. 

ISBN  0-7778-2997-5 

All  81 

Conservation  : watching  out  for  wildlife. 

cl 994.  32  p.  : ill.,  forms.  Cover  title.  On  cover: 


Learn  to  do  by  doing.  Co-published  by  Ontario 
4-H  Council  and  Agriculture  and  Agri-Food  Can- 
ada. Includes  bibliographical  references. 

ISBN  0-7778-2909-6 

All  82 

Conservation  : watching  out  for  wildlife  : a 
guide  for  leaders  and  youth  leaders.  [Rev.]. 
c1994. 63  p.  : ill.,  forms.  Covertitle.  Co-published 
by  Ontario  4-H  Council  and  by  Agriculture  and 
Agri-Food  Canada.  Includes  bibliographical  ref- 
erences. 

ISBN  0-7778-291 0-X 
All  83 

Conservation  : watching  out  for  wildlife  : dig- 
ging deeper  : optional  information  for  senior 
members.  [1995].  11  p.  : ill.  Caption  title.  Co- 
published by  Ontario  4-H  Council. 

ISBN  0-7778-2911-8 

All  84 

Crop  budgets  / prepared  by  Crop  Budget  Com- 
mittee. 1995.  14  p.  : forms.  (Publication  ; 60). 
Cover  title.  Issued  also  in  French  under  title: 
Budgets  de  cultures.  Previously  issued  by  Minis- 
try of  Agriculture  and  Food. 

All  85 

Crop-pest  Ontario.  Issue  no.  1 (June  9,  1995)- 
issue  no.  12  (Dec.  6, 1995).  Weekly  (June  to  mid- 
Oct.).  Caption  title.  “Field  crops  (crop  technol- 
ogy)”- 

All  86 

Custom  farmwork  rates  charged  in  Ontario 
area  #1. 1994.  [2]  p.  on  1 sheet.  Area  comprises 
Essex,  Kent,  Lambton,  Middlesex  and  Elgin 
counties.  “Prepared  by  Ted  Oke”. 

All  87 

Custom  farmwork  rates  charged  in  Ontario 
area  #2. 1994.  [2]  p.  on  1 sheet.  Area  comprises 
Oxford  and  Brant  counties,  and  Haldimand- 
Norfolk,  Niagara  and  Hamilton-Wentworth 
regional  municipalities.  “Prepared  by  Ted  Oke”. 

All  88 

Custom  farmwork  rates  charged  in  Ontario 
area  #3. 1994.  [2]  p.  on  1 sheet.  Area  comprises 
Huron,  Perth,  Bruce,  Grey,  Wellington,  Dufferin 
and  Simcoe  counties,  and  Waterloo,  Peel  and 
Halton  regional  municipalities.  “Prepared  by  Ted 
Oke”. 

All  89 

Custom  farmwork  rates  charged  in  Ontario 
area  #4. 1994.  [2]  p.  on  1 sheet.  Area  comprises 
Victoria,  Northumberland,  Peterborough,  Hast- 
ings and  Prince  Edward  counties,  Muskoka  and 
Parry  Sound  districts,  and  York  and  Durham 
regional  municipalities.  “Prepared  by  Ted  Oke”. 
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All  90 

Custom  farmwork  rates  charged  in  Ontario 
area  #5. 1994.  [2]  p.  on  1 sheet.  Area  comprises 
Lennox  and  Addington,  Frontenac,  Leeds, 
Lanark,  Renfrew,  Grenville,  Dundas,  Stormont, 
Russell,  Prescott  and  Glengarry  counties  and 
Ottawa-Carleton  Regional  Municipality.  “Pre- 
pared by  Ted  Oke”. 

All  91 

Custom  farmwork  rates  charged  in  Ontario 
area  #6. 1994. 1 sheet.  Area  comprises  Algoma, 
Cochrane,  Kenora,  Manitoulin,  Nipissing,  Rainy 
River,  Sudbury,  Thunder  Bay  and  Timiskaming 
districts.  “Prepared  by  Ted  Oke”. 

All  92 

Dairy  management  and  marketing.  c1994. 
27  p.  : ill.,  forms.  Cover  title.  On  cover:  Learn  to 
do  by  doing.  Co-published  by  Ontario  4-H  Coun- 
cil and  Agriculture  and  Agri-Food  Canada. 

ISBN  0-7778-3440-5 

All  93 

Dairy  management  and  marketing  : a guide 
for  leaders  and  youth  leaders.  c1994.  31  [i.e. 
32]  p.  : forms.  Cover  title.  Co-published  by 
Ontario  4-H  Council  and  Agriculture  and  Agri- 
Food  Canada. 

ISBN  0-7778-3441-3 

All  94 

Dairy-  management  and  marketing  : digging 
deeper  : optional  information  for  senior  mem- 
bers. [1995].  7 p.  : ill.  Caption  title.  Co-published 
by  Ontario  4-H  Council. 

ISBN  0-7778-3442-1 

All  95 

Dairy  research  report.  1995.  iii,  82  p.  : ill. 
Annual.  (Publication  ; no.  0395).  Co-published 
by  University  of  Guelph  and  Agriculture  & Agri- 
Food  Canada.  Includes  bibliographical  references. 

All  96 

Diseases  and  disorders  of  apple  in  Ontario  / 

Andrea  Clarke.  Sept.  1994.  [4]  p.  : col.  ill.  (Fact- 
sheet,  ISSN  1198-712X).  “Agdex  211/634”. 
Issued  also  in  French  under  title:  Maladies  et 
affectations  des  pommes  en  Ontario. 

Al  197 

Diseases  of  ginseng  / Richard  D.  Reeleder, 
Pam  Fisher.  Feb.  1995.  [4]  p.  : col.  ill.  (Factsheet, 
ISSN  1198-712X).  “Agdex  260/630”.  Issued  also 
in  French  under  title:  Les  maladies  du  ginseng. 

All  98 

District  of  Nipissing  agri-bulletin  = District  du 
Nipissing  agri-bulletin.  Feb.  1995-[Dec.  1995].  4 
no.  Caption  title.  Issued  by  the  Ministry,  1500 
Fisher  St.,  Northgate  Square,  North  Bay  P1B2H3. 
ISSN  1201-3439 


All  99 

Dufferin  County  farm  news.  Spring  1995  (Mar. 

6,  1995)-winter  1996  (Dec.  11,  1995).  Quarterly. 
Caption  title.  Issued  by  the  Ministry,  Mono  Plaza, 
R.R.  4,  Orangeville  L9W  2Z1. 

A1200 

Duffs  Corners  field  office  of  the  Ontario  Min- 
istry of  Agriculture,  Food  and  Rural  Affairs  : 

serving  the  farm  and  rural  community  of  Brant 
County  and  the  Regional  Municipality  of  Hamil- 
ton-Wentworth.  [1995?].  1 fold,  sheet  : 1 map. 

A1201 

Economics  of  feeding  beef  cattle  / Marlene 
Werry,  Pat  Kuntz  and  John  Pickering.  Feb.  1995. 

[4]  p.  : ill.,  1 form.  (Factsheet,  ISSN  1198-712X). 
“Agdex  420/823”.  Revision  of  Factsheet,  Dec. 
1987.  Issued  also  in  French  under  title:  Aspects 
économiques  de  l’engraissement  des  bovins  de 
boucherie. 

Al  202 

Educational  opportunities  for  farmers  in 
Leeds  and  Grenville  counties.  [1995?].  8 p.  : ill. 
Cover  title.  Co-published  by  Ontario  Agricultural 
Training  Institute. 

A1203 

Effective  committees /Susan  Humphries,  repr. 
Feb.  1995.  [3]  p.  : 1 form.  (Factsheet,  ISSN 
1198-712X).  “Agdex  057”.  Issued  also  in  French 
under  title:  Des  comités  efficaces.  Includes  bib- 
liographical references. 

A1204 

Effective  community  decision  making  / Jane 
Muegge  and  Nancy  Ross.  repr.  Feb.  1995.  [4]  p.  : 
ill.  (Factsheet,  ISSN  1198-712X).  “Agdex  057”. 
Issued  also  in  French  under  title:  Prise  de  déci- 
sion efficace  au  sein  de  la  communauté. 
Includes  bibliographical  references. 

Al  205 

Elderberries  for  home  gardens  / Kevin 
Schooley.  Feb.  1995.  [2]  p.  on  1 sheet  : ill.  (Fact- 
sheet,  ISSN  1198-712X).  “Agdex  238/10”. 
Issued  also  in  French  under  title:  Les  sureaux 
dans  le  jardin. 

Al  206 

Employers’  handbook  for  owners,  managers 
and  supervisors  in  agriculture  and  horticul- 
ture. c1995.  5 v.  : ill.,  forms.  Cover  title: 
Employers’  handbook  for  agriculture  & horticul- 
ture. Co-published  by  Ontario  Agricultural 
Human  Resource  Committee,  Horticultural 
Human  Resource  Council-Ontario  Region, 
Ontario  Agricultural  Training  Institute,  Agricul- 
ture and  Agri-Food  Canada,  and  Human  Re- 
sources Development  Canada.  Includes  biblio-  I 
graphical  references.  Contents:  bk.  1.  Personnel  I 


MINISTRY  OF  AGRICULTURE,  FOOD  AND  RURAL  AFFAIRS 


77 


planning  & regulations  - bk.  2.  Hiring  - bk.  3. 
Supervising  - bk.  4.  Training,  motivating  & 
evaluating  - bk.  5.  Communications,  problem 
solving  & disciplining. 

A1207 

Establishing  the  high  density  supported 
apple  orchard  / prepared  by  the  Apple  Team. 
Apr.  1995.  40,  [1]  p.  : ill.  Cover  title.  Includes 
bibliographical  references. 

A1208 

Estimates  briefing  book.  1995/96.  105  p.  : ill. 
Annual.  Cover  title. 

ISSN  1198-6441 

A1209 

Evaluating  the  feasibility  of  business  oppor- 
tunities / Bill  Baxter,  Gary  Stephens  and  Tony 
ten  Westeneind.  Feb.  1995.  [4]  p.  : ill.  (Fact- 
sheet,  ISSN  11 98-71 2X).  (Business  development 
series).  “Agdex  811”.  Issued  also  in  French  under 
title:  Comment  étudier  la  faisabilité  d’un  projet 
d’entreprise.  Includes  bibliographical  references. 

AI  210 

Farm  business  registration  and  farm  organi- 
zations funding,  1995.  c1994.  5 p.  Cover  title. 
Issued  also  in  French  under  title:  Programme 
d’inscription  des  entreprises  agricoles  de  1995. 

Al  211 

The  farm  & enterprise  analysis  input  book. 

[Rev.],  cl 994.  10,  [1]  p.  : forms.  (Publication  ; 
116).  Caption  title.  Issued  also  in  French  under 
title:  Cahier  de  données  sur  l’exploitation  agri- 
cole et  de  ses  activités. 

ISBN  0-7778-3627-0 

A1212 

Farm  estate  planning  : a continuous  process 
involving  the  creation,  preservation  and  ulti- 
mately the  transfer  of  wealth  to  achieve  person- 
al, family  and  business  objectives.  Rev.  cl 995. 
40  p.  : ill.,  forms.  (Publication  ; 70).  Issued  also  in 
French  under  title:  Planification  successorale  en 
agriculture. 

ISBN  0-7778-4681-7 

AI  21 3 

Farm  Tax  Rebate  Appeal  Board  annual 
report.  1994/95.  5 p.  Cover  title.  Submitted  to 
Minister  of  Agriculture,  Food  and  Rural  Affairs. 

A1214 

Farm  Tax  Rebate  Program.  1995.  [2]  p.  on  1 

sheet.  Annual.  Continues:  Ontario  Farm  Tax 
Rebate  Program.  Issued  also  in  French  under 
title:  Programme  ontarien  de  remise  fiscale  aux 
exploitations  agricoles. 

Al  21 5 

FBMInet  starter  kit  [computer  file].  [1995?].  1 
computer  disk  ; 3 1/2  in.  Title  from  label.  Co- 


published  by  Canadian  Farm  Business  Manage- 
ment Council.  Contains  FBMInet-ON  electronic 
bulletin  board  communications  software.  Sys- 
tem requirements:  Computer  with  modem. 

Al  21 6 

The  fence  post.  Dec.  1994-Nov./Dec.  1995.  12 
no.  Irregular.  Caption  title.  “News  by  and  for 
OMAFRA  employees”. 

A1217 

Field  crop  recommendations.  1995/96.  96  p.  : 
ill.,  maps.  (Publication  ; 296).  Cover  title.  Issued 
also  in  French  under  title:  Recommandations 
pour  les  grandes  cultures.  Previously  issued  by 
Ministry  of  Agriculture  and  Food. 

ISSN  0701-5321 

Pub.  Ont.  005639  D * Free 

A1218 

Field  tomatoes  (Lycopersicum  esculentum). 

1995.  2 p.  on  1 sheet.  (Foodland  Ontario  fact 
sheet). 

A1219 

Financial  assistance  programs  available  to 
Ontario  farmers.  [Rev.].  Sept.  1994.  [12]  p. 
(Publication  ; 53).  Caption  title.  “Agdex  870”. 
Issued  also  in  French  under  title:  Programmes 
d’aide  financière  à la  disposition  des  agriculteurs 
ontariens. 

ISBN  0-7778-3524-X  (corr.) 

Al  220 

Financing  your  future!  : a workshop  designed 
to  help  you  plan  for  change  &/or  expansion. 
[1995?].  [3]  p.  : 1 form.  Cover  title.  “Farm  busi- 
ness management”. 

A1221 

Flush  systems  for  manure  removal  from  free 
stall  dairy  barns  / Donald  Hilborn,  Jack  Roden- 
burg,  Harold  House.  Feb.  1995.  1 fold,  sheet 
([5]  p.)  : ill.  (Factsheet,  ISSN  1198-712X).  “Agdex 
410/743”.  Issued  also  in  French  under  title: 
Évacuation  du  fumier  par  chasse  d’eau  dans  les 
étables  à stabulation  libre  à logettes. 

Al  222 

Food  industry  : strategie  directions  : competi- 
tiveness, market  opportunities,  consumer  confi- 
dence. cl 995.  1 fold,  sheet.  Cover  title.  Issued 
also  in  French  under  title:  L’industrie 

alimentaire  : orientations  stratégiques. 

ISBN  0-7778-4083-9 

AI  223 

Freezing  Ontario  fruit.  [1995?].  1 sheet  (fold.). 
With  title  Freezing  Ontario  vegetables  on  verso. 
Issued  also  in  French  under  title:  La  congélation 
des  fruits  de  l’Ontario. 
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A1224 

Freezing  Ontario  vegetables.  [1995?].  1 sheet 
(fold.).  With  title  Freezing  Ontario  fruit  on  verso. 
Issued  also  in  French  under  title:  Conservation 
des  légumes  de  l’Ontario. 

Al  225 

Fresh  on  the  menu.  Vol.  4,  no.  1 (Jan.  1995)-v. 
4,  no.  7 (Nov.  1995).  ill.  Caption  title.  “Bringing  a 
fresh  perspective  to  foodservice”. 

ISSN  1188-4703 

A1226 

Fresh  perspectives.  Vol.  5,  issue  8 (Jan.  1995)- 
v.  6,  issue  6 (Nov./Dec.  1995).  ill.  Irregular.  Cap- 
tion title. 

ISSN  1188-6285 

A1227 

Frontenac  County  farm  news.  Jan./Feb.  1995- 
Dec.  1995/Jan.  1996. 10  no.  Caption  title.  “Infor- 
mation for  Frontenac  County  farm  businesses 
and  rural  organizations”.  Issued  by  the  Ministry, 
1055  Princess  St.,  Kingston  K7L  4X1. 

A1228 

Fruit  production  recommendations.  1994/95 
ed.  1995  supplement.  7 p.  : 1 form.  (Publication  ; 
360  (supp.)).  Cover  title.  Previously  issued  by 
Ministry  of  Agriculture  and  Food.  Issued  also  in 
French  under  title:  Recommandations  pour  les 
cultures  fruitières. 

ISSN  0701-533X 

A1229 

General  fruit  & vegetable  information  news- 
letter. Apr.  1995-Nov.  1995.  4 no.  Caption  title. 
Issued  by  the  Ministry,  R.R.  1,  Ancaster 
L9G  3K9. 

A1230 

Global  opportunities  : a directory  of  Ontario 
food  processors  and  agri-food  exporters.  Vol.  1, 
no.  1 (summer  1995).  ill.  Title  from  cover.  Pro- 
duced in  partnership  with  Food  in  Canada  maga- 
zine. Published  for  the  Ministry  by  Maclean 
Hunter  Publishing  Ltd. 

A1231 

Goat  housing  and  health.  c1994.  50  p.  : ill., 
forms.  Cover  title.  Co-published  by  Ontario  4-H 
Council  and  Agriculture  and  Agri-Food  Canada. 
On  cover:  Learn  to  do  by  doing. 

ISBN  0-7778-2892-8 

A1232 

Goat  housing  and  health  : a guide  for  leaders 
and  youth  leaders.  c1994.  44,  [1]  p.  : ill.,  forms. 
Cover  title.  Co-published  by  Ontario  4-H  Council 
and  Agriculture  and  Agri-Food  Canada.  Includes 
bibliographical  references. 

ISBN  0-7778-2893-6 


A1233 

Goat  - housing  and  health  : digging  deeper  : 

optional  information  for  senior  members.  [1995]. 

11  p.  : ill.  Caption  title.  Co-published  by  Ontario 

4- H  Council. 

ISBN  0-7778-2894-4 

A1234 

Grey-Bruce  Farmer’s  Week.  29th  annual  (Jan. 

5- 11th,  1995)  Chesley  Community  Centre.  1 fold, 
sheet.  Previously  issued  by  Ministry  of  Agricul-  ! 
ture  and  Food. 

A1235 

Grower  pesticide  safety  course  manual.  Rev. 
c1995.  iv,  294  p.  : ill.,  forms.  Co-published  by 
AGCare  and  Ministry  of  Environment  and  < 
Energy.  Issued  also  in  French  under  title:  I 
L’emploi  sécuritaire  des  pesticides.  Includes  bib-  i 
liographical  references. 

ISBN  0-7778-4649-7 

A1236 

Guide  to  agricultural  land  use.  c1995.  9 p. 
Cover  title.  Co-published  by  Ministry  of  Environ-  1 
ment  and  Energy.  Issued  also  in  French  under  j 
title:  Guide  d’utilisation  des  terres  agricoles.  ! 
Includes  bibliographical  references. 

ISBN  0-7778-4026-X 

Pub.  Ont.  001905  D * Free  i 

A1237 

Guide  to  weed  control.  1995.  240  p.  : forms.  < 
(Publication  ; 75).  Cover  title.  Prepared  by  mem-  j 
bers  of  the  Ontario  Weed  Committee.  Issued  j 
also  in  French  under  title:  Guide  de  lutte  contre  i 
les  mauvaises  herbes.  “Agdex  641”.  Previously  I 
issued  by  Ministry  of  Agriculture  and  Food. 

ISSN  0836-1045 

Pub.  Ont.  005633  D Out-of-print 

A1238 

Hairy  chinch  bugs  in  lawns  / M.K.  Sears.  July  :. 
1994.  [2]  p.  on  1 sheet  : col.  ill.  (Factsheet,  ISSN 
1198-712X).  Issued  also  in  French  under  title:  I 
Punaises  velues  des  pelouses.  “Agdex  626”.  ) 
Includes  bibliographical  references. 

Al  239 

Haldimand  rural  organizations  directory. 

1995. 18  p.  Cover  title.  Published  by  the  Ministry,  B 
P.O.  Box  129,  Cayuga  N0A  1E0. 

A1240 

Halton-Peel  farm  news.  [Mar./Apr.  1995]-[Dec.  j 
1995].  5 no.  ill.  Irregular.  Caption  title.  Issued  by  the 
Ministry,  332  Guelph  St.,  Georgetown  L7G  4B5. 

A1241 

Hastings  farm  news  & views.  Feb.  1995  - Dec.  > 
1995/Jan.  1996.  10  no.  Caption  title.  Includes  • 
4-H  update.  Issued  by  the  Ministry,  P.O.  Box  | 
340,  Stirling  K0K  3E0. 
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A1242 

Helping  Ontario  grow-  services  for  farmers 
and  rural  Ontario.  [1995?].  12  p.  : ill.  Cover  title. 
Issued  also  in  French  under  title:  Favoriser  la 
croissance  en  Ontario-  services  offerts  aux  agri- 
culteurs et  agricultrices  et  à l’Ontario  rurale. 
ISBN  0-7778-4390-0 

Al  243 

Herb  gardening  / R.  Hamersma.  repr.  Nov. 
1994.  [4]  p.  (Factsheet,  ISSN  1198-712X). 
“Agdex  263/14”.  Issued  also  in  French  under 
title:  La  culture  des  fines  herbes. 

AI  244 

Herbicide  selection  in  the  nineties  [video- 
recording],  1995. 1 videocassette  (24  min.)  : sd., 
col.  “This  program  made  possible  through  fund- 
ing provided  by:  Ridgetown  College  Continuing 
Education”.  Issued  by  Ridgetown  College  Video 
Productions. 

A1245 

Hiring  a practicing  professional  engineer  for 
farm  projects  /Hugh  W.  Fraser,  John  Johnson, 
David  Trudell.  Mar.  1995.  [4]  p.  : ill.  (Factsheet, 
ISSN  1198-712X).  “Agdex  700”.  Issued  also  in 
French  under  title:  Intervention  de  l’ingénieur 
praticien  dans  la  réalisaton  de  projets  à la  ferme. 

Al  246 

Horse  management  : anatomy  and  physiol- 
ogy of  reproduction  in  the  mare  / adapted  by 
R. G.  Wright,  repr.  Nov.  1994.  [4]  p.  : ill.  (Fact- 
sheet, ISSN  11 98-71 2X  (corr.)).  Issued  also  in 
French  under  title:  Le  cheval  : anatomie  et  phys- 
iologie de  la  reproduction  de  la  jument.  “Agdex 
460/10”. 

Al  247 

Horse  management  : anatomy  and  physiology 
of  reproduction  in  the  stallion  / adapted  by  R. G. 
Wright,  repr.  Nov.  1994.  [4]  p.  : ill.  (Factsheet, 
ISSN  11 98-71 2X  (corn)).  Issued  also  in  French 
under  title:  Le  cheval  : anatomie  et  physiologie  de 
la  reproduction  de  l’étalon.  “Agdex  460/10”. 

Al  248 

Horse  training  and  management,  cl 994. 
44  p.  : ill.,  forms.  Cover  title.  On  cover:  Learn  to 
do  by  doing.  Co-published  by  Ontario  4-H  Coun- 
cil and  Agriculture  and  Agri-Food  Canada. 

ISBN  0-7778-2880-4 

A1249 

Horse  training  and  management  : a guide  for 
leaders  & youth  leaders,  cl 994.  63  p.  : ill., 
forms.  Cover  title.  Co-published  by  Ontario  4-H 
Council  and  Agriculture  and  Agri-Food  Canada. 
Issued  also  in  French  under  title:  Cheval  entre- 
tien et  gestion  : guide  à l’intention  des  chefs  de 
groupe  et  des  jeunes  animateurs. 

ISBN  0-7778-2881-2 


Al  250 

Horse-  training  and  management  : digging 
deeper  : optional  information  for  senior  mem- 
bers. [1995].  10  p.  : ill.,  forms.  Caption  title.  Co- 
published by  Ontario  4-H  Council.  Issued  also  in 
French  under  title:  Pour  aller  au  fond  des  choses. 
ISBN  0-7778-2882-0 

Al  251 

Horticulture  : let’s  landscape  : a guide  for 
leaders  and  youth  leaders.  c1994.  62  p.  : ill., 
forms.  Cover  title.  Co-published  by  Ontario  4-H 
Council  and  Agriculture  and  Agri-Food  Canada. 
Issued  also  in  French  under  title:  Horticulture  : 
l’aménagement  paysager  : guide  à l’intention 
des  chefs  de  groupe  et  des  jeunes  animateurs. 
Includes  bibliographical  references. 

ISBN  0-7778-2869-3 

Al  252 

Horticulture-  let’s  landscape  : digging 
deeper  : optional  information  for  senior  mem- 
bers. [1995].  14  p.  : ill.  Caption  title.  Co-published 
by  Ontario  4-H  Council. 

ISBN  0-7778-2870-7 

A1253 

How  to  form  a co-operative  / Helen  Prinold  and 
Tony  ten  Westeneind.  Feb.  1995.  [4]  p.  (Fact- 
sheet,  ISSN  1198-712X).  (Business  develop- 
ment series).  “Agdex  811”.  Issued  also  in  French 
under  title:  Comment  constituer  une  coopéra- 
tive. Includes  bibliographical  references. 

A1254 

How  to  handle  seepage  from  farm  silos  / 

Stephen  P.  Clarke,  Robert  P.  Stone.  Feb.  1995. 1 
fold,  sheet  ([5]  p.)  : ill.  (Factsheet,  ISSN 
1198-712X).  “Agdex  723”.  Issued  also  in  French 
under  title:  Le  stockage  des  effluents  d’ensilage. 

Al  255 

Huron  County  agricultural  community  con- 
tacts. 6th  ed.  (1995/96).  [11],  8 p.  Annual.  Cover 
title.  Issued  by  the  Ministry,  P.O.  Box  159,  Clinton 
N0M1L0. 

A1256 

Huron  leadership  & community  development 
update.  Issue  8 (Jan.  1995)-issue  14  (Dec. 
1995).  Caption  title.  Issued  by  the  Ministry,  P.O. 
Box  159,  Clinton  NOM  1L0. 

ISSN  1198-7227 

A1257 

Huron  soil  and  crop  messenger.  Jan.  1995.  ill. 
Caption  title. 

A1258 

In  touch.  Summer  1995-winter  1995.  3 no.  ill. 
Caption  title.  “Foodland  Ontario  news”.  Issued 
by  Foodland  Ontario. 

ISSN  1192-1986 
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A1259 

Info  disk  [computer  file].  [1995?].  1 computer 
disk  ; 3 1/2  in.  Title  from  label.  Issued  also  in 
French  under  title:  Info-disque. 

A1260 

Information  for  beginning  part-time  farmers. 

Rev.  c1995.  21  p.  (Publication  ; 61).  Cover  title. 
Issued  also  in  French  under  title:  Renseigne- 
ments à l’intention  des  agriculteurs-débutants  à 
temps  partiel. 

ISBN  0-7778-3857-5 

Al  261 

Integrated  pest  management  : a first  look 

[videorecording].  1994. 1 videocassette  (23  min., 
18  sec.)  : sd.,  col.  “This  program  made  possible 
through  funding  provided  by:  The  Ontario 
Pesticide  Education  Program”.  Issued  by  Ridge- 
town  College  Video  Productions. 

A1262 

Jerusalem  artichoke  / C.J.  Swanton,  A.S. 
Hamill.  Aug.  1994.  [2]  p.  on  1 sheet  : ill.  (Fact- 
sheet,  ISSN  11 98-71 2X).  “Agdex  642”.  Issued 
also  in  French  under  title:  Le  topinambour. 

Al  263 

Kemptville  College.  c1995.  63  p.  : maps.  Cover 
title.  “A  traditional  heritage  with  seventy-eight 
years  of  committed  experience”. 

ISBN  0-7778-3651-3 

A1264 

Know  your  Ontario  apples.  [1994].  1 poster  : 
col.  Issued  by  the  Ministry,  Foodland  Ontario 
Foodservice. 

A1265 

Lambton  County  4-H  news  and  views.  Jan. 
1995-Dec.  1995.  8 no.  Irregular.  Caption  title. 
Title  varies  slightly.  Issued  by  the  Ministry,  P.O. 
Box  730,  Petrolia  NON  1R0. 

A1266 

Lambton  County  rural  organizations  contact 
list.  Mar.  1995.  Issued  by  the  Ministry,  P.O.  Box 
730,  Petrolia  NON  1R0. 

A1267 

Lambton  leadership  letter.  Jan./Feb.  1995- 
Nov./Dec.  1995.  Irregular.  Caption  title. 

ISSN  1194-9007 

A1268 

Lanark  County  notes  on  agriculture. 

Vol.  XXIV,  no.  8 (Jan.  1995)-v.  xxv,  no.  7 (Nov./ 
Dec.  1995).  Cover  title.  “Serving  the  farm  and 
4-H  families  of  Lanark  County”.  Issued  by  the 
Ministry,  10  Sunset  Blvd.,  Perth  K7H  2Y2. 

A1269 

Leadership,  Experience  and  Development 
1996  : January  29  to  March  18, 1996.  [1995?].  1 


fold,  sheet  : 1 form.  Co-published  by  Ontario 
Agricultural  Training  Institute,  Peel  Federation  of 
Agriculture  and  Halton  Federation  of  Agriculture,  j 

A1270 

Leading  edge.  Vol.  4,  no.  1 (Jan./Feb.  1995)-v.  [ 
4,  no.  6 (Nov./Dec.  1995).  ill.  Six  issues  per  year. 
Caption  title.  Co-published  by  Ontario  4-H  Coun- 
cil. Issued  also  in  French  under  title:  Sans  fron- 
tière. 

AI  271 

Leeds  County  agri-news.  Jan.  1995-Dec.  1995. 

10  no.  Cover  title.  Issued  by  the  Ministry,  P.O. 
Box  635,  Brockville  K6V  5V8. 

ISSN  1201-4139 

A1272 

Lennox  & Addington  news  and  views. 

Issue  no.  85  (Jan.  1995)-issue  no.  95  (Dec. 
1995).  Ten  times  yearly.  Caption  title. 

A1273 

Let’s  landscape.  c1994. 50  p.  : ill.,  forms,  1 map. 
Cover  title.  On  cover:  Learn  to  do  by  doing.  Co- 
published by  Ontario  4-H  Council  and  Agricul- 
ture and  Agri-Food  Canada.  Issued  also  in 
French  under  title:  Horticulture  : l’aménagement  l 
paysager.  Includes  bibliographical  references. 
ISBN  0-7778-2868-5 

A1274 

Livestock  medicines  manual.  2nd  ed.  Sept. 
1994.  xviii,  320  p.  : ill.,  forms.  Cover  title.  Co-  < 
published  by  Ontario  Agricultural  Training  i 
Institute.  Issued  also  in  French  under  title:  Man- 
uel des  médicaments  destinés  au  bétail. 

ISBN  0-7778-3541 -X 

Al  275 

Low  fat  products  in  food  preparation  / 

Theresa  Decker.  Rev.  Feb.  1995.  [4]  p.  (Fact-  î; 
sheet,  ISSN  11 98-71 2X).  “Agdex  090”.  Issued  a 
also  in  French  under  title:  Aliments  de  base  • 
pauvres  en  matières  grasses. 

Al  276 

Loyal  to  the  soil,  cl 994.  35  p.  : ill.,  forms.  Cover  $ 
title.  On  cover:  Learn  to  do  by  doing.  Co-  1 
published  by  Ontario  4-H  Council  and  Agricul-  I 
ture  and  Agri-Food  Canada. 

ISBN  0-7778-2877-4 

A1277 

Loyal  to  the  soil  : digging  deeper  : optional  | 
information  for  senior  members.  [1995].  16  p.  : 
ill.,  forms.  Caption  title.  Co-published  by  Ontario 
4-H  Council. 

A1278 

Managing  farm  credit  / R.L.  Morrison  ...  [et  al.]. 
[1995].  12  p.  “This  is  a reprint  of  the  contents  of 
Publication  14  “Farm  Credit  in  Ontario”.  Issued  < 
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also  in  French  under  title:  Le  crédit  agricole  en 
Ontario. 

ISBN  0-7778-3822-2 

Pub.  Ont.  005653  D * Free 

Al  279 

Managing  issues  : a guide  for  leaders  of  rural 
organizations /Chéri  Vasey,  Lera  Ryan,  Chuck 
Bokor.  repr.  Feb.  1995.  [4]  p.  (Factsheet,  ISSN 
1198-712X).  “Agdex  057”.  Issued  also  in  French 
under  title:  Comment  aborder  les  problèmes  : 
guide  à l’intention  des  responsables  d’organisa- 
tions rurales. 

A1280 

Maple  syrup  : general.  c1995.  26  p.  : ill.,  forms. 
Cover  title.  Co-published  by  Ontario  4-H  Council 
and  Agriculture  and  Agri-Food  Canada.  Issued 
also  in  French  under  title:  Le  sirop  d’érable  : 
niveau  de  base. 

ISBN  0-7778-3797-8 

A1281 

Maple  syrup  general  level  : guide  for  leaders 
and  youth  leaders.  c1995.  65  p.  : ill.,  forms. 
Cover  title.  On  cover:  Learn  to  do  by  doing.  Co- 
published by  Ontario  4-H  Council  and  Agricul- 
ture and  Agri-Food  Canada.  Issued  also  in 
French  under  title:  Le  sirop  d’érable  niveau  de 
base  : guide  à l’intention  des  chefs  de  groupe  et 
des  jeunes  animateurs.  Includes  bibliographical 
references. 

ISBN  0-7778-3798-6 

Al  282 

Maple  syrup  recipe  booklet,  cl 995. 18  p.  Cap- 
tion title.  Co-published  by  Ontario  4-H  Council. 
Issued  also  in  French  under  title:  Le  sirop 
d’érable  : livre  des  recettes. 

ISBN  0-7778-3866-4 

Al  283 

Marketing  notes.  [Jan.  1995]-no.  2 [June  1995]. 
Previously  issued  by  Ministry  of  Agriculture  and 
Food.  Irregular.  Caption  title.  Issued  by  the  Min- 
istry, P.O.  Box  8000,  Vineland  Station  LOR  2E0. 

A1284 

Master  gardener  alert.  Vol.  11,  no.  1 (Jan. 
1995)-v.  11,  no.  3 (summer  1995).  ill.  Caption  title. 
Issued  by  the  Ministry,  Guelph  Agriculture  Cen- 
tre, P.O.  Box  1030,  Guelph  NIH  6N1. 

A1285 

Minimum  distance  separation  I (MDS  I). 

cl 995.  8 p.  : forms.  Cover  title.  “Replaces  the 
Minimum  Distance  Formula  I in  the  Agricultural 
Code  of  Practice,  1976”.  Co-published  by  Minis- 
try of  Environment  and  Energy. 

ISBN  0-7778-4027-8  (corr.) 

Pub.  Ont.  001906  D * Free 


A1286 

Minimum  distance  separation  II  (MDS  II). 

c1995.  8 p.  : ill.,  forms.  Cover  title.  “Replaces  the 
Minimum  Distance  Formula  II  in  the  Agricultural 
Code  of  Practice,  1976”.  Co-published  by  Minis- 
try of  Environment  and  Energy. 

ISBN  0-7778-4028-6 

Pub.  Ont.  001907  D * Free 

A1287 

Muck  crop  news.  Issue  1-95  (Jan.  1995)- 
issue  6-95  (Nov.  1995).  Irregular.  Caption  title. 
ISSN  0833-4455 

A1288 

Muck  vegetable  cultivar  trials  and  research 
reports  / M.R.  McDonald,  S.  Janse,  C.  Bradley- 
MacMillan.  1994.  77  p.  (Research  report  ; #44). 
Caption  title:  Research  and  cultivar  trial  report. 
Cover  title.  Chiefly  tables.  Previously  issued  by 
Ministry  of  Agriculture  and  Food.  Issued  by  Muck 
Research  Station,  Horticultural  Research 
Institute  of  Ontario. 

A1289 

Muskoka/Parry  Sound  agrigram.  No.  1 (Jan. 
1995)-no.  9 (Dec.  1995).  ill.  Caption  title.  Issued 
by  the  Ministry,  P.O.  Box  130,  Huntsville  P0A  1K0. 

A1290 

Nectarines  (Prunus  persica  var.  nectarina). 

1995.  2 p.  on  1 sheet.  (Foodland  Ontario  fact 
sheet). 

A1291 

Niagara  agricultural  organizations  directory. 

1995. 11  p.  Annual.  Cover  title. 

A1292 

Niagara  agricultural  training.  1995/96  winter 
programs.  Cover  title.  Title  varies.  Co-published 
by  Ontario  Agricultural  Training  Institute. 

ISSN  1195-0420 

A1293 

Niagara  beef  news.  Mar.  1995.  Caption  title. 
Issued  by  the  Ministry,  726  Canboro  Rd.,  Fen- 
wick LOS  ICO. 

ISSN  1195-0439 

A1294 

Niagara  pork  news.  Jan.  1995-Nov.  1995.  4 no. 
Caption  title.  Issued  by  the  Ministry,  726  Can- 
boro Rd.,  Fenwick  LOS  ICO. 

A1295 

Niagara  Tender  Fruit  Lands  Program,  cl 995. 
10  p.  : 1 map.  Cover  title.  Co-published  by 
Niagara  Regional  Municipality.  Issued  also  in 
French  under  title:  Programme  des  terres 
affectées  à la  culture  des  fruits  tendres  dans  la 
région  du  Niagara. 

ISBN  0-7778-3763-3 
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A1296 

Niagara  update  : information  for  fruit  and  vege- 
table growers.  Feb.  1995-Oct.  1995.  5 no.  Capti- 
on title.  Issued  by  the  Ministry,  Vineland  Station 
LOR  2E0. 

A1297 

Norfolk  agri-notes.  Jan.  4, 1995-Dec.  28, 1995. 
Weekly.  Caption  title.  Published  by  the  Ministry, 
P.O.  Box  587,  Simcoe  N3Y  4N5. 

A1298 

North  west  link  : Thunder  Bay,  Rainy  River, 
Kenora  districts.  Issue  4 (Apr.  1995)-issue  12 
(Dec.  1995).  Continues:  Northwest  region  agri- 
rural  newsletter  : Thunder  Bay,  Rainy  River, 
Kenora  districts.  Caption  title. 

A1299 

Northwest  region  agri-rural  newsletter  : 
Thunder  Bay,  Rainy  River,  Kenora  districts. 

Issue  1 (Jan.  1995)-issue  3 (Mar.  1995).  Caption 
title.  Merger  of:  Thunder  Bay  agri-news,  and  of: 
Rainy  River/Kenora  districts  agri  newsletter. 
Continued  by:  North  west  link  : Thunder  Bay, 
Rainy  River,  Kenora  districts. 

A1300 

Nutrient  management  worksheet  for 
manure/ Don  Hilborn,  Chris  Brown.  May  1995. 1 
fold,  sheet  (6  p.)  : forms.  (Publication  ; 538). 
“Agdex  538/743”.  Issued  also  in  French  under 
title:  Fiche  de  travail  pour  la  gestion  des  élé- 
ments fertilisants  du  fumier. 

Al  301 

On  the  farm  front.  Issue  #5  [i.e.  1]  (Jan.  5, 
1995)-issue  #51  (Dec.  27,  1995).  Weekly.  Cap- 
tion title.  Issued  by  the  Ministry,  61  Talbot  St.  E., 
Cayuga  NOA  1E0. 

A1302 

Onions  (Allium  cepa).  1995.  2 p.  on  1 sheet. 
(Foodland  Ontario  fact  sheet). 

A1303 

Ontario  Agri-Food  Co-operative  Conference  : 

the  Ambassador  Hotel  & Convention  Centre,  Fri- 
day, December  1, 1995,  7:45  AM-4:00  PM,  King- 
ston, Ontario.  [1995?].  3 p.  : 1 form.  Caption  title. 
Issued  also  in  French  under  title:  Conférence  sur 
les  coopératives  agro-alimentaires. 

Al  304 

Ontario  Agricultural  Museum,  Milton, 
Ontario,  Canada  = Musée  agricole  de  l’Ontario, 
Milton,  Ontario,  Canada.  [1995?].  1 fold,  sheet  : 
col.  ill.,  1 map. 

Al  305 

Ontario  Agricultural  Museum,  Milton,  Ontario  : 
site  map.  [1994?].  1 fold,  sheet  : ill.,  1 map. 


AI  306 

Ontario  Agricultural  Museum  special  events. 

1995.  [2]  p.  on  1 sheet.  Text  in  English  and 
French  with  French  text  on  verso.  Title  on  verso: 
Musée  agricole  de  l’Ontario,  événements  spé- 
ciaux. Issued  also  in  unilingual  English  edition. 

Al  307 

Ontario  Agricultural  Museum  special  events. 

1995.  1 sheet.  Issued  also  in  bilingual  English  j 
and  French  edition. 

A1308 

Ontario  broccoli  and  cauliflower.  [1995?]. 

[2]  p.  on  1 sheet.  Issued  by  Foodland  Ontario. 

A1309 

The  Ontario  Farm  Business  Management 
Conference  : February  29  and  March  1, 1996  at 
the  Delta  Meadowvale  Resort  and  Conference 
Centre  in  Mississauga.  [1995?].  [3]  p.  : 1 form. 
Cover  title.  At  head  of  title:  Gearing  up  for 
success  : planning  for  2000  and  beyond.  Co- 
published by  Ontario  Agricultural  Training 
Institute  and  Agriculture  and  Agri-Food  Canada. 

A1310 

Ontario  Farm  Management  Analysis  Project. 

1994.  i,  68  p.  : ill.  Annual.  (Publication  ; 69). 
Cover  title.  Chiefly  tables.  Issued  also  in  French 
under  title:  Programme  d’analyse  de  la  gestion  i 
agricole  en  Ontario. 

ISSN  0828-8542 

Al  311 

Ontario  food  fare.  Winter  issue  (1995)-special 
issue  (1995).  5 no.  ill.  Quarterly.  Cover  title. 

ISSN  1187-0753 

AI  31 2 

Ontario  food  industry  : trade  & investment 
partners  program,  cl 995.  [2]  p.  Cover  title.  I 
Issued  also  in  French  under  title:  Industrie  de  I 
l’alimentation  en  Ontario  : le  programme  de  par-  * 
tenariat  pour  le  commerce  et  l’investissement  4 
dans  l’industrie  alimentaire. 

ISBN  0-7778-4108-8 

Al  31 3 

Ontario  food  processing  industry  : strategy 
for  success,  cl  995.  21  p.  : ill.  Cover  title.  Issued  $ 
also  in  French  under  title:  L’industrie  de  transfor-  i 
mation  des  aliments  de  l’Ontario  : la  stratégie  du 
succès. 

ISBN  0-7778-3738-2 
A1314 

Ontario  food  processor  training.  Issue  no.  1 
(July  1995)-issue  no.  3 (winter  1995).  ill. 

ISSN  1203-1097 
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A1315 

Ontario  hybrid  corn  performance  trials.  1995. 
Previously  issued  by  Ministry  of  Agriculture  and 
Food.  1 sheet  (fold.)  : 1 map.  “Conducted  by  the 
Ontario  Corn  Committee”. 

A1316 

The  Ontario  master  gardener  program  annual 
report  / Kathy  Young.  1994.  29  p.  Cover  title. 

A1317 

Ontario  peaches.  [1995?].  [2]  p.  on  1 sheet. 
Issued  by  Foodland  Ontario. 

A1318 

Ontario  sheep  improvement  programs 
annual  report.  1994.  25  p. 

ISSN  1195-0684 

A1319 

Ontario  soybean  variety  trials.  1995.  1 sheet 
(fold.).  Annual.  “Conducted  in  1992-94  by  the 
Ontario  Oil  & Protein  Seed  Crop  Committee”.  Pre- 
viously issued  by  Ministry  of  Agriculture  and  Food. 

A1320 

Ontario  swine  research  review.  1995.  75  p.  : ill. 
Annual.  (Publ.  ; no.  0295).  Cover  title.  Previously 
issued  by  Ministry  of  Agriculture  and  Food. 

A1321 

Ontario’s  agriculture  and  food  industry  / Jo 

Anne  Sweeting.  Feb.  1995.  [4]  p.  : ill.  (Factsheet, 
ISSN  1198-712X).  “Agdex  010”.  Issued  also  in 
French  under  title:  Le  secteur  agro-alimentaire 
en  Ontario. 

Al  322 

Open  up  to  fresh  taste!  [1995].  1 fold,  sheet  : 
col.  ill.  Co-published  by  Ontario  Chicken  Pro- 
ducers’ Marketing  Board.  Issued  by  Foodland 
Ontario. 

A1323 

Organic  Agriculture.  1995  conference  proce- 
edings. 29,  [2]  p.  : ill.  On  cover:  Growing  the 
network.  Cover  title.  Previously  issued  by  Minis- 
try of  Agriculture  and  Food. 

A1324 

Organizations  assessing  their  needs  / Don 

Cameron,  Susan  Humphries,  Doug  Pletsch. 
repr.  Feb.  1995.  [2]  p.  on  1 sheet  : 1 form.  (Fact- 
sheet,  ISSN  1198-712X).  Issued  also  in  French 
under  title:  L’auto-évaluation  des  besoins  des 
organisations.  “Agdex  057”.  Includes  biblio- 
graphical references. 

Al  325 

Origin  and  grade  requirements  of  retail  store 
signs  and  media  advertising.  Mar.  1995. 
[18]  p.  : ill.  Cover  title.  “Foodland  Ontario”. 


A1326 

Outdoors  : our  great  outdoors  : a guide  for 
leaders  and  youth  leaders,  cl 995.  57,  [3]  p.  : 

ill.,  forms.  Cover  title.  Co-published  by  Ontario 
4-H  Council  and  Agriculture  and  Agri-Food  Can- 
ada. Issued  also  in  French  under  title:  Plein  air  : 
joies  du  plein  air  chez  nous  : guide  à l’intention 
des  chefs  de  groupe  et  des  jeunes  animateurs. 
Includes  bibliographical  references. 

ISBN  0-7778-3647-5  ’ 

Al  327 

Paying  wages  to  family  members  / Ralph 
Winslade  and  Bev  Rawn.  Feb.  1995.  [4]  p.  (Fact- 
sheet,  ISSN  1198-712X  (corr.)).  “Agdex  057/ 
800”.  Revision  of  Factsheet  Paying  wages  to 
farm  employees  and  family  members,  1989. 
Issued  also  in  French  under  title:  Rémunération 
salariale  de  la  famille  de  l’exploitant. 

Al  328 

PDR  notes.  Issue  #121  (Jan.  3,  1995)- 
issue  #132  (Dec.  1995).  Monthly.  Caption  title. 
“Processing,  distribution  and  retailing  news- 
letter”. 

Al  329 

Peaches  (Prunus  persica).  1995.  2 p.  on  1 
sheet.  (Foodland  Ontario  fact  sheet). 

Al  330 

Pears  (Pyrus  communis).  1995. 2 p.  on  1 sheet. 
(Foodland  Ontario  fact  sheet). 

Al  331 

Pick  your  own  : a guide  to  fruit  and  vegetable 
farms,  farmers’  markets.  [1995],  72  p.  : ill., 
maps.  Cover  title.  Title  varies  slightly.  “Foodland 
Ontario”.  “Money  saving  coupons  inside”. 
Issued  also  in  French  under  title:  Votre  propre 
cueillette  : des  fermes  de  fruits  et  légumes,  des 
marchés  agricoles. 

ISSN  0840-4054 

Pub.  Ont.  001932  Out-of-print 

Al  332 

The  pipeline.  Jan.  1995-Nov.  1995.  4 no.  ill. 
Caption  title.  “Newsletter  sponsored  by  Niagara 
dairy  groups”.  Issued  by  the  Ministry,  726  Can- 
boro  Rd.,  Fenwick  LOS  ICO. 

A1333 

Plums  (Prunus  species).  1995.  2 p.  on  1 sheet. 
(Foodland  Ontario  fact  sheet). 

A1334 

Pomiculture.  Issue  #1/95  (Mar.  1995)-May 
1995.  2 no.  ill.  Caption  title.  “Central-Ontario’s 
tree  fruit  newsletter”.  Continued  by:  Tree-fruit 
news  & views.  Issued  by  the  Ministry,  60  Van- 
Edward  Dr.,  Unit  1,  Port  Perry  L9L  1G3. 
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A1335 

Pork  news  & views.  Jan./Feb.  1995-Nov./Dec. 
1995.  Bimonthly.  Cover  title. 

A1336 

Potatoes  (Solanum  tuberosum).  1995.  2 p.  on 
1 sheet.  (Foodland  Ontario  fact  sheet). 

A1337 

Poultry  housing  and  management.  c1994. 
28  p.  : ill.,  forms.  Cover  title.  On  cover:  Learn  to 
do  by  doing.  Co-published  by  Ontario  4-H  Coun- 
cil and  Agriculture  and  Agri-Food  Canada. 

ISBN  0-7778-2886-3 

A1338 

Poultry  - housing  and  management  : optional 
information  for  senior  members.  [1995?].  8 p.  : ill. 
Caption  title. 

ISBN  0-7778-2888-X 

A1339 

Poultry  housing  and  management  : a guide 
for  leaders  and  youth  leaders,  cl 994.  41  p.  : 
forms.  Cover  title.  Co-published  by  Ontario  4-H 
Council  and  Agriculture  and  Agri-Food  Canada. 
ISBN  0-7778-2887-1 

A1340 

The  power  of  produce.  c1995.  61  p.  : ill.  (some 
col.),  forms.  Cover  title.  Co-published  by  Ontario 
4-H  Council  and  Agriculture  and  Agri-Food  Can- 
ada. Issued  also  in  French  under  title:  Les  fruits 
et  les  légumes. 

ISBN  0-7778-4362-5 

Al  341 

The  power  of  produce  : a guide  for  leaders 
and  youth  leaders.  c1995.  64  p.  : ill.,  forms. 
Cover  title.  Co-published  by  Ontario  4-H  Council 
and  Agriculture  and  Agri-Food  Canada.  Issued 
also  in  French  under  title:  Les  fruits  et  les 
légumes  et  leurs  facultés  : guide  pour  chef  de 
groupe  et  jeune  animateur. 

ISBN  0-7778-4363-3 

Al  342 

The  power  of  produce  : digging  deeper,  cl 995. 
26  p.  : ill.  Cover  title.  Co-published  by  Ontario  4-H 
Council  and  Agriculture  and  Agri-Food  Canada. 
Issued  also  in  French  under  title:  Les  fruits  et  les 
légumes  : pour  aller  au  fond  des  choses. 

ISBN  0-7778-4364-1 

Al  343 

Preserving  Ontario’s  harvest  : jams  & jellies, 
canning,  preserves.  [1995].  64  p.  : ill.  Cover  title. 
“Foodland  Ontario”.  Issued  also  in  French  under 
title:  Conservons  les  bons  produits  de  l’Ontario. 

Al  344 

Problem  solving  /Judy  Taggart  and  Tricia  Reid. 
July  1994.  [3]  p.  (Factsheet,  ISSN  1198-712X 


(corr.)).  “Agdex  057”.  Issued  also  in  French 
under  title:  La  résolution  de  problèmes.  Includes 
bibliographical  references. 

A1345 

Proceedings  of  the  annual  North  Eastern 
Ontario  Agricultural  Conference.  29th,  Feb. 
24-25,  1995,  New  Liskeard  Agricultural 

Research  Station,  ii,  39  p.  : ill.  Cover  title.  Co- 
published by  New  Liskeard  Agricultural 
Research  Station.  Previously  issued  by  Ministry 
of  Agriculture  and  Food. 

ISSN  1198-063X 

A1346 

Production  recommendations  for  nursery 
and  landscape  plants.  Dec.  1994.  63  p. 
(Publication  ; 383).  Cover  title.  Previously  issued 
by  Ministry  of  Agriculture  and  Food.  Includes 
bibliographical  references. 

ISSN  1183-1979 

Pub.  Ont.  005637  D * Free 

A1347 

Protect  your  family  by  protecting  your  well 
head.  Mar.  1995.  [4]  p.  : col.  ill.  Caption  title.  Co- 
published by  Ontario  Soil  and  Crop  Improve- 
ment Association  and  by  Agriculture  and  Agri- 
Food  Canada. 

A1348 

Quick  access  guide  to  FBMInet-ON  / Al  de 

Jong.  1995.  4 p.  : ill.  Caption  title.  “Farm  busi- 
ness management”.  “FBMInet-ON  is  a computer 
bulletin  board  that  contains  farm  business  man- 
agement information”. 

A1349 

Quinte  berry  and  vegetable  newsletter.  BVN 

#1-95  (Jan.  1995)-BVN  #3-95  (May  1995).  ill. 
Irregular.  Caption  title.  “An  information  news- 
letter for  small  fruit  and  vegetable  growers  in 
eastern  & east-central  Ontario”.  Continued  by: 
Quinte  small  fruit  & vegetable  newsletter. 

ISSN  1188-5394 

A1350 

Quinte  small  fruit  & vegetable  newsletter. 

Vol.  1,  issue  1 (Aug.  1995)-issue  3 (Dec.  1995). 
Continues:  Quinte  berry  and  vegetable  news- 
letter. ill.  Irregular.  Caption  title. 

A1351 

Quinte  tree  fruit  newsletter.  TF#  1-95  (Feb. 
1995)-issue  #3  (Dec.  1995).  5 no.  ill.  Irregular. 
Caption  title. 

A1352 

Rabbit  housing  and  health.  [Rev.].  c1994. 
54  p.  : ill.,  forms.  Cover  title.  On  cover:  Learn  to 
do  by  doing.  Co-published  by  Ontario  4-H  Coun- 
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cil  and  by  Agriculture  and  Agri-Food  Canada. 
Includes  bibliographical  references. 

ISBN  0-7778-2889-8 

A1353 

Rabbit  housing  and  health  : a guide  for  lead- 
ers & youth  leaders.  [1995].  64  p.  : ill.,  forms. 
Cover  title.  Co-published  by  Ontario  4-H  Council 
and  Agriculture  and  Agri-Food  Canada. 

A1354 

Rabbit  housing  and  health  : digging  deeper  : 

optional  information  for  senior  members.  [1995]. 
8 p.  : ill.  Caption  title.  Co-published  by  Ontario 
4-H  Council. 

ISBN  0-7778-2891 -X 

A1355 

Recipes  for  winter  comfort.  [1994?].  16  p.  : ill. 
(some  col.).  Cover  title.  At  head  of  title:  The  best 
to  you  from  your  neighbours.  Back  cover  folds 
out.  Issued  also  in  French  under  title:  Recettes 
réconfortantes  pour  l’hiver.  Issued  by  Foodland 
Ontario. 

A1356 

Recommendations  for  turfgrass  manage- 
ment. Dec.  1994.  36,  [2]  p.  : forms.  (Publication  ; 
384).  Cover  title.  Issued  also  in  French  under  title: 
Recommandations  pour  la  gestion  des  pelouses. 
Previously  issued  by  Ministry  of  Agriculture  and 
Food.  Includes  bibliographical  references. 

ISSN  1183-2266 

Pub.  Ont.  005635  D * Free 

A1357 

Recycling  farm  plastic  films  / Stephen  Clarke. 
Feb.  1995.  [4]  p.  : ill.  (Factsheet,  ISSN  1198- 
712X).  “Agdex  120/732”.  Issued  also  in  French 
under  title:  Le  recyclage  des  films  plastiques  util- 
isés sur  la  ferme. 

Al  358 

Renfrew  County  farm  news.  Feb./Mar.  1995- 
Oct./Nov.  1995.  5 no.  Irregular.  Cover  title. 
Includes:  4-H  news. 

ISSN  0706-7755 

A1359 

Rhizoctonia  disease  of  ginseng  / Richard  D. 
Reeleder,  Pam  Fisher.  Feb.  1995.  [2]  p.  on  1 
sheet  : col.  ill.  (Factsheet,  ISSN  1198-712X). 
“Agdex  260/638”.  Issued  also  in  French  under 
title:  La  rhizoctonie  du  ginseng. 

AI  360 

Ridgetown  College  : advanced  programs 
with  an  emphasis  on  applied  learning.  1994. 
40  p.  : col.  ill.,  maps.  Cover  title. 

A1361 

The  root  ‘n  ear.  Feb.  1995-Dec.  1995.  8 no. 
Caption  title.  “Haldimand  and  Niagara  region 


soil  and  crop  newsletter”.  Issued  by  the  Ministry, 
726  Canboro  Rd.,  Fenwick  LOS  ICO. 

ISSN  1195-0463 

A1362 

Rural  Ontario-  action  : a rural  economic 
development  conference  : March  1 and  2, 
1995,  Holiday  Inn,  Peterborough,  Ontario. 
[1995?].  1 fold,  sheet.  Issued  also  in  French 
under  title:  Ontario  rural- à l’action!  : un  colloque 
sur  le  développement  économique  rural. 

Al  363 

Safety  and  farm  machinery  : safety  and 
tillage  equipment  : a guide  for  leaders  and 
youth  leaders.  c1994.  45  p.  : ill.,  forms.  Cover 
title.  Co-published  by  Ontario  4-H  Council  and 
Agriculture  and  Agri-Food  Canada. 

ISBN  0-7778-2902-9 

A1364 

Safety  and  tillage  equipment.  c1994. 42  p.  : ill., 
forms.  Cover  title.  On  cover:  Learn  to  do  by 
doing.  Co-published  by  Ontario  4-H  Council  and 
Agriculture  and  Agri-Food  Canada. 

ISBN  0-7778-2901-0 

A1365 

Safety  first  in  and  around  the  home.  c1994. 

37  p.  : ill.,  forms.  Cover  title.  On  cover:  Learn  to 
do  by  doing.  Co-published  by  Ontario  4-H  Coun- 
cil and  Agriculture  and  Agri-Food  Canada. 
Issued  also  in  French  under  title:  Sécurité  : la 
sécurité  en  premier  lieu,  à la  maison  et  à 
l’extérieur. 

ISBN  0-7778-2903-7 
Al  366 

Safety-  in  and  around  the  home  : digging 
deeper  : optional  information  for  senior  mem- 
bers. [1995].  15  p.  : ill.  Caption  title.  Co-published 
by  Ontario  4-H  Council. 

ISBN  0-7778-2905-3 

A1367 

Sheep  housing  and  management.  c1994. 

38  p.  : ill.,  forms.  Cover  title.  On  cover:  Learn  to 
do  by  doing.  Co-published  by  Ontario  4-H  Coun- 
cil and  Agriculture  and  Agri-Food  Canada. 

ISBN  0-7778-2898-7 

A1368 

Sheep-  housing  and  management  : digging 
deeper  : optional  information  for  senior  mem- 
bers. [1995].  8 p.  : ill.  Caption  title.  Co-published 
by  Ontario  4-H  Council. 

ISBN  0-7778-2900-2 

A1369 

Sheep  housing  and  management  : leaders’ 
guide  : a guide  for  leaders  and  youth  leaders. 

c1994.  37,  [1]  p.  : ill.,  forms.  Cover  title.  Co- 
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published  by  Ontario  4-H  Council  and  Agricul- 
ture and  Agri-Food  Canada. 

ISBN  0-7778-2899-5 

A1370 

Southwest  Agricultural  Conference  : Ridge- 
town  College,  Ridgetown,  Ontario.  3rd  annual 
(Jan.  4 & 5,  1996).  1 fold,  sheet.  : ill.,  ports.,  1 
map.  At  head  of  title:  “Bushels,  bucks  & bragging 
rights”.  “A  project  of  the  Southwest  Soil  and 
Crop  Improvement  Association”. 

A1371 

Southwest  Agricultural  Conference  : con- 
ference workbook.  Jan.  5-6, 1995.  87  p.  : ports. 
“Ridgetown  College”.  “A  project  of  the  South- 
west Soil  and  Crop  Improvement  Association”. 

A1372 

Southwestern  Ontario  Pork  Conference.  33rd 
(Feb.  24,  1995).  1 fold,  sheet  : forms. 

A1373 

Splints  and  fractures  of  the  splint  bone  in 
horses  / prepared  by  the  University  of 
Missouri  ...  appended  to  by  R.G.  Wright,  repr. 
Nov.  1994.  [2]  p.  on  1 sheet  : ill.  (Factsheet,  ISSN 
1198-712X).  “Agdex  460/663”. 

A1374 

Storage  of  liquid  manure  / Donald  Hilborn. 
Feb.  1995.  [4]  p.  : ill.  (Factsheet,  ISSN 
1198-712X).  “Agdex  721”.  Replaces  Factsheet, 
Feb.  1985.  Issued  also  in  French  under  title: 
Stockage  du  lisier. 

AI  375 

Strategic  planning  / Peter  Fleming,  repr.  Feb. 
1995.  [4]  p.  : ill.  (Factsheet,  ISSN  1198-712X). 
“Agdex  057”.  Issued  also  in  French  under  title: 
Planification  stratégique. 

Al  376 

Suppliers  of  Ontario  strawberries.  1995. 
[21]  p.  : maps.  Cover  title.  Previously  issued  by 
Ministry  of  Agriculture  and  Food. 

A1377 

Sweet  corn  (Zea  mays).  1995.  2 p.  on  1 sheet. 
(Foodland  Ontario  fact  sheet). 

A1378 

Swine  housing  and  management.  c1994. 
35  p.  : ill.,  forms.  Cover  title.  On  cover:  Learn  to 
do  by  doing.  Co-published  by  Ontario  4-H  Coun- 
cil and  Agriculture  and  Agri-Food  Canada. 

ISBN  0-7778-2895-2 

A1379 

Swine  housing  and  management  : a guide  for 
leaders  and  youth  leaders,  cl 994.  43,  [1]  p.  : 

forms.  Cover  title.  Co-published  by  Ontario  4-H 
Council  and  Agriculture  and  Agri-Food  Canada. 
ISBN  0-7778-2896-0 


A1380 

Swine-  housing  and  management  : digging 
deeper  : optional  information  for  senior  mem- 
bers. [1995].  7 p.  : ill.  Caption  title.  Co-published 
by  Ontario  4-H  Council. 

ISBN  0-7778-2897-9 

A1381 

Take  care  with  your  frozen  foods.  Feb.  1995. 
[4]  p.  (Factsheet,  ISSN  11 98-71 2X).  “Agdex 
090”.  Issued  also  in  French  under  title:  Précau- 
tions à prendre  avec  les  aliments  congelés. 

Al  382 

Tips  for  workshop  leaders  / Chuck  Bokor.  repr. 
Feb.  1995.  [2]  p.  on  1 sheet  : ill.  (Factsheet,  ISSN 
1198-712X).  “Agdex  057”.  Issued  also  in  French 
under  title:  Conseils  aux  personnes  qui  dirigent 
des  ateliers.  Includes  bibliographical  references. 

Al  383 

Tobacco  production  recommendations.  1995/ 
96.  40  p.  Annual.  (Publication  ; 298).  Cover  title. 
Agdex  181 . Previously  issued  by  Ministry  of  Agri- 
culture and  Food.  Issued  also  in  French  under 
title:  Recommandations  pour  la  production  du 
tabac. 

Al  384 

Today’s  way  to  grow  : Canada-Ontario  Agri- 
culture Green  Plan.  [1994?].  1 fold,  sheet  : col. 
ill.  Co-published  by  Agriculture  and  Agri-Food 
Canada.  Issued  also  in  French  under  title:  La 
voie  de  l’avenir  : Plan  vert  Canada-Ontario  en 
agriculture. 

Al  385 

Troubleshooting  cold  storage  problems  / by 

Hugh  W.  Fraser.  Oct.  1994.  [4]  p : ill.  (Factsheet, 
ISSN  1198-712X).  “Agdex  202/732”.  Issued  also 
in  French  under  title:  Diagnostic  d’anomalies 
dans  les  entrepôts  frigorifiques. 

Al  386 

Ungraded  lumber  in  farm  buildings  / 

J.  Johnson.  Dec.  1994.  [2]  p.  on  1 sheet.  (Fact- 
sheet,  ISSN  1198-712X).  “Agdex  714”.  Issued 
also  in  French  under  title:  Sciages  non  classés 
dans  la  construction  des  bâtiments  agricoles. 

Al  387 

Vegetable  matter.  Vol.  7,  #1  (Feb.  1995)-v.  7,  #4 
(Oct.  1995).  Caption  title.  “Prepared  and  edited 
by:  Jody  M.  Bodnar”.  Issued  by  Horticulture 
Research  Station,  Box  587,  Simcoe  N3Y  4N5. 

A1388 

[Vegetable  production  recommendations]. 

1995  suppl.  to  1994/95  ed.  [2]  p.  on  1 sheet. 
(Publication  ; 363).  Issued  also  in  French  under 
title:  Recommandations  pour  les  cultures 
légumières. 

ISSN  0701-5348 
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A1389 

Veterinary  muscles  and  bones,  cl 994.  33  p.  : 
ill.,  forms.  Cover  title.  On  cover:  Learn  to  do  by 
doing.  Co-published  by  Ontario  4-H  Council  and 
Agriculture  and  Agri-Food  Canada. 

ISBN  0-7778-2912-6 

A1390 

Veterinary  muscles  and  bones  : a guide  for 
leaders  and  youth  leaders.  c1994.  28,  [2]  p.  : ill., 
forms.  Cover  title.  Co-published  by  Ontario  4-H 
Council  and  Agriculture  and  Agri-Food  Canada. 
ISBN  0-7778-2913-4 

A1391 

Waterloo  rural  community  development  up- 
date. Jan.  1995-Nov./Dec.  1995.  8 no.  Caption 
title. 

ISSN  1198-5968 
A1392 

Wearable  art  : anything  goes!  c1994.  4 p.  : ill. 
Caption  title.  Co-published  by  Ontario  4-H  Coun- 
cil and  Agriculture  and  Agri-Food  Canada. 
Issued  also  in  French  under  title:  L’art  portable  : 
tout  est  acceptable. 

ISBN  0-7778-31 04-X 

A1393 

Wearable  art  : beads,  cl 994.  4 p.  : ill.  Caption 
title.  Co-published  by  Ontario  4-H  Council  and 
Agriculture  and  Agri-Food  Canada.  Issued  also 
in  French  under  title:  L’art  portable  : perles. 
ISBN  0-7778-3103-1 

A1394 

Wearable  art  : fabric,  cl 994.  4 p.  : ill.  Caption 
title.  Co-published  by  Ontario  4-H  Council  and 
Agriculture  and  Agri-Food  Canada.  Issued  also 
in  French  under  title:  L’art  portable  : les  étoffes. 
ISBN  0-7778-3109-0 

AI  395 

Wearable  art  : fabric  dyes,  cl 994.  4 p.  : ill. 
Caption  title.  Co-published  by  Ontario  4-H  Coun- 
cil and  Agriculture  and  Agri-Food  Canada. 
Issued  also  in  French  under  title:  L’art  portable  : 
la  teinture. 

ISBN  0-7778-3105-8 

A1396 

Wearable  art  : leaders’  guide.  [1994?].  51  p.  : 
ill.,  forms.  Cover  title.  Co-published  by  Ontario 
4-H  Council  and  Agriculture  and  Agri-Food  Can- 
ada. Issued  also  in  French  under  title:  L’art 
portable  : manuel  des  chefs  de  groupe.  Includes 
bibliographical  references. 

ISBN  0-7778-3113-9 

A1397 

Wearable  art  : leather,  cl 994.  4 p.  : ill.  Caption 
title.  Co-published  by  Ontario  4-H  Council  and 


Agriculture  and  Agri-Food  Canada.  Issued  also 
in  French  under  title:  L’art  portable  : le  cuir. 
ISBN  0-7778-3106-6 

AI  398 

Wearable  art  : metal,  cl 994.  4 p.  : ill.  Caption 
title.  Co-published  by  Ontario  4-H  Council  and 
Agriculture  and  Agri-Food  Canada.  Issued  also 
in  French  under  title:  L’art  portable  : le  métal. 
ISBN  0-7778-3107-4 

AI  399 

Wearable  art  : paint.  c1994.  4 p.  : ill.  Caption 
title.  Co-published  by  Ontario  4-H  Council  and 
Agriculture  and  Agri-Food  Canada.  Issued  also 
in  French  under  title:  L’art  portable  : la  peinture. 
ISBN  0-7778-3110-4 

A1400 

Wearable  art  : paper,  cl 994.  4 p.  : ill.  Caption 
titie.  Co-published  by  Ontario  4-H  Council  and 
Agriculture  and  Agri-Food  Canada.  Issued  also 
in  French  under  title:  L’art  portable  : le  papier. 
ISBN  0-7778-3111-2 

A1401 

Wearable  art  : threads,  cl 994.  4 p.  : ill.  Caption 
title.  Co-published  by  Ontario  4-H  Council  and 
Agriculture  and  Agri-Food  Canada.  Issued  also 
in  French  under  title:  L’art  portable  : les  fils. 
ISBN  0-7778-3108-2 

A1402 

Wearable  art  : welcome.  c1994.  4 p.  : ill.,  forms. 
Caption  title.  Co-published  by  Ontario  4-H  Coun- 
cil and  Agriculture  and  Agri-Food  Canada. 
Issued  also  in  French  under  title:  L’art  portable  : 
bienvenue. 

ISBN  0-7778-3112-0 

A1403 

Weed  control  in  lawns  and  gardens  / J.F.  Alex 
and  J.C.  Hall.  Rev.  c1995.  55  p.  : ill.  (Publication  ; 
529).  Cover  title  varies  slightly.  “Agdex  646”. 
Issued  also  in  French  under  title:  La  lutte  contre 
les  mauvaises  herbes  dans  les  pelouses  et  les 
jardins. 

Al  404 

Well  Repair  Adviser  computer  program  / by 

Colleen  Tiffin  and  Ron  Fleming.  Oct.  1995.  1 
sheet.  (Water  facts  : notes  about  water  quality 
and  agriculture  ; no.  95-01).  Includes  biblio- 
graphical references.  Issued  by  Ridgetown  Col- 
lege, Water  Quality  Research  Program. 

A1405 

Wellington  leadership  & community  develop- 
ment update.  Spring  1995-fall  1995.  3 no.  Cap- 
tion title. 

ISSN  1198-5984 
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A1406 

Western  Ontario  berry  grower.  Vol.  #95-1 
(Feb.  6, 1995)-[Nov.  1995].  4 no.  ill.  Caption  title. 

A1407 

What  you  should  know  about  starting  a farm 
in  Ontario/ Jo-Anne  Sweeting.  Rev.  Feb.  1995. 
[4]  p.  : ill.  (Factsheet,  ISSN  1198-712X).  “Agdex 
811”.  Issued  also  in  French  under  title:  Ce  qu’il 
faut  savoir  sur  l’établissement  d’une  entreprise 
agricole  en  Ontario.  Includes  bibliographical  ref- 
erences. 

A1408 

Windows  3.1  : an  introduction  / by  Jo-Anne 
McDonald.  c1995.  88,  [13]  p.  : ill.  Issued  by 
Ridgetown  College  of  Agricultural  Technology. 
ISBN  0-7778-3736-6 

Al  409 

Woodworking  level  I.  c1994.  33  p.  : ill.,  forms. 
Cover  title.  Co-published  by  Ontario  4-H  Council 
and  Agriculture  and  Agri-Food  Canada.  Issued 
also  in  French  under  title:  La  menuiserie  niveau  I. 
ISBN  0-7778-3167-8 

A1410 

Woodworking  level  I and  II  : leaders’  guide. 

c1994.  63,  [1]  p.  : ill.,  forms.  Cover  title.  Co- 
published by  Ontario  4-H  Council  and  Agricul- 
ture and  Agri-Food  Canada.  Issued  also  in 
French  under  title:  La  menuiserie  niveaux  I et  II  : 
guide  du  chef  de  groupe.  Includes  bibliographi- 
cal references. 

ISBN  0-7778-3169-4 

Al  411 

Woodworking  level  II.  c1994.  35  p.  : ill.,  forms. 
Cover  title.  Co-published  by  Ontario  4-H  Council 
and  Agriculture  and  Agri-Food  Canada.  Issued 
also  in  French  under  title:  La  menuiserie  niveau 
II. 

ISBN  0-7778-3168-6 
A1412 

Working  with  volunteers  / Chuck  Bokor.  repr. 
Feb.  1995.  [3]  p.  (Factsheet,  ISSN  1198-712X). 
“Agdex  057”.  Issued  also  in  French  under  title: 
Travailler  avec  des  bénévoles. 

Al  41 3 

Workshops  for  rural  leaders  : January-March 
1996  : for  members  and  leaders  of  groups  in 
Huron  and  Perth  counties.  [1995?].  1 fold,  sheet  : 
1 form. 

A1414 

York  farm  news.  Vol.  12,  no.  1 (June/July  1995) 
+ 1996  coming  events  for  York  region,  ill.  Cover 
title.  Issued  by  the  Ministry,  1110  Stellar  Dr.,  Unit 
102,  Newmarket  L3Y  7B7. 

ISSN  1183-3572 


A1415 

Youth  leader.  c1995. 14,  [6]  p.  : ill.,  forms.  Cover 
title.  On  cover:  Learn  to  do  by  doing.  Co- 
published by  Ontario  4-H  Council  and  Agricul- 
ture and  Agri-Food  Canada.  Issued  also  in 
French  under  title:  Du  jeune  animateur.  Includes 
bibliographical  references. 

ISBN  0-7778-3795-1 


Agriculture  Division 

A1416 

Average  custom  farmwork  rates  charged  in 
Ontario.  1994.  [2]  p.  on  1 sheet.  (Farm  business 
report,  1995-06).  Previously  issued  by  Ministry  of 
Agriculture  and  Food.  Issued  also  in  French 
under  title:  Honoraires  moyens  pour  le  travail 
agricole  à façon  en  Ontario. 

Al  41 7 

The  integrated  orchardist.  Winter  issue  (Jan. 
1995)-Dec.  1995.  6 no.  Caption  title.  “A  newslet- 
ter for  commercial  tree  fruit  growers”.  Issued  by 
the  Ministry,  P.O.  Box  587,  Simcoe  N3Y  4N5. 

A1418 

Manitoulin  farm  news.  No.  1 (Jan.  1995)-no.  7 
(Jan.  1995  [i.e.  1996]).  Irregular.  Caption  title. 
Limited  distribution  to  local  area  farmers. 

ISSN  0701-8215 


Communications  Branch 


A1419 

Ontario  radio  and  television  open  line  and 
current  affairs  programs.  June  1995.  40  p. 
Cover  title. 


Market  Development  Branch 


A1420 

The  agri-food  exporter.  Jan.  1995-Oct.  1995.  4 
no.  ill.  Irregular.  Caption  title. 

ISSN  0847-1452 


Meat  Industry  Inspection  Branch 

A1421 

Producers  guide  for  handling  non- 
ambulatory animals.  1994. 1 fold,  sheet.  Issued 
also  in  French  under  title:  Guide  de  manipulation 
du  bétail  couché  à l’intention  des  producteurs. 
ISBN  0-7778-3642-4 
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Policy  Analysis  Branch 

A1422 

Agri-food  trade  update.  Issue  no.  70  (Jan.  20, 
1995)-issue  no.  72  (June  9,  1995).  Irregular. 
Caption  title.  Subsequently  issued  by  the  Minis- 
try, Policy  and  Farm  Finance  Division. 

ISSN  1183-1588 

A1423 

Dairy  report.  No.  675  (June  1995).  Quarterly. 
Caption  title.  Continues:  Monthly  dairy  report. 
ISSN  1203-1607  (corr.) 

A1424 

The  grain  letter.  Issue  no.  70  (Jan.  25,  1995)- 
issue  no.  80  (Dec.  1995).  Monthly.  Caption  title. 
ISSN  0843-6533 

A1425 

Monthly  crop  & live  stock  report.  No.  685 

(May  1995)-no.  686  (Sept.  1995).  Irregular.  Cap- 
tion title. 

ISSN  0027-0342 
A1426 

Seasonal  fruit  & vegetable  report.  No.  285A 
(Jan.  1995)-no.  285  (Sept.  1995).  Irregular.  Cap- 
tion title. 

ISSN  0474-1560 

A1427 

U.S.  farm  bill  update.  Issue  no.  1 (Feb.  20, 
1995)-issue  no.  4 (Nov.  17, 1995).  Irregular.  Cap- 
tion title.  Issued  also  as  part  of:  Outlook  and 
policy  review. 

Policy  and  Farm  Finance  Division 

A1428 

Agri-food  trade  update.  Issue  no.  73  (Aug. 
1995)-issue  no.  75  (Dec.  14,  1995).  Previously 
issued  by  the  Ministry,  Policy  Analysis  Branch. 
Irregular.  Caption  title. 

ISSN  1183-1588 

A1429 

Outlook  and  policy  review.  Vol.  12,  no.  1 (Feb. 
24,  1995)-v.  12,  no.  4 (Nov.  17, 1995).  Quarterly. 
Caption  title.  Includes  U.S.  farm  bill  update, 
which  is  also  issued  separately. 

ISSN  1201-3714 


Resources  and  Regulations  Branch 

A1430 

Apiculture  newsletter.  Summer  1995-no.  2 
(Nov.  1995).  ill.  Caption  title.  Issued  also  in 
French  under  title:  Bulletin  d’apiculture. 
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A1431 

The  1995  volunteer  awards.  c1995.  [2,  2]  p. 
Caption  title.  At  head  of  title:  Volunteer  awards  = 
Distinctions  pour  bénévoles.  Text  in  English  and 
French  with  French  text  on  inverted  pages.  Title 
on  added  t.p.:  Les  récompenses  pour  béné- 
voles, 1995.  Co-published  by  Ministry  of  Culture, 
Tourism  and  Recreation. 

ISBN  0-7778-3689-0 

A1432 

Access  & equity.  Vol.  1,  no.  1 (Jan.  1995).  ill. 
Irregular.  Title  on  added  t.p.:  Accès  et  équité. 
Caption  title.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  “This  newsletter 
is  available  in  large  print  and  on  diskette  upon 
request.”  Ceased  publication. 

ISSN  1201-4567 

A1433 

Community  action  awards.  1995.  [5,  5]  p.  At 

head  of  title:  Call  for  nominations.  Cover  title. 
Text  in  English  and  French  with  French  text  on 
inverted  pages. 

A1434 

How  to  plan  and  organize  a focus  group  for 
seniors  : a guide  for  staff  and  volunteers  work- 
ing with  older  adults.  c1995.  39  p.  Issued  also 
in  French  under  title:  Comment  planifier  et 
organiser  un  groupe  échantillon  pour  les  person- 
nes âgées.  Includes  bibliographical  references. 
ISBN  0-7778-4105-3 

Al  435 

The  Lincoln  M.  Alexander  Awards  Program. 

[1995].  [4]  p.  : forms.  Annual.  Caption  title.  Text  in 
English  and  French  with  French  text  on  verso. 
Title  on  verso:  Le  Programme  de  prix  Lincoln  M. 
Alexander. 

A1436 

List  of  materials  produced  by  Program 
Development  Branch.  Apr.  1995.  Cover  title. 
Continues:  List  of  materials  produced  by  Citizen- 
ship Development  Branch.  Title  varies  slightly. 

A1437 

Living  alone  and  liking  it  : a guide  for  seniors 
who  live  alone.  c1995.  iii,  53,  [1]  p.  Issued  also  in 
French  under  title:  Vivre  seul  et  en  harmonie. 
Includes  bibliographical  references. 

ISBN  0-7778-4103-7 

AI  438 

Making  equity  work  = La  marche  de  l’équité. 
c1995.  1 portfolio  (14  pieces)  : ill.  Contents:  An 
overview  - Testimonials  - Ontario  Anti-Racism 
Secretariat  information  & resources 
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Addressing  issues  of  systemic  racism  - Com- 
munity advisory  networks  (CANs)  - Purchasing 
equity  - Consulting  procurement  review  - 
Building  blocks  to  equity  - Resourcing  commu- 
nities -Advisory  committees  -Communications 
equity  - Community  connections  - Barrier-free 
purchasing  - Recruitment  and  selection  in  the 
field  of  equity.  Issued  by  Ontario  Anti-Racism 
Secretariat. 

ISBN  0-7778-3862-1 

Pub.  Ont.  105771  * $27.00 

AI  439 

Mawari  thandiari  chawari  : “mothers,  the  cool 
shades”  (under  the  hot  sun)  : a parenting 
manual  for  community  workers  and  activists 
working  with  South  Asian  survivors  of  wife 
abuse /compilation  and  editing  by  Fauzia  Rafiq. 
1994. 113  p.  : ill.  “Developed  by  South  Riverdale 
Community  Health  Centre  in  cooperation  with 
the  Riverdale  Immigrant  Women’s  Centre”.  Text 
in  English,  Gurmukhi,  Hindi,  Tamil  and  Urdu. 
Includes  bibliographical  references. 

ISBN  0-7778-1521-4 

A1440 

Multiculturalism  towards  the  21st  century  : 
report  on  a 20th  anniversary  symposium  / 

Ontario  Advisory  Council  on  Multiculturalism 
and  Citizenship.  Nov.  1994.  18,  18  p.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Title  on  added  t.p.:  Le  multiculturalisme  à 
l’approche  du  XXIe  siècle  : rapport  sur  le  sym- 
posium du  vingtième  anniversaire. 

ISBN  0-7778-3946-6 

Pub.  Ont.  005730  * Free 

Al  441 

Ontarians’  attitudes  toward  employment 
equity  : tabular  results  / prepared  by  Environics 
Research  Group  Limited.  June  1994.  [369]  p.  : 1 
map.  Cover  title.  Running  title:  Employment 
equity  survey.  “PN3784”.  Chiefly  tables. 

A1442 

Ontario  Senior  Achievement  Awards.  1995. 
[2,  2]  p.  : 1 form.  Title  on  added  t.p.:  Prix 
d’excellence  pour  les  personnes  âgées  de 
l’Ontario.  Cover  title.  Text  in  English  and  French 
with  French  text  on  inverted  pages.  Issued  by 
Ontario  Honours  and  Awards. 

A1443 

The  Ontario  times.  Vol.  8,  no.  3 (Dec.  1994/Jan. 
1995)-v.  8,  no.  7 (May  1995).  ill.  Irregular.  Cap- 
tion title.  Subsequently  issued  by  Ministry  of  Cit- 
izenship, Culture  and  Recreation. 

ISSN  0835-6793 

A1444 

Ontario’s  honours  and  awards,  repr.  1994.  1 
fold,  sheet.  Text  in  English  and  French  with 


French  text  on  verso.  Title  on  verso:  Distinctions 
et  prix  de  l’Ontario. 

ISBN  0-7778-0321-6 

Al  445 

Seniors’  info.  Apr.  1994-  . 1 v.  Running  title. 
Loose-leaf  for  updating.  Consists  of  fact  sheets 
on  selected  topics.  Some  fact  sheets  co- 
published by  Ministry  of  the  Attorney  General, 
Ministry  of  Health,  Ministry  of  Community  and 
Social  Services,  Ministry  of  Agriculture,  Food 
and  Rural  Affairs  or  Ministry  of  Housing. 


Program  Development  Branch 

A1446 

Wife  abuse  education  : a resource  book  for 
ESL  teachers  / writers  Susan  Eisenkraft  ...  [et 
al.].  c1995.  44  p.  : ill.  Cover  title.  Issued  by 
Resource  Development  and  Training  Unit. 

ISBN  0-7778-3859-1 

Pub.  Ont.  105627  D * $2.00 


Seniors’  Issues  Group 

A1447 

Educational  resources  : working  with  sen- 
iors. cl 995.  [15]  p.  Cover  title.  In  pocket: 
Description  of  new  resources  (1  fold,  sheet). 
Issued  also  in  French  under  title:  Ressources 
éducatives  : travailler  avec  les  personnes  âgées. 
ISBN  0-7778-3944-X 

Pub.  Ont.  001991  Out-of-print 

Al  448 

A guide  to  recruiting  senior  volunteers  in 
your  community,  cl 995.  18  p.  Cover  title:  A 
guide  to  recruiting  senior  volunteers  in  your  own 
community.  On  cover:  The  gift  of  time.  Issued 
also  in  French  under  title:  Guide  de  recrutement 
de  bénévoles  chez  les  aînés  des  communautés. 
ISBN  0-7778-2788-3 

Pub.  Ont.  105798  *$1.00, 

Al  449 

The  Seniors’  Issues  Group  : helping  to 
improve  the  lives  of  seniors.  [1994].  1 fold, 
sheet.  Text  in  English  and  French  with  French 
text  on  verso.  Title  on  verso:  Le  Groupe  des 
affaires  des  personnes  âgées  - notre  but  : amé- 
liorer la  vie  des  personnes  âgées. 

ISBN  0-7778-3505-3 

Pub.  Ont.  001854  D * Free 
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A1450 

How  to  computerize  a First  Nations  library. 

cl 995.  29  p.  “Roberta  Miskokoman,  Gwen 
Wheeler  and  Judy  MacColl ...  were  project  con- 
sultants and  collaborated  with  Karen  Lewis ...  on 
the  preparation  of  this  manual.”  Includes  biblio- 
graphical references.  Issued  by  Southern 
Ontario  Library  Service. 

ISBN  1 -895491 -55-X 

A1451 

The  Ontario  times.  Oct.  1995-Dec.  1995.  3 no. 
Previously  issued  by  Ministry  of  Citizenship,  iil. 
Irregular.  Caption  title.  Ceased  publication. 
ISSN  0835-6793 

A1452 

Signal.  No.  12  (summer  1995)-no.  13  (autumn 
1995).  Previously  issued  by  Ministry  of  Culture, 
Tourism  and  Recreation,  ill.  Caption  title. 
Includes  some  text  in  French.  Includes:  SOLS 
news,  Trustee  news,  SMART  news,  Information 
technology  news,  Calendar  of  events,  Library 
news,  For  your  information.  Issued  by  Southern 
Ontario  Library  Service. 

A1453 

Southern  Ontario  Library  Service  annual  re- 
port. 1994/95.  8 p.  : ill.  Cover  title.  Issued  also  in 
French  under  title:  Services  des  bibliothèques  de 
l’Ontario  Sud,  rapport  annuel.  Previously  issued 
by  Ministry  of  Culture,  Tourism  and  Recreation. 
Issued  by  Southern  Ontario  Library  Service. 
ISBN  1 -895491 -69-X 


Recreation  Policy  Branch 

A1454 

Recreation  research.  Communiqué  no.  22 
(Sept.  1995).  Irregular.  Previously  issued  by  Min- 
istry of  Culture,  Tourism  and  Recreation. 


Seniors’  Issues  Group 

A1455 

1995  Good  Neighbours  Educational  Forum  : 
partners  through  vision  : the  triumph  of  com- 
munity spirit  : Monday,  November  20,  1995, 
Best  Western  Carlton  Place  Hotel ....  [1995].  7, 
7 p.  : ill.,  forms,  maps.  Title  on  added  t.p.:  Collo- 
que bons  voisins  1995  : partenaires  d’une 
vision-  le  triomphe  de  l’esprit  communautaire. 
Cover  title.  Text  in  English  and  French  with 


French  text  on  inverted  pages.  Co-sponsored  by 
Royal  Bank  of  Canada  and  Consumer’s  Gas 
Company. 

ISBN  0-7778-4601-2 
A1456 

Good  neighbours  news.  Fall  1995.  ill.  Caption 
title.  Issued  also  in  French  under  title:  Informa- 
tion bons  voisins.  Previously  issued  by  the  Min- 
istry of  Citizenship. 


MINISTRY  OF  COMMUNITY  AND 
SOCIAL  SERVICES 


A1457 

Annual  program  expenditure  reconciliation. 

1994/95.  [7]  leaves  : all  forms.  Cover  title.  Issued 
also  in  French  under  title:  Rapprochement 
annuel  des  dépenses  relatives  aux  pro- 
grammes. 

AI  458 

Are  you  on  welfare  or  family  benefits?  : 

Ontario’s  Supports  To  Employment  Program 
(STEP)  will  help  you  increase  your  income  and 
become  more  independent,  cl 995.  9 p.  Cover 
title.  Issued  also  in  French  under  title:  Recevez- 
vous  de  l’aide  sociale  générale  ou  des  presta- 
tions familiales? 

ISBN  0-7778-3953-9 

Al  459 

Background  : services  for  people  with  devel- 
opmental disabilities.  [1994?].  2 leaves.  (Fact 
sheet  = Fiche  de  renseignements).  Caption  title. 
Issued  also  in  French  under  title:  Notes 
documentaires  : services  aux  personnes  ayant 
un  handicap  de  développement. 

Al  460 

Background  : services  for  people  with  devel- 
opmental disabilities  funded  by  the  Ministry 
of  Community  & Social  Services.  [1994?].  3, 
[2]  leaves  : ill.  (Fact  sheet  = Fiche  de  renseigne- 
ments). Caption  title.  Issued  also  in  French 
under  title:  Services  destinés  aux  personnes 
ayant  un  handicap  de  développement  et 
financés  par  le  Ministère  des  services  sociaux  et 
communautaires. 

Al  461 

A child  care  guide  for  home  caregivers.  Rev. 
cl 994.  152  p.  : ill.  Cover  title.  Issued  also  in 
French  under  title:  Guide  pratique  sur  la  garde 
d’enfants  à domicile. 

A1462 

Co-ordinating  jobLink  Ontario  services.  June 
1994.  2 leaves.  (JobLink  Ontario  fact  sheet  = 
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objectifEmploi  Ontario  fiche  d’information).  Cap- 
tion title.  Issued  also  in  French  under  title:  Coor- 
dination des  services  objectifEmploi  Ontario. 

A1463 

Early  Years  Program  survey  : summary  of  find- 
ings / prepared  by  Westmount  Research  Con- 
sultants Inc.  Oct.  1993.  32  p.  Cover  title:  Early 
Years  Program  : report.  “W805”.  Chiefly  tables. 

A1464 

Enhanced  verification  and  case  file  inves- 
tigation for  family  benefits.  [Rev.],  cl 994.  iii, 
63  p.  : forms.  Issued  also  in  French  under  title: 
Vérification  approfondie  et  enquête  sur  les  dos- 
siers de  prestations  familiales. 

ISBN  0-7778-3588-6 

Al  465 

Enhanced  verification  and  case  file  investiga- 
tion for  general  welfare  assistance.  [Rev.], 
cl 994.  30  p.  : forms.  Issued  also  in  French  under 
title:  Vérification  approfondie  et  enquête  sur  les 
dossiers  de  l’aide  sociale  générale. 

ISBN  0-7778-3590-8 

Al  466 

Enhanced  verification  and  case  file  investi- 
gation : forms  package  = Vérification  approfon- 
die et  enquête  sur  les  dossiers  : formulaires, 
cl 994.  [25]  p.  : all  forms. 

Al  467 

Estimates  briefing  book.  1995/96,  program 
and  resource  summary,  iii,  132,  7 p.  : ill.  Issued 
also  in  French  under  title:  Cahier  d’information 
sur  les  prévisions. 

ISSN  1198-4430 

Al  468 

Existing  programs.  June  1994.  3 leaves.  Cap- 
tion title.  Issued  also  in  French  under  title:  Pro- 
grammes existants. 

A1469 

[Government  combats  fraud  and  tightens 
welfare  rules].  [1995].  [8]  leaves.  Issued  also  in 
French  under  title:  Le  gouvernement  s’attaque  à 
la  fraude  et  restreint  l’admissibilité  à l’aide 
sociale.  Contents:  Central  fraud  prevention  and 
hot  lines  - Changes  to  shelter  benefits  - Quit/ 
fired  disqualification  - Home  visits  - Restrict 
eligibility  for  16/17  year  olds  on  GWA  - Spouse- 
in-the-house  - Information  sharing. 

A1470 

Helping  recipients  create  small  businesses 
and  get  jobs  through  innovative  community 
projects.  June  1994.  2 leaves.  Caption  title. 
Issued  also  in  French  under  title:  On  aidera  les 
bénéficiaires  à créer  des  petites  entreprises  et  à 
obtenir  des  emplois  dans  des  projets  commu- 
nautaires novateurs. 


Al  471 


How  to  adopt  a child  in  Ontario.  Rev.  c1995. 
10  p.  Cover  title.  Issued  also  in  French  under 
title:  L’adoption  d’un  enfant  en  Ontario. 

Pub.  Ont.  005709  * Free 


A1472 

Information  about  international  adoption.  As 

of  Nov.  29, 1994-as  of  July  18, 1995. 2 no.  Irregu- 
lar. Cover  title. 


A1473 

Instructions  for  annual  program  expenditure 
reconciliation  (APER).  1994/95. 31  p.  Cover  title. 
Issued  also  in  French  under  title:  Directives  tech- 
niques de  préparation  du  rapprochement  annuel 
des  dépenses  relatives  aux  programmes. 

Al  474 

JobLink  Ontario  from  a client’s  perspective. 

June  1994.  3 leaves.  Caption  title.  Issued  also  in 
French  under  title:  ObjectifEmploi  Ontario  - la 
perspective  des  bénéficiaires. 

Al  475 

Managing  social  assistance  in  Ontario  : find- 
ing the  problems  and  fixing  them.  Oct.  1994.  8 
leaves.  Cover  title.  Issued  also  in  French  under  j 
title:  La  gestion  de  l’aide  sociale  en  Ontario. 

Al  476 

MCSS  restructuring  : discussion  guide.  Oct. 
1994.  1 v.  (various  pagings).  Issued  also  in 
French  under  title:  Cadre  de  restructuration  du 
Ministère  des  services  sociaux  et  communau- 
taires : guide  de  discussion. 

Al  477 

MCSS  restructuring  framework  : a work  in 
progress.  July  1994.  20,  i p.  Issued  also  in 
French  under  title:  Cadre  de  restructuration  du 
Ministère  des  services  sociaux  et  communau- 
taires : un  projet  en  marche.  Includes  biblio- 
graphical references. 

Al  478 

Ministry  of  Community  & Social  Services  list 
of  licensees.  As  of  Nov.  1 , 1 994-as  of  July,  1 995.  ] 

2 no.  Running  title:  Ministry  of  Community  & 
Social  Services  licensees. 


A1479 

Ministry  of  Community  & Social  Services  list 
of  social  workers  approved  to  do  private 
homestudies.  As  of  Nov.  1,  1994-as  of  July, 
1995.  2 no.  Running  title:  Ministry  of  Community 
& Social  Services  : social  workers  approved  to  | 
do  private  homestudies. 

A1480 

Ontario’s  community  and  social  services. 

cl 995.  [5,  5]  p.  Cover  title.  Text  in  English  and  j 
French  with  French  text  on  inverted  pages.  Title 
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on  added  t.p.:  Services  sociaux  et  commu- 
nautaires de  l’Ontario. 

ISBN  0-7778-3332-8 

Al  481 

Opportunity  planning  implementation  re- 
view / prepared  by  the  Evaluation  Team.  Mar. 
1994. 1 v.  (various  pagings)  : ill.  Cover  title. 

A1482 

Policy  framework  for  services  funded  under 
the  Child  and  Family  Services  Act  : direc- 
tions for  implementation.  Mar.  1995.  71  p. 
Issued  also  in  French  under  title:  Cadre  stratégi- 
que des  services  financés  aux  termes  de  la  Loi 
sur  les  services  à l’enfance  et  à la  famille  : direc- 
tives pour  la  mise  en  oeuvre. 

ISBN  0-7778-4201-7 

Al  483 

Principles  for  social  assistance  service 
delivery  = Principes  régissant  la  prestation  de 
l’aide  sociale,  cl 995.  [5]  p.  Cover  title. 

ISBN  0-7778-3952-0 

Al  484 

Project  DARE.  [1995?].  1 portfolio  (3  pieces). 
Contents:  Project  DARE  - Referral  process  : 
open  custody/probation  programs  - Intake  infor- 
maton  for  open  custody/probation  programs. 

A1485 

Proposals  for  the  reform  of  adoption  law  in 
Ontario  / by  the  Adoption  Reform  Coalition  of 
Ontario.  May  1993.  31,  [1]  leaves.  Cover  title. 

A1486 

Publications.  June  1995.  7 p.  Irregular.  Cover 
title.  Continues:  Publications  update. 

A1487 

Recasting  the  vision  : an  independent  review 
of  Thistletown  Regional  Centre.  Aug.  1995. 51, 
[5]  p.  : ill.  Cover  title.  Commissioned  by  Ministry 
of  Community  and  Social  Services.  Review 
director:  Robert  Couchman.  Includes  biblio- 
graphical references. 

Pub.  Ont.  105911  Out-of-print 

A1488 

Reporting  child  abuse  : your  responsibility 
under  the  Child  and  Family  Services  Act.  c1995. 
10  p.  Cover  title.  Issued  also  in  French  under 
title:  L’obligation  de  signaler  les  cas  d’enfants 
maltraités. 

ISBN  0-7778-4544-X 

Pub.  Ont.  005711  D * Free 

Al  489 

Resource  centres.  June  1994.  2 leaves.  Cap- 
tion title.  Issued  also  in  French  under  title:  Cen- 
tres de  ressources. 


Al  490 

Return  to  Work  Program  for  employees  on 
workers’  compensation  absence.  Aug.  1994. 
23,  [4]  p.  : 1 form.  Cover  title. 

A1491 

Social  assistance  and  you  = L’aide  sociale  et 
vous.  c1995.  [9]  p.  Cover  title. 

ISBN  0-7778-3951-2 

A1492 

Social  assistance  in  Ontario.  June  1994.  2 
leaves.  Caption  title.  Issued  also  in  French  under 
title:  L’aide  sociale  en  Ontario. 

AI  493 

Southwestern  Regional  Centre  overview. 

1995.  25  p.  : ill.  Annual.  Cover  title. 

A1494 

Special  services  at  home  and  handicapped 
children’s  benefit  : how  can  I get  help?  : read 
this.  c1995.  1 fold,  sheet.  Issued  also  in  French 
under  title:  Services  particuliers  à domicile  et 
prestation  pour  enfants  handicapés. 

ISBN  0-7778-4111-8 

Al  495 

Vocational  rehabilitation  services  : informa- 
tion for  applicants,  repr.  1994.  1 fold,  sheet. 
Issued  also  in  French  under  title:  Services  de 
réadaptation  professionnelle  : renseignements 
aux  candidats. 

ISBN  0-7729-8511-1  (corr.) 

Al  496 

Your  rights  and  responsibilities  as  a young 
person  in  a custody  or  detention  facility. 

cl 995.  10,  10  p.  : forms.  Cover  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Title  on  added  t.p.:  Tes  droits  et  tes  obli- 
gations en  tant  qu’adolescent  ou  adolescente 
dans  un  programme  de  placement  sous  garde 
ou  de  détention. 

ISBN  0-7778-4359-5 

Al  497 

Youth  update.  Vol.  13,  no.  1 (spring  1995)-v.  13, 
no.  3 (winter  1995).  “A  publication  of  the  Institute 
for  the  Study  of  Antisocial  Behaviour  in  Youth 
(I.A.Y.)”.  Includes  bibliographical  references. 
ISSN  0830-9221 


Child  Care  Branch 


A1498 

The  ministries  of  Community  and  Social  Ser- 
vices, Education  and  Training  and  Culture, 
Tourism  and  Recreation  coordination  initia- 
tive report  : summary  of  feedback  process. 
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[1995?].  12  p.  Running  title:  MCSS/MET/MCTR 
coordination  initiative.  Issued  also  in  French 
under  title:  Rapport  sur  l’initiative  de  coordina- 
tion des  ministères  des  services  sociaux  et  com- 
munautaires, de  l’éducation  et  de  la  formation  et 
de  la  culture,  du  tourisme  et  des  loisirs. 


Children’s  Services  Branch 


A1499 

An  overview  of  the  Ontario  Child  and  Family 
Services  Act.  Nov.  1993.  13,  [1]  leaves  : ill. 
Cover  title. 

Communications  and  Marketing 
Branch 

A1500 

Dialogue.  Vol.  18,  no.  2 (Feb.  1995)-v.  19,  no.  1 
(Dec.  1995/Jan.  1996).  iff.  Quarterly.  “The  staff 
newsletter  of  Ministry  of  Community  and  Social 
Services”. 

A1501 

News.  Vol.  4,  no.  10  (Dec.  1994/Jan.  1995)-v.  5, 
no.  2 (Mar.  1995).  ill.  Ten  times  per  year.  Caption 
title.  Ceased  publication.  Issued  also  in  French 
under  title:  Nouvelles. 

ISSN  1183-644X 


Developmental  Services  Branch 

A1502 

Developmental  services  framework  : draft 
paper.  Mar.  1995.  39,  3p.  : ill.  Cover  title.  Issued 
also  in  French  under  title:  Cadre  stratégique  des 
services  aux  personnes  ayant  un  handicap  de 
développement  : ébauche. 
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Al  503 

Annual  report  : Ontario  New  Home  Warranty 
Program.  1993.  13  p.  : ill.,  1 port.  (Sessional 
paper  ; 353/376).  Cover  title.  Program  is  admin- 
istrator of  New  Home  Warranties  Plan  Act,  1976. 
Submitted  to  the  Minister  of  Consumer  and 
Commercial  Relations. 


A1504 

Business  start-up  pathfinder.  [1995],  [6] 
leaves.  Caption  title.  Issued  also  in  French  under 
title:  Service  d’aide  au  démarrage  des  petites 
entreprises  : info-guide.  Issued  by  Canada- 
Ontario  Business  Service  Centre. 

A1505 

Clearing  the  Path  information  backgrounder. 

Oct.  1995.  3 leaves.  Caption  title.  Issued  also  in 
French  under  title:  Fiche  d’information  : Projet 
voie  rapide. 

Al  506 

Consumer  Reporting  Act  : it  works  for  you. 

[Rev.].  [1995].  11  p.  Cover  title.  Issued  also  in 
French  under  title:  La  Loi  sur  les  renseigne- 
ments concernant  le  consommateur  : elle  est  à 
votre  avantage. 

ISBN  0-7778-3702-1 

Al  507 

A consumer’s  guide  to  collection  agencies. 

[Rev.].  [1995].  9 p.  Cover  title.  Issued  also  in 
French  under  title:  Guide  du  consommateur  sur 
les  agences  de  recouvrement. 

ISBN  0-7778-4063-4 

Al  508 

Corporation’s  list  C.I.S.  [microform],  [July  1, 
1995]-[Dec.  24,  1995].  Semiannual  with  weekly 
updates.  Each  weekly  update  supercedes  the 
previous  one.  A listing  by  name  in  keyword  order 
of  corporations  doing  business  in  Ontario,  show- 
ing the  corporation  name,  number,  status,  type, 
whether  it  is  with  or  without  share  capital,  juris- 
diction, date  of  incorporation,  letter  date  and 
amalgamation  information. 

A1509 

Discriminatory  Business  Practices  Act 
annual  report  of  the  Director.  1993/94. 1 sheet. 
Title  varies  slightly.  Report  year  ends  March  31. 

A1510 

Estimates  briefing  book.  1995/96.  59,  [1]  p.  : ill. 
Annual.  Running  title:  The  estimates.  Cover  title. 
Issued  also  in  French  under  title:  Document 
d’information  sur  le  budget  des  dépenses. 

ISSN  1198-5704 

Al  511 

The  facts  about  credit  and  you.  [Rev.].  [1995]. 
38  p.  Cover  title.  Issued  also  in  French  under 
title:  Pour  mieux  comprendre  le  crédit. 

ISBN  0-7778-3706-4 

Al  51 2 

Franchise  Sector  Working  Team.  Aug.  1995. 
13,  [31]  p.  Cover  title.  Submitted  to  Minister  of 
Consumer  and  Commercial  Relations. 
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A1513 

Guida  per  la  registrazione  del  vostro  nome 
commerciale  in  Ontario.  [1995].  15  p.  Cover 
title. 

ISBN  0-7778-4523-7 
A1514 

A guide  to  buying  a car.  [1995].  31  p.  Cover 
title. 

ISBN  0-7778-4065-0 
A1515 

A guide  to  Ministry  services.  [Rev.].  [1995], 
35  p.  Cover  title.  Issued  also  in  French  under 
title:  Guide  des  services  du  ministère. 

ISBN  0-7778-4066-9 

AI  51 6 

A guide  to  registering  your  business  name  in 
Ontario.  [1995].  19  p.  Cover  title. 

ISBN  0-7778-3661-0 

A1517 

A guide  to  the  Business  Practices  Act.  [1995], 
11  p.  Covertitle.  Issued  also  in  French  undertitle: 
La  Loi  sur  les  pratiques  de  commerce  : guide  à 
l’intention  des  consommateurs. 

ISBN  0-7778-3660-2 

Al  51 8 

A guide  to  the  Consumer  Protection  Act. 

[Rev.].  [1995].  10  p.  Cover  title.  Issued  also  in 
French  under  title:  Le  guide  de  la  Loi  sur  la  pro- 
tection du  consommateur. 

ISBN  0-7778-3704-8 

Al  51 9 

A guide  to  the  personal  property  security 
registration  system.  [1995].  10  p.  Cover  title. 
Issued  also  in  French  under  title:  Guide  du 
consommateur  : système  d’enregistrement  des 
sûretés  mobilières. 

ISBN  0-7778-3663-7 

Al  520 

A guide  to  the  Repair  and  Storage  Liens  Act. 

[Rev.].  [1995].  14  p.  Cover  title.  Issued  also  in 
French  under  title:  Guide  de  la  Loi  sur  le  privilège 
des  réparateurs  et  des  entreposeurs. 

ISBN  0-7778-3662-9 

Al  521 

High-temperature  plastic  gas  venting 
systems  : backgrounder.  [1995].  2 p.  on  1 
sheet.  Issued  also  in  French  under  title:  Sys- 
tèmes en  plastique  d’évacuation  des  gaz 
chauds  : fiche  d’information. 

Al  522 

Intercom.  Vol.  20,  no.  1 (Feb.  1995)-v.  20,  no.  8 
(Dec.  1995).  ill.  Ten  times  per  year. 


AI  523 

List  of  serial  holdings.  Jan.  1995.  9 p.  Annual. 
Cover  title.  Issued  by  the  Library. 

A1524 

MCCR-  incorporating  a business  in  Ontario. 

[1995].  [2]  leaves.  Caption  title.  Issued  also  in 
French  under  title:  MCC-  constitution  d’une 
entreprise  en  société  en  Ontario.  Issued  by 
Canada-Ontario  Business  Service  Centre. 

Al  525 

MCCR-  incorporating  a not  for  profit  busi- 
ness. [1995].  1 sheet.  Issued  also  in  French 
under  title:  MCC-  constitution  d’un  organisme  à 
but  non-lucratif  en  société.  Issued  by  Canada- 
Ontario  Business  Service  Centre. 

A1526 

MCCR-  Motor  Vehicle  Dealers  Act  (MVDA). 

[1995].  1 sheet.  Issued  also  in  French  under  title: 
MCC-  loi  sur  les  commerçants  de  véhicules 
automobiles.  Issued  by  Canada-Ontario  Busi- 
ness Service  Centre. 

Al  527 

MCCR-  Real  Estate  and  Business  Brokers 
Act  (REBBA).  [1995].  1 sheet.  Issued  also  in 
French  under  title:  MCC-  loi  sur  le  courtage 
commercial  et  immobilier.  Issued  by  Canada- 
Ontario  Business  Service  Centre. 

A1528 

MCCR-  registering  a business  name  or  part- 
nership. [1995].  1 sheet.  Issued  also  in  French 
under  title:  MCC-  enregistrement  d’un  nom 
commercial  ou  d’une  société  en  nom  collectif. 
Issued  by  Canada-Ontario  Business  Service 
Centre. 

Al  529 

MCCR-  Travel  Industry  Act  (TIA).  [1995].  1 
sheet.  Issued  also  in  French  under  title:  MCC- 
loi  sur  les  agences  de  voyages.  Issued  by 
Canada-Ontario  Business  Service  Centre. 

Al  530 

Ontario  & First  Nations  charitable  gaming 
negotiations.  Feb.  1995.  1 sheet.  (Fact  sheet). 

A1531 

Phoney  charities  : scams  for  all  seasons. 

[Rev.].  [1995].  11  p.  Cover  title.  Issued  also  in 
French  under  title:  Les  organismes  de  bien- 
faisance- méfiez-vous  des  causes  douteuses. 
ISBN  0-7778-3703-X 

Al  532 

A practical  guide  to  home  repairs.  [Rev.]. 
[1995].  23  p.  Cover  title.  Issued  also  in  French 
under  title:  Guide  pratique  des  rénovations. 
ISBN  0-7778-4067-7 
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A1533 

Travel  tips.  [Rev.].  [1995].  23  p.  Cover  title. 
Issued  also  in  French  under  title:  Information 
voyages. 

ISBN  0-7778-3705-6 


Library 

A1534 

New  resources.  Jan./Feb.  1995-Nov./Dec. 
1995.  Monthly.  Caption  title. 


Registration  Division 

A1535 

Annual  charge  book  : standard  charge  terms 

= Cahier  des  charges  : clauses  types  de  charge. 
1994. 1 v.  (various  pagings).  Includes  some  text 
in  French. 

Pub.  Ont.  105547  * $50.00 


MINISTRY  OF  CULTURE,  TOURISM 
AND  RECREATION 


A1536 

1991  Ontario  travel  monitor  survey  : report  of 
detailed  findings.  Aug.  1994.  125,  [50]  p.  : ill., 
forms,  maps. 

ISSN  1188-9965 

A1537 

1991  Ontario  travel  monitor  survey  : report  of 
detailed  findings.  Aug.  1994.  63  p.  Does  not 
include  regional  summaries,  quarterly  sum- 
maries, travel  characteristics  and  appendices. 
ISSN  1188-9965 

A1538 

Adventures  in  canoeing,  kayaking,  sailing 
and  Whitewater  rafting  : Ontario,  Canada. 
1995.  48  p.  : 1 map.  Annual.  Title  from  cover. 
Continues:  Adventures  in  canoeing,  kayaking, 
Whitewater  rafting. 

Pub.  Ont.  005667  D Out-of-print 

A1539 

Adventures  in  cycling,  hiking,  nature  obser- 
vation and  rock  climbing  : Ontario,  Canada. 
1995.  35  p.  : maps.  Annual.  Title  from  cover. 
Continues:  Adventures  in  cycling,  hiking  and 
nature  observation. 

Pub.  Ont.  005670  D Out-of-print 


A1540 

Adventures  in  horseback  riding  : Ontario, 
Canada.  1995. 17  p.  : 1 map.  Annual.  Cover  title. 
Issued  also  in  French  under  title:  Aventures  : 
équitation. 

Pub.  Ont.  005669  D * Free 

Al  541 

Annual  report.  1993/94.  19  leaves.  Cover  title. 
Available  on  microfiche.  Report  year  ends  Mar. 

31.  Issued  also  in  French  under  title:  Rapport 
annuel. 

Microfiche  5666-95  * f $1 .00  ( + PST) 

A1542 

Antique  and  flea  markets  : Ontario,  Canada. 
1995. 13  p.  : 1 map.  Annual.  Continues:  Antique, 
flea  and  farmers’  markets. 

Pub.  Ont.  005671  D * Free 

A1543 

Bed  and  breakfast  accommodation,  farm 
vacations  and  budget  accommodation  : 

Ontario,  Canada.  1995.  75  p.  : maps.  Annual. 
Title  from  cover.  Continues:  Bed  and  breakfast 
accommodation  and  farm  vacations. 

Pub.  Ont.  005672  D * Free  1 

A1544 

Bulletin  : Consumer  Magazines  Program. 

May  1995.  Issued  also  in  French  under  title:  I 
Bulletin  : Programme  des  revues  de  grande  I 
diffusion.  Issued  by  Ontario  Publishing  Centre,  i 

A1545 

Bulletin  for  book  publishers.  May  1995.  I 
Issued  also  in  French  under  title:  Bulletin  à I 
l’intention  des  éditeurs  de  livres.  Issued  by  ;] 
Ontario  Publishing  Centre. 

Al  546 

Country  inns  : dining  and  accommodation  : I 
Ontario,  Canada.  1995.  73  p.  : 1 map.  Annual.  I 
Issued  also  in  French  under  title:  Auberges  de  9 
campagne. 

Pub.  Ont.  005668  D * Free  I 

Al  547 

Cultural  Project  Grants  Program,  1995-1996. 

c1995.  6,  [1]  leaves  : 1 form.  Cover  title.  Issued  ;| 
also  in  French  under  title:  Programme  de  sub-  I 
ventions  aux  projets  culturels,  1995-1996. 

ISBN  0-7778-4336-6 

Al  548 

Culture  in  Ontario  : empowering  our  Canadian 
identity,  contributing  to  economic  growth.  [1995].  ! 
[3]  p.  Caption  title.  Issued  also  in  French  under  * 
title:  La  culture  en  Ontario. 

A1549 

Customer  service  kit.  [1994?].  1 v.  (various  \ 
pagings)  : forms  +1  videocassette  (12  min.  : sd., 
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col.).  Cover  title.  Videocassette  has  title:  Let’s 
hear  it  for  the  customer  : a seminar  on  customer 
service.  Title  on  label  of  videocassette:  Custo- 
mer service  kit  : let’s  hear  it  for  the  customer! 
Includes  bibliographical  references.  Issued  by 
Southern  Ontario  Library  Service,  Training  and 
Development. 

A1550 

Customer  service  resource  kit.  cl 994.  11  p. 
Cover  title.  To  be  used  with:  Customer  service 
kit.  Issued  by  Southern  Ontario  Library  Service, 
Training  and  Development. 

ISBN  1-895491-80-0 

A1551 

Customer  service  training  program  [comput- 
er file]  : your  key  to  interactive  customer  service 
training.  c1994.  1 computer  laser  optical  disk  : 
col.  ; 4 3/4  in.  Title  from  label.  “Designed  and 
produced  by  F/X  Corporation”.  System  require- 
ments: Windows  3.1 , MS-DOS;  486DX/33  or  66; 
8 MB  RAM,  120  MB  HDD;  CD  ROM/Sound  Kit, 
VGA  monitor,  speakers,  mouse,  full  motion  video 
card.  Issued  by  Southern  Ontario  Library  Service, 
Training  and  Development. 

A1552 

The  economic  impact  of  great  French  paint- 
ings from  Cézanne  to  Matisse  : the  Barnes 
Exhibit,  Art  Gallery  of  Ontario  : an  executive 
summary  / prepared  by  Judy  Rogers.  Apr.  1 995. 
13  p.  Cover  title.  Issued  also  in  French  under 
title:  Les  retombées  économiques  de  l’exposi- 
tion des  chefs-d’oeuvre  de  la  peinture  française 
de  Cézanne  à Matisse  : la  Collection  Barnes, 
Musée  des  beaux-arts  de  l’Ontario  : sommaire. 
Issued  by  Economie  Planning  and  Research  Unit. 

Al  553 

Electronic  documents  : filing  fundamentals. 

[1994],  [2]  p.  on  1 sheet.  (RIM  fact  sheet  ; #6).  At 
head  of  title:  Recorded  information  manage- 
ment. Issued  by  Archives  of  Ontario. 

A1554 

Electronic  records  : some  key  challenges. 

[1994].  [2]  p.  on  1 sheet.  (RIM  fact  sheet  ; #5).  At 
head  of  title:  Recorded  information  manage- 
ment. Issued  by  Archives  of  Ontario. 

A1555 

Electronic  records  : what  about  E-mail? 

[1994],  [2]  p.  on  1 sheet.  (RIM  fact  sheet  ; #7).  At 
head  of  title:  Recorded  information  manage- 
ment. Issued  by  Archives  of  Ontario. 

A1556 

Estimates  briefing  book.  1995/96.  88,  5 p.  : ill. 
Annual. 

ISSN  1198-5607 


A1557 

Events.  May-Oct.  1995.  Semiannual.  Covertitle. 
Issued  also  in  French  under  title:  Activités.  Sub- 
sequently issued  by  Ministry  of  Economic  Devel- 
opment, Trade  and  Tourism. 

Pub.  Ont.  001934  D * Free 

A1558 

Facts  about  snowmobiling  injuries  in 
Ontario.  [1994?].  [2]  p.  on  1 sheet.  At  head  of 
title:  Ride  safe,  ride  sober  : don’t  drink  and  ride  = 
Vas-y  sûrement,  vas-y  sobrement  : la  sobriété, 
c’est  la  sécurité.  Issued  also  in  French  under 
title:  Renseignements  sur  les  blessures  attribu- 
ables à la  motoneige  en  Ontario. 

Al  559 

Fall  auto  tours  : Ontario,  Canada.  1995.  56  p.  : 
maps.  Cover  title.  Issued  also  in  French  under 
title:  Les  routes  d’automne.  Available  from 
Ontario  Travel,  1-800-668-2746. 

A1560 

First  nations  1993-94  annotated  bibli- 
ography / compiled  by  Roberta  Miskokomon, 
Gwen  Wheeler,  Jo  Hellen  Berner.  c1993.  39  p. 
Issued  by  Southern  Ontario  Library  Service. 
ISBN  1-895491-98-3 

A1561 

Fishing  guide  : Ontario,  Canada.  1995. 68  p.  : ill., 
maps.  Annual.  Cover  title.  Errata  inserted.  Issued 
also  in  French  under  title:  La  pêche  en  Ontario. 
Pub.  Ont.  001935  D * Free 

A1562 

From  arm’s  length  to  hands-on  : the  for- 
mative years  of  Ontario’s  public  service, 
1867-1940  / J.E.  Hodgetts.  c1995.  xiii,  296  p. 
(Ontario  historical  studies  series).  Includes  bib- 
liographical references. 

ISBN  0-8020-0620-5  (cloth) 

ISBN  0-8020-7581-9  (paper) 

A1563 

Fundraising  training  kit.  c1994.  1 v.  (various 
pagings).  Cover  title.  Includes  bibliographical 
references.  Issued  by  Southern  Ontario  Library 
Service,  Training  and  Development. 

ISBN  1-895491-47-9 

A1564 

Golf  courses  : Ontario,  Canada.  1995.  43  p.  : 1 
map.  Cover  title.  Issued  also  in  French  under 
title:  Terrains  de  golf. 

Pub.  Ont.  005666  D * Free 

A1565 

Guidelines  for  preparing  a bid  for  Ontario 
Games  : Ontario  Games  program.  c1994.  13  p. 
Issued  also  in  French  under  title:  Directives  pour 
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préparer  un  dossier  du  candidature  pour  les 
Jeux  de  l’Ontario. 

ISBN  0-7778-3658-0 

Al  566 

The  limits  of  affluence  : welfare  in  Ontario, 
1920-1970  / James  Struthers.  c1994.  xii,  401  p. 
(Ontario  historical  studies  series).  Includes  bib- 
liographical references. 

ISBN  0-8020-0622-1  (cloth) 

ISBN  0-8020-7582-7  (paper) 

A1567 

A manual  for  municipal  heritage  advisory 
committee  (LACAC)  members.  [1995?].  1 v. 
(loose-leaf)  : ill.  Cover  title.  Issued  also  in  French 
under  title:  Un  manuel  pour  les  membres  des 
comités  consultatifs  locaux  pour  la  conservation 
de  l’architecture  (CCLCA). 

Al  568 

One  place  to  look  : Ontario  public  library 
strategie  plan  1990  : 3 years  later.  [1993?]. 
11p.:  ill.  Cover  title.  Running  title:  A summary  of 
accomplishments  and  work  in  progress.  Co- 
published by  Ontario  Library  Association. 

A1569 

Ontario  Public  Library  Service  Awards.  1995. 
[6]  p.  : forms.  Annual.  Caption  title.  Title  varies. 
“Public  Library  Service  Awards”.  Text  in  English 
and  French  with  French  text  on  verso.  Title  on 
verso:  Prix  d’excellence  des  bibliothèques  publi- 
ques. 

Al  570 

Ontario  Sound  Recording  Investment  Pro- 
gram. [1995?].  [2]  p.  on  1 sheet.  Text  in  English 
and  French  with  French  text  on  verso.  Title  on 
verso:  Programme  d’investissement  dans  l’in- 
dustrie ontarienne  de  l’enregistrement  sonore. 

Al  571 

Ontario  travel  counsellors’  directory  : Ontario, 
Canada.  1995.  493  p.  : maps.  Cover  title. 

Al  572 

Ontario’s  domestic  travel  markets  - 1992. 

c1995.  iii,  26,  [70]  p.  : ill.,  1 map.  (The  tourism 
monographs  ; no.  2).  “December  1994”.  Issued 
also  in  French  under  title:  Les  marchés  intérieurs 
du  tourisme  ontarien  - 1992.  Includes  biblio- 
graphical references. 

ISBN  0-7778-3975-X 

Pub.  Ont.  001892  Out-of-print 

Al  573 

Ontario’s  sound  recording  industry.  [1995?]. 
[2]  p.  on  1 sheet.  Text  in  English  and  French  with 
French  text  on  verso.  Title  on  verso:  Programme 
d’investissement  dans  l’industrie  ontarienne  de 
l’enregistrement  sonore. 


Al  574 

Relations  from  Sainte-Marie.  Issue  no.  11 
(1995).  ill.  Annual.  Cover  title.  “The  magazine  of 
Sainte-Marie  among  the  Hurons”. 

A1575 

Signal.  No.  9 (winter  1994)-no.  11  (spring  1995). 
ill.  Caption  title.  Includes  some  text  in  French. 
Includes:  SOLS  news,  Trustee  news,  SMART  { 
news,  Information  technology  news,  Calendar  of 
events,  Library  news,  For  your  information.  Sub- 
sequently issued  by  Ministry  of  Citizenship,  Cul- 
ture and  Recreation.  Issued  by  Southern  Ontario  j 
Library  Service. 

A1576 

Southern  Ontario  Library  Service  performers 
directory  = Service  des  bibliothèques  de  | 
l’Ontario-Sud,  1994/95.  iii,  34,  [14]  p.  : ill.  Annual,  i 
Cover  title.  Title  varies  slightly.  Previously  issued 
by  Ministry  of  Culture  and  Communications,  j 
Issued  by  Southern  Ontario  Library  Service. 

ISBN  1-895491-80-0 

A1577 

Southern  Ontario  Library  Service  training  | 
plan  = Service  des  bibliothèques  de  l’Ontario-  1 
Sud,  plan  de  formation.  1995/96.  62  p.  On  cover: 
Training  and  development  = Formation  et  per- 
fectionnement. Cover  title.  Previously  issued  by  } 
Ministry  of  Culture  and  Communications.  Issued 
by  Southern  Ontario  Library  Service. 

ISSN  1198-3477 

A1578 

A strategy  to  enhance  snowmobile  safety  in 
the  province  of  Ontario  : based  on  proceed-  j 
ings  of  “Putting  safety  on  track”,  a working  con- 
ference on  snowmobile  safety.  Mar.  1995.  v, 

74  p.  : ill.  Cover  title:  Putting  safety  on  track  : a 
working  conference  on  snowmobile  safety,  i 
Includes  bibliographical  references.  Issued  by  < 
Ontario  Snowmobile  Safety  Committee. 

A1579 

Take  the  challenge!  [1995?].  1 game  (various  j 
pieces).  Title  from  cardboard  strip  which  holds  t 
down  flaps  of  game  board.  On  top  flap:  A snow- 
mobiling  game  for  the  entire  family.  Contains  12  » 
question  cards  and  6 tokens.  Issued  also  in 
French  under  title:  Relevez  le  défi!  “Produced  by 
the  Ontario  Snowmobile  Safety  Committee”. 

ISBN  0-7778-3947-4 

A1580 

Trip  planner  : eastern  Ontario  : getaway  coun- 
try, Ontario  east.  c1995.  166  p.  : col.  ill.,  maps,  e 
Cover  title.  On  cover:  Ontario,  Canada. 

Pub.  Ont.  005649  D * Free 

A1581 

Trip  planner  : northeastern  Ontario  : Ontario’s 
near  north,  rainbow  country,  Algoma  country,  ( 
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James  Bay  frontier,  cl 995. 155  p.  : col.  ill.,  maps. 
Cover  title.  On  cover:  Ontario,  Canada. 

Pub.  Ont.  005650  D Out-of-print 

A1582 

Trip  planner  : northwestern  Ontario  : north  of 
superior,  sunset  country.  c1995.  103  p.  : col.  ill., 
maps.  Cover  title.  On  cover:  Ontario,  Canada. 
Pub.  Ont.  005651  D Out-of-print 

A1583 

Trip  planner  : south  central  Ontario  : south- 
western Ontario,  festival  country,  lakelands, 
Metropolitan  Toronto.  c1995.  212  p.  : col.  ill., 
maps.  Cover  title.  On  cover:  Ontario,  Canada. 
Pub.  Ont.  005648  D * Free 

A1584 

Trustee  tips.  Issue  no.  10  (Spring  1995).  ill.  Cap- 
tion title.  “Library  Trustee  Development  Pro- 
gram”. Issued  also  in  French  under  title:  Tuyaux 
pour  administrateurs.  Issued  by  Southern 
Ontario  Library  Service. 

ISSN  1188-763X 

A1585 

Walking  : the  activity  of  a lifetime.  Rev.  1993. 
7 p.  : col.  ill.  Cover  title.  Co-published  by  Health 
Canada.  Issued  also  in  French  under  title:  La 
marche  : une  activité  pour  la  vie. 

Pub.  Ont.  001576  D * Free 

Al  586 

Walking  the  talk  : a handbook  for  Ontario  sport 
leaders  about  full  and  fair  access  for  women  and 
girls.  c1995.  70,  31  p.  : ill.,  forms.  Issued  also  in 
French  under  title:  Joindre  le  geste  à la  parole. 
Includes  bibliographical  references. 

ISBN  0-7778-3723-4 

Archives  of  Ontario 

Al  587 

Ontario  vital  statistics  bulletin.  #6  (May  1995). 
Irregular.  Caption  title. 

Corporate  Affairs  Branch 

A1588 

MCTR  times.  Dec.  1994/Jan.  1995-June  1995.  6 
no.  ill.  Caption  title. 

ISSN  1195-7751 

Libraries  and  Community 
Information  Branch 

A1589 

Government  of  Ontario  information  on  the 
provincial  government  electronic  bulletin 


board  system.  [1995].  1 fold,  sheet.  Text  in 
English  and  French  with  French  text  on  verso. 
Title  on  verso:  Service  d’information  du  gouver- 
nement de  l’Ontario  au  babillard  électronique  du 
gouvernement  provincial.  Co-published  by  Man- 
agement Board  Secretariat. 

ISBN  0-7778-4086-3 

Pub.  Ont.  001950  D * Free 

Al  590 

Semi-annual  report.  Oct.  1,  1994  to  Mar.  31, 
1995.  Caption  title.  Issued  also  in  French  under 
title:  Rapport  semestriel. 

Recreation  Policy  Branch 

A1591 

Recreation  research.  Communiqué  no.  20 
(Mar.  1995)-communiqué  no.  21  (June  1995). 
Irregular.  Subsequently  issued  by  Ministry  of  Cit- 
izenship, Culture  and  Recreation. 

Recreation  Programs  Branch 

A1592 

Operating  guidelines  : financial  support  for 
provincial  sport  organizations  (PSOs).  1995/ 
96. 11  p.  Annual.  Running  title:  MCTR  guidelines 
for  financial  support  - PSOs.  Cover  title.  Title 
varies  slightly. 

Tourism  Policy  Branch 

A1593 

The  economic  impact  of  tourism  in  northern 
Ontario,  1990.  Apr.  1994.  16  leaves  : ill.  (The 
tourism  monographs  ; issue  #1).  Cover  title.  Is- 
sued by  Economic  Planning  and  Research  Unit. 


MINISTRY  OF  ECONOMIC 
DEVELOPMENT  AND  TRADE 

A1594 

30  under  30  : building  Ontario  businesses  with 
Youth  Venture  loans.  [1995?].  31  p.  Cover  title. 

A1595 

Annual  report.  1993/94.  25,  27  p.  : ports.  Title 
on  added  t.p.:  Rapport  annuel.  Covertitle.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Report  year  ends  Mar.  31. 

ISSN  1198-1628 

Pub.  Ont.  105726  D * $3.00 

Microfiche  5655-95  * f $1 .00  ( + PST) 
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A1596 

Apparel  Sector  Strategy.  [1994].  1 sheet. 
Issued  also  in  French  under  title:  Stratégie  du 
secteur  du  vêtement.  Issued  by  Canada-Ontario 
Business  Service  Centre. 

Al  597 

Assistance  programs  for  business.  Rev.  June 
1994. 127  p.  (The  Ontario  investor  series  : doing 
business  in  Ontario,  Canada).  Cover  title. 
“Ontario  : the  future  looks  good  from  here”. 
Issued  by  Investment  Management  Section  and 
Strategic  Project  Co-ordination  Section. 

A1598 

Automotive  Parts  Sector  Strategy.  [1994],  1 
sheet.  Issued  also  in  French  under  title:  Strat- 
égie du  secteur  des  pièces  d’automobile.  Issued 
by  Canada-Ontario  Business  Service  Centre. 

Al  599 

Canada-Ontario  Business  Service  Centre 
agriculture  FaxBack  catalogue.  [1995].  3 
leaves.  Caption  title.  Issued  also  in  French  under 
title:  Catalogue  FaxBack  du  Centre  de  services 
aux  entreprises  Canada-Ontario  - agriculture. 

Al  600 

Canada-Ontario  Business  Service  Centre 
business  management  FaxBack  catalogue. 

[1995].  4 leaves.  Caption  title.  Issued  also  in 
French  under  title:  Catalogue  FaxBack  du  Cen- 
tre de  services  aux  entreprises  Canada-Ontario 
- gestion  d’entreprise. 

Al  601 

Canada-Ontario  Business  Service  Centre 
business  start-up  FaxBack  catalogue.  [1995]. 
[3]  leaves.  Caption  title.  Issued  also  in  French 
under  title:  Catalogue  FaxBack  du  Centre  de 
services  aux  entreprises  Canada-Ontario  - 
démarrage  d’entreprise. 

Al  602 

Canada-Ontario  Business  Service  Centre 
communications  FaxBack  catalogue.  [1995]. 
2 leaves.  Caption  title.  Issued  also  in  French 
under  title:  Catalogue  FaxBack  du  Centre  de 
services  aux  entreprises  Canada-Ontario  - com- 
munications. 

Al  603 

Canada-Ontario  Business  Service  Centre 
environment  FaxBack  catalogue.  [1995].  [4] 
leaves.  Caption  title.  Issued  also  in  French  under 
title:  Catalogue  FaxBack  du  Centre  de  services 
aux  entreprises  Canada-Ontario  - environne- 
ment. 

Al  604 

Canada-Ontario  Business  Service  Centre 
fisheries  FaxBack  catalogue.  [1995].  3 leaves. 


Caption  title.  Issued  also  in  French  under  title: 
Catalogue  FaxBack  du  Centre  de  services  aux 
entreprises  Canada-Ontario  - pêches. 

Al  605 

Canada-Ontario  Business  Service  Centre 
information  services  FaxBack  catalogue. 

[1995].  12  leaves.  Caption  title.  Issued  also  in 
French  under  title:  Catalogue  FaxBack  du  Cen- 
tre de  services  aux  entreprises  Canada-Ontario 

- services  d’information. 

Al  606 

Canada-Ontario  Business  Service  Centre 
intellectual  property  FaxBack  catalogue. 

[1994].  1 sheet.  Issued  also  in  French  under  title: 
Catalogue  FaxBack  du  Centre  de  services  aux 
entreprises  Canada-Ontario  - propriété  intellec- 
tuelle. 

Al  607 

Canada-Ontario  Business  Service  Centre 
marketing  FaxBack  catalogue.  [1995].  [2] 
leaves.  Caption  title.  Issued  also  in  French  under 
title:  Catalogue  FaxBack  du  Centre  de  services 
aux  entreprises  Canada-Ontario  - marketing. 

Al  608 

Canada-Ontario  Business  Service  Centre  on- 
going business  support  FaxBack  catalogue. 

[1995].  3 leaves.  Caption  title.  Issued  also  in 
French  under  title:  Catalogue  FaxBack  du  Cen- 
tre de  services  aux  entreprises  Canada-Ontario 

- aide  aux  entreprises. 

Al  609 

Canada-Ontario  Business  Service  Centre 
regional  agencies  FaxBack  catalogue.  [1995], 
7 leaves.  Caption  title.  Issued  also  in  French 
under  title:  Catalogue  FaxBack  du  Centre  de 
services  aux  entreprises  Canada-Ontario  - 
organismes  régionaux. 

Al  610 

Canada-Ontario  Business  Service  Centre 
research  and  development  FaxBack  cata- 
logue. [1995].  6 leaves.  Caption  title.  Issued  also 
in  French  under  title:  Catalogue  FaxBack  du 
Centre  de  services  aux  entreprises  Canada- 
Ontario  - recherche-développement. 

Al  611 

Canada-Ontario  Business  Service  Centre 
space  FaxBack  catalogue.  [1994],  [2]  leaves. 
Caption  title.  Issued  also  in  French  under  title: 
Catalogue  FaxBack  du  Centre  de  services  aux 
entreprises  Canada-Ontario  - aérospatiale. 

Al  61 2 

Canada-Ontario  Business  Service  Centre 
strategie  alliances  FaxBack  catalogue. 

[1995].  3 leaves.  Caption  title.  Issued  also  in 
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French  under  title:  Catalogue  FaxBack  du  Cen- 
tre de  services  aux  entreprises  Canada-Ontario 
- alliances  stratégiques. 

Al  61 3 

Canada-Ontario  Business  Service  Centre 
taxation  FaxBack  catalogue.  [1995].  [3] 

leaves.  Caption  title.  Issued  also  in  French  under 
title:  Catalogue  FaxBack  du  Centre  de  services 
aux  entreprises  Canada-Ontario  - impôt. 

Al  61 4 

Canada-Ontario  Business  Service  Centre 
technology  FaxBack  catalogue.  [1995].  6 
leaves.  Caption  title.  Issued  also  in  French  under 
title:  Catalogue  FaxBack  du  Centre  de  services 
aux  entreprises  Canada-Ontario  - technologie. 

Al  61 5 

Canada-Ontario  Business  Service  Centre 
tourism  FaxBack  catalogue.  [1995].  [2]  leaves. 
Caption  title.  Issued  also  in  French  under  title: 
Catalogue  FaxBack  du  Centre  de  services  aux 
entreprises  Canada-Ontario  - tourisme. 

Al  61 6 

Canada-Ontario  Business  Service  Centre 
trade  FaxBack  catalogue.  [1995].  7 leaves. 
Caption  title.  Issued  also  in  French  under  title: 
Catalogue  FaxBack  du  Centre  de  services  aux 
entreprises  Canada-Ontario  - commerce. 

Al  61 7 

Canada-Ontario  Business  Service  Centre 
training  and  human  resources  FaxBack  cata- 
logue. [1995].  5 leaves.  Caption  title.  Issued  also 
in  French  under  title:  Catalogue  FaxBack  du 
Centre  de  services  aux  entreprises  Canada- 
Ontario  - formation  et  ressources  humaines. 

Al  61 8 

Canada-Ontario  Business  Service  Centre 
transportation  FaxBack  catalogue.  [1995].  [2] 
leaves.  Caption  title.  Issued  also  in  French  under 
title:  Catalogue  FaxBack  du  Centre  de  services 
aux  entreprises  Canada-Ontario  - transports. 

Al  61 9 

Community  Radio  Ontario  Program  (CROP). 

[1994],  1 sheet.  Issued  also  in  French  under  title: 
Programme  de  radio  communautaire  de 
l’Ontario.  Issued  by  Canada-Ontario  Business 
Service  Centre. 

A1620 

Computer  sector  strategies.  [1994].  1 sheet. 
Issued  also  in  French  under  title:  Stratégie  du 
secteur  de  l’informatique.  Issued  by  Canada- 
Ontario  Business  Service  Centre. 

Al  621 

Computing  Sector  Resource  Facility.  [1994],  1 
sheet.  Issued  also  in  French  under  title:  Centre 


de  ressources  pour  le  secteur  de  l’informatique. 
Issued  by  Canada-Ontario  Business  Service 
Centre. 

Al  622 

Construction  Industry  Sector  Strategy. 

[1994].  1 sheet.  Issued  also  in  French  under  title: 
Stratégie  du  secteur  de  la  construction.  Issued 
by  Canada-Ontario  Business  Service  Centre. 

Al  623 

Consulting  Engineering  Sector  Strategy. 

[1994],  1 sheet.  Issued  also  in  French  under  title: 
Stratégie  du  secteur  du  génie-conseil.  Issued  by 
Canada-Ontario  Business  Service  Centre. 

Al  624 

Council  for  an  Ontario  Information 
Infrastructure.  [1994],  1 sheet.  Issued  also  in 
French  under  title:  Conseil  pour  une  infrastruc- 
ture de  l’information  en  Ontario.  Issued  by 
Canada-Ontario  Business  Service  Centre. 

A1625 

DCO  - Aboriginal  Business  Ventures  Pro- 
gram. [1994],  1 sheet.  Issued  also  in  French 
under  title:  SDO  - Programme  Entrepreneurs 
autochtones.  Issued  by  Canada-Ontario  Busi- 
ness Service  Centre. 

A1626 

DCO  - Export  Support  Loan  Program  (ESL). 

[1994].  1 sheet.  Issued  also  in  French  under  title: 
SDO  - Programme  de  prêts  et  d’aide  à l’exporta- 
tion. Issued  by  Canada-Ontario  Business  Ser- 
vice Centre. 

Al  627 

DCO  - industrial  parks.  [1994].  1 sheet.  Issued 
also  in  French  under  title:  SDO  - parcs  indus- 
triels. Issued  by  Canada-Ontario  Business  Ser- 
vice Centre. 

A1628 

DCO  - loans/loan  guarantees.  [1994],  [2] 
leaves.  Caption  title.  Issued  also  in  French  under 
title:  DSO  - prêts/garanties  d’emprunt.  Issued  by 
Canada-Ontario  Business  Service  Centre. 

A1629 

DCO  - loans/loan  guarantees.  [1994],  1 sheet. 
Issued  also  in  French  under  title:  SDO  - prêts/ 
garanties  d’emprunt.  Issued  by  Canada-Ontario 
Business  Service  Centre. 

A1630 

DCO  - New  Ventures  Program.  [1994].  1 sheet. 
Issued  also  in  French  under  title:  SDO  - Pro- 
gramme nouvelles  entreprises.  Issued  by 
Canada-Ontario  Business  Service  Centre. 

A1631 

DCO  - Youth  Ventures  Program.  [1994].  1 
sheet.  Issued  also  in  French  under  title:  SDO  - 
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Programme  jeunes  entrepreneurs.  Issued  by 
Canada-Ontario  Business  Service  Centre. 

A1632 

Electrical  & Electronics  Sector  Strategy. 

[1994].  1 sheet.  Issued  also  in  French  under  title: 
Stratégie  du  secteur  de  l’électricité  et  de 
l’électronique.  Issued  by  Canada-Ontario  Busi- 
ness Service  Centre. 

Al  633 

Electronic  Commerce  Institute  of  Ontario 
(ECIO).  [1994],  1 sheet.  Issued  also  in  French 
under  title:  Institut  ontarien  des  échanges 
électroniques.  Issued  by  Canada-Ontario  Busi- 
ness Service  Centre. 

Al  634 

Estimates  briefing  book.  1995/96.  80  p.  : ill. 
Annual.  Running  title:  The  estimates.  Issued 
also  in  French  under  title:  Document  d’informa- 
tion sur  le  budget  des  dépenses. 

ISSN  1198-4260 

Al  635 

Export  essentials  - exporting,  are  you  ready? 

[1994],  1 sheet.  Issued  also  in  French  under  title: 
Éléments  fondamentaux  de  l’exportation.  Issued 
by  Canada-Ontario  Business  Service  Centre. 

A1636 

Export  readiness.  [1994?].  [2]  p.  on  1 sheet. 
(Fact  sheet).  At  head  of  title:  Ontario  Canada 
international. 

A1637 

Guide  to  mentoring  young  entrepreneurs  / 

Lynne  Allen,  Lori  Cranson.  Jan.  1994.  9,  [2],  9 p. 
Cover  title.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  Guide  de  mentorat  pour  jeunes 

entrepreneurs.  Co-published  by  Council  for 
Entrepreneurship  Education  in  Ontario. 

A1638 

Information  Infrastructure  Branch.  [1994],  1 
sheet.  Issued  also  in  French  under  title:  Direc- 
tion de  l’infrastructure  de  l’information.  Issued  by 
Canada-Ontario  Business  Service  Centre. 

A1639 

Innovative  Entrepreneurship  Fund.  [1995?]. 
[2,  2]  p.  Caption  title.  Text  in  English  and  French 
with  French  text  on  inverted  pages.  Title  on  add- 
ed t.p.:  Fonds  d’entrepreneuriat  pour  les  projets 
innovateurs. 

Al  640 

IOC  - venture  capital.  [1994].  1 sheet.  Issued 
also  in  French  under  title:  SIO  - capital  de  risque. 
Issued  by  Canada-Ontario  Business  Service 
Centre. 


A1641 

MEDT  - business  consulting  services.  [1995]. 
1 sheet.  Issued  also  in  French  under  title:  MDEC 
- services  de  consultation  pour  les  petites 
entreprises.  Issued  by  Canada-Ontario  Busi- 
ness Service  Centre. 

A1642 

MEDT  - Business  Immigration  Program. 

[1994],  1 sheet.  Issued  also  in  French  under  title: 
MDEC  - programme  d’immigration  des  gens 
d’affaires.  Issued  by  Canada-Ontario  Business 
Service  Centre. 

A1643 

MEDT  - Business  Opportunities  Program. 

[1994],  1 sheet.  Issued  also  in  French  under  title: 
MDEC  - Programme  de  débouchés  commer- 
ciaux. Issued  by  Canada-Ontario  Business  Ser- 
vice Centre. 

A1644 

MEDT  - business  self-help  offices.  [1994].  1 
sheet.  Issued  also  in  French  under  title:  MDEC  - 
centres  d’aide  aux  nouvelles  entreprises.  Con- 
tains information  for  southwestern  Ontario. 
Issued  by  Canada-Ontario  Business  Service 
Centre. 

A1645 

MEDT  - business  self-help  offices.  [1994],  1 
sheet.  Issued  also  in  French  under  title:  MDEC  - 
centres  d’aide  aux  nouvelles  entreprises.  Con- 
tains information  for  eastern  Ontario.  Issued  by 
Canada-Ontario  Business  Service  Centre. 

A1646 

MEDT  - business  self-help  offices.  [1994],  1 
sheet.  Issued  also  in  French  under  title:  MDEC  - 
centres  d’aide  aux  nouvelles  entreprises.  Con- 
tains information  for  central  Ontario.  Issued  by 
Canada-Ontario  Business  Service  Centre. 

A1647 

MEDT  - Immigrant  Investor  Program.  [1994],  1 
sheet.  Issued  also  in  French  under  title:  MDEC  - 
Programme  des  investisseurs  étrangers.  Issued 
by  Canada-Ontario  Business  Service  Centre. 

A1648 

MEDT  - International  Projects  Fund  (IPF). 

[1994],  1 sheet.  Issued  also  in  French  under  title: 
MDEC  - Fonds  des  projets  internationaux. 
Issued  by  Canada-Ontario  Business  Service 
Centre. 

A1649 

MEDT  - investment  counselling  service. 

[1994].  1 sheet.  Issued  also  in  French  under  title: 
MDEC  - service  de  consultation  en  matière 
d’investissement.  Issued  by  Canada-Ontario 
Business  Service  Centre. 
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A1650 

MEDT  - jobsOntario  Community  Action  Pro- 
gram (jOCA).  [1994].  1 sheet.  Issued  also  in 
French  under  title:  MDEC  - Programme  boulot- 
Ontario  Action  communautaire.  Issued  by 
Canada-Ontario  Business  Service  Centre. 

A1651 

MEDT  - Machinery,  Tool  Die  and  Mould  (TDM) 
Strategy.  [1994].  1 sheet.  Issued  also  in  French 
under  title:  MDEC  - Stratégie  ontarienne  du  sec- 
teur des  machines,  des  outils,  des  matrices  et 
des  moules.  Issued  by  Canada-Ontario  Busi- 
ness Service  Centre. 

A1652 

MEDT  - making  trade  shows  work.  [1994].  1 
sheet.  Issued  also  in  French  under  title:  MDEC  - 
comment  rentabiliser  les  expositions.  Issued  by 
Canada-Ontario  Business  Service  Centre. 

A1653 

MEDT  - New  Exporters  to  Border  States 
(NEBS).  [1994].  1 sheet.  Issued  also  in  French 
under  title:  MDEC  - Programme  des  nouveaux 
exportateurs  vers  les  états  limitrophes.  Issued 
by  Canada-Ontario  Business  Service  Centre. 

Al  654 

MEDT  - Ontario  Innovation  & Productivity 
Service  (OIPS).  [1994],  1 sheet.  Issued  also  in 
French  under  title:  MDEC  - Service  ontarien 
d’innovation  et  de  productivité.  Issued  by 
Canada-Ontario  Business  Service  Centre. 

Al  655 

MEDT  - Plastics  Sector  Strategy.  [1994].  1 
sheet.  Issued  also  in  French  under  title:  MDEC  - 
Stratégie  du  secteur  des  plastiques.  Issued  by 
Canada-Ontario  Business  Service  Centre. 

Al  656 

MEDT  - Running  Start  small  business  train- 
ing for  New  Venture  and  Youth  Venture  loan 
applicants.  [1994],  1 sheet.  Issued  also  in 
French  under  title:  MDEC  - Programme  Bon 
départ  de  formation  à la  petite  entreprise  à 
l’intention  des  auteurs  de  demandes  de  prêts 
des  programmes  Nouvelles  entreprises  et 
Jeunes  entrepreneurs.  Issued  by  Canada- 
Ontario  Business  Service  Centre. 

Al  657 

MEDT  - Sector  Partnership  Fund  (SPF). 

[1994],  1 sheet.  Issued  also  in  French  under  title: 
MDEC  - Fonds  de  partenariat  sectoriel.  Issued 
by  Canada-Ontario  Business  Service  Centre. 

A1658 

MEDT  - small  business  publications.  [1994].  1 
sheet.  Issued  also  in  French  under  title:  MDEC  - 
publications  pour  les  petites  entreprises.  Issued 
by  Canada-Ontario  Business  Service  Centre. 


A1659 

MEDT  - small  business  seminars.  [1994],  1 
sheet.  Issued  also  in  French  under  title:  MDEC  - 
conférences  pour  les  petites  entreprises.  Issued 
by  Canada-Ontario  Business  Service  Centre. 

A1660 

MEDT  - step  up  : business  expansion  train- 
ing for  women  entrepreneurs.  [1994],  1 sheet. 
Issued  also  in  French  under  title:  MDEC  - Pro- 
gramme de  formation  “Vers  le  sommet”  sur 
l’expansion  commerciale  pour  les  entrepre- 
neuses. Issued  by  Canada-Ontario  Business 
Service  Centre. 

Al  661 

MEDT  - Student  Venture  Capital  Program 
(SVC).  [1994].  1 sheet.  Issued  also  in  French 
under  title:  MDEC  - Programme  étudiants  entre- 
preneurs. Issued  by  Canada-Ontario  Business 
Service  Centre. 

A1662 

MEDT  - technical  immigration  services. 

[1994].  1 sheet.  Issued  also  in  French  under  title: 
MDEC  - Services  techniques  en  matière  d’immi- 
gration. Issued  by  Canada-Ontario  Business 
Service  Centre. 

A1663 

MEDT  - Technical  Personnel  Program  (TPP). 

[1994],  1 sheet.  Issued  also  in  French  under  title: 
MDEC  - Programme  de  personnel  technique. 
Issued  by  Canada-Ontario  Business  Service 
Centre. 

A1664 

MEDT  - Trade  Expansion  Fund  (TEF).  [1994],  1 
sheet.  Issued  also  in  French  under  title:  MDEC  - 
Fonds  de  développement  du  commerce  exté- 
rieur. Issued  by  Canada-Ontario  Business  Ser- 
vice Centre. 

Al  665 

MEDT  - Visions  Entrepreneurial  Role  Modell- 
ing Program.  [1994].  1 sheet.  Issued  also  in 
French  under  title:  MDEC  - Programme  Visions 
de  modèles  d’entrepreneuriat.  Issued  by 
Canada-Ontario  Business  Service  Centre. 

A1666 

MEDT/OCOC  - commitment  to  quality  certifi- 
cates. [1994].  1 sheet.  Issued  also  in  French 
under  title:  MDEC/OCOC  - certificats  de  recon- 
naissance de  la  qualité.  Issued  by  Canada- 
Ontario  Business  Service  Centre. 

A1667 

MEDT/OTAB/CMA  - ISO  9000  executive  work- 
shops. [1994],  1 sheet.  Issued  also  in  French 
under  title:  MDEC/COFAM/AMC  - ateliers  ISO 
9000  pour  cadres.  Issued  by  Canada-Ontario 
Business  Service  Centre. 
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A1668 

New  ventures  loan  application  : policies  and 
guidelines,  eligibility  criteria  ...  . [Rev.].  c1995. 
18  p.  : forms.  Cover  title.  Application  form 
attached.  Issued  also  in  French  under  title: 
Nouvelles  entreprises  : demande  de  prêt. 

ISBN  0-7778-3761-7 

A1669 

Ontario,  Canada  : explore  the  opportunities  : 

Electra  Mining  ’94,  Johannesburg,  South  Africa. 
[1994?].  24  p.  : maps.  Cover  title. 

Al  670 

The  Ontario  International  Trade  Corporation. 

[1994?].  [2]  p.  on  1 sheet.  (Fact  sheet).  At  head  of 
title:  Ontario  Canada  international. 

A1671 

Ontario  Investment  Service.  [1994?].  1 port- 
folio (3  pieces)  : ill.  Partial  contents:  Ontario 
Investment  Service  : background  : BCE  Place, 
Toronto,  Ontario,  Canada,  October  26,  1994  (3 
leaves)  - Ontario  Investment  Service  ([13]  p.  : 
col.  ill.). 

A1672 

Ontario  Investment  Service.  [1994?].  [2]  p.  on  1 

sheet.  (Fact  sheet).  At  head  of  title:  Ontario  Can- 
ada international. 

A1673 

Ontario  Network  Infrastructure  Program 
(ONIP).  [1994],  1 sheet.  Issued  also  in  French 
under  title:  Programme  d’investissement  dans 
les  réseaux  télématiques  de  l’Ontario.  Issued  by 
Canada-Ontario  Business  Service  Centre. 

Al  674 

Ontario  : ready  to  do  business  in  the  new 
global  economy.  c1994.  40  p.  : ill.  Cover  title. 
Running  title:  Ready  to  do  business  in  the  new 
global  economy. 

A1675 

The  Ontario  retail  industry  : a strategy  for  the 
21st  century.  Aug.  1995.  2 v.  : ill.  Cover  title. 
Running  title  of  executive  summary:  The  Ontario 
retail  sector  strategy  : executive  summary.  “The 
Ontario  government  and  the  retail  sector  funded 
the  development  of  this  strategy  on  a partner- 
ship basis.”  Published  by  Centre  for  the  Study  of 
Commercial  Activity,  Ryerson  Polytechnic  Uni- 
versity. Contents:  [v.  1].  Executive  summary  - 
[v.  2],  [Report]. 

ISBN  0-919351-32-8  (2  v.) 

A1676 

Ontario  sector  partnerships.  c1995. 1 portfolio 
(25  pieces).  All  pieces  headed:  Sector  snapshot. 
All  but  one  piece  have  sector  name  on  edge. 
Issued  also  in  French  under  title:  Les  par- 
tenariats sectoriels  en  Ontario.  Contents: 


Advanced  materials  - Aerospace  - Autoparts  - 
Biotechnology  - Computing  - Construction  - 
Consulting  engineering  - Cultural  industries  - 
Design  - Electrical  and  electronics  - Food  pro- 
cessing - Forest  products  industry  - Form- 
ulated products  and  specialty  chemicals  - 
Green  industry  sector  - Health  industries  - 
Horse  racing  - Machinery/tool,  die  and  mould  - 
Mines  and  minerals  - Plastics  - Residential  fur- 
niture - Retail  - Telecommunications  - Tourism 
- Wine  and  grape. 

A1677 

Ontario  sector  profiles  : apparel.  [Rev.].  June 
1994.  22,  [13]  p.  : ill.  Cover  title.  Includes  biblio- 
graphical references. 

A1678 

Ontario  sector  profiles  : cleaners  and 
detergents.  [Rev.].  June  1994.  8,  [7]  p.  : ill. 
Cover  title.  Includes  bibliographical  references. 

A1679 

Ontario  sector  profiles  : computer  hardware 
industry.  [Rev.].  Mar.  1994.  23,  [3]  p.  : ill.  Cover 
title.  Includes  bibliographical  references. 

A1680 

Ontario  sector  profiles  : household  furniture. 

[Rev.].  June  1994.  22,  [10]  p.  : ill.  Cover  title. 
Includes  bibliographical  references. 

A1681 

Ontario  sector  profiles  : industrial  chemi- 
cals. [Rev.].  Mar.  1994. 18,  [9]  p.  : ill.  Cover  title. 
Includes  bibliographical  references. 

A1682 

Ontario  sector  profiles  : major  appliances. 

[Rev.].  June  1994.  14,  [6]  p.  : ill.  Cover  title. 
Includes  bibliographical  references. 

A1683 

Ontario  sector  profiles  : metal  die,  mould  and 
pattern  makers.  [Rev.].  Mar.  1994. 17,  [5]  p.  : ill., 
1 map.  Cover  title.  Includes  bibliographical  refer- 
ences. 

A1684 

Ontario  sector  profiles  : non-residential 
building  and  development.  [Rev.].  June  1994. 
16,  [6]  p.  : ill.  Cover  title.  Includes  bibliographical 
references. 

A1685 

Ontario  sector  profiles  : office  furniture. 

[Rev.].  June  1994.  21,  [10]  p.  : ill.  Cover  title. 
Includes  bibliographical  references. 

A1686 

Ontario  sector  profiles  : plastic  and  synthetic 
resin.  [Rev.].  Mar.  1994.  21,  [10]  p.  : ill.  Cover 
title.  Includes  bibliographical  references. 
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A1687 

Ontario  sector  profiles  : process  machinery 
and  equipment.  [Rev.].  Mar.  1994. 16,  [5]  p.  : ill. 
Cover  title.  Includes  bibliographical  references. 

A1688 

Ontario  sector  profiles  : residential  building 
and  development.  [Rev.].  Mar.  1994.  20,  [6]  p.  : 
ill.  Cover  title.  Includes  bibliographical  refer- 
ences. 

A1689 

Ontario  sector  profiles  : retail  trade.  [Rev.]. 
Mar.  1994.  16,  [4]  p.  : ill.  Cover  title.  Includes 
bibliographical  references. 

A1690 

Ontario  sector  profiles  : small  appliances. 

[Rev.].  Mar.  1994.  12,  [3]  leaves  : ill.  Cover  title. 
Includes  bibliographical  references. 

A1691 

Ontario  sector  profiles  : software  products 
development  industry.  [Rev.].  June  1994.  21, 
[12]  p.  : ill.  Cover  title.  Includes  bibliographical 
references. 

A1692 

Ontario  sector  profiles  : telecommunications 
equipment.  [Rev.].  Mar.  1994.  20,  [3]  p.  : ill. 
Cover  title.  Includes  bibliographical  references. 

A1693 

Ontario  sector  profiles  : telecommunications 
services  industry.  June  1994.  17,  [4]  p.  : ill. 
Cover  title.  Includes  bibliographical  references. 

A1694 

Ontario  special  envoy  program.  [1994?].  1 
sheet.  (Fact  sheet).  At  head  of  title:  Ontario  Can- 
ada international. 

A1695 

Ontario’s  Formulated  Products  and  Spe- 
cialty Chemicals  Sector  Strategy.  [1994],  1 
sheet.  Issued  also  in  French  under  title:  Strat- 
égie ontarienne  des  préparations  et  des  produits 
chimiques  spéciaux.  Issued  by  Canada-Ontario 
Business  Service  Centre. 

Al  696 

ORTECH  Corporation.  [1994],  1 sheet.  Issued 
also  in  French  under  the  same  title.  Issued  by 
Canada-Ontario  Business  Service  Centre. 

A1697 

Retail  Sector  Strategy.  [1994].  1 sheet.  Issued 
also  in  French  under  title:  Stratégie  du  secteur 
du  commerce  de  détail.  Issued  by  Canada- 
Ontario  Business  Service  Centre. 

Al  698 

Scientific  activities  of  the  government  of 
Ontario.  1992/93  survey  results.  20,  [49]  p.  : ill. 


Annual.  Chiefly  tables.  “Results  of  an  annual 
survey  conducted  by ...  Statistics  Canada”.  Sub- 
sequently issued  by  Ministry  of  Economic  Devel- 
opment, Trade  and  Tourism. 

A1699 

Student  venture  loans  : success  stories. 

[1995?].  [21]  p.  : ill.  Cover  title.  “Invest  a summer 
in  your  own  business  and  be  your  own  boss  for 
life”.  Issued  also  in  French  under  title:  Succès 
des  prêts  : étudiants  entrepreneurs. 

Al  700 

Taxation.  Rev.  June  1994.  74  p.  (The  Ontario 
investor  series  : doing  business  in  Ontario,  Can- 
ada). Cover  title.  “Ontario  : the  future  looks  good 
from  here”. 

Al  701 

Team  Ontario  Canada.  [1994?].  1 sheet.  (Fact 
sheet).  At  head  of  title:  Ontario  Canada  interna- 
tional. 

A1702 

Telecom  Sector  Strategy.  [1994].  1 sheet. 
Issued  also  in  French  under  title:  Stratégie  du 
secteur  des  télécommunications.  Issued  by 
Canada-Ontario  Business  Service  Centre. 

Al  703 

Trade  and  investment  initiatives  to  strength- 
en Ontario’s  economy.  Sept.  1994.  8 p.  (Back- 
ground). Cover  title.  At  head  of  title:  Ontario  Can- 
ada international. 

A1704 

Transportation  and  communications.  Rev. 
June  1994.  32  p.  : maps.  (The  Ontario  investor 
series  : doing  business  in  Ontario,  Canada).  Cover 
title.  “Ontario  : the  future  looks  good  from  here”. 
Issued  by  Investment  Management  Section. 

A1705 

Working  with  partners.  [1994?].  [2]  p.  on  1 

sheet.  (Fact  sheet).  At  head  of  title:  Ontario  Can- 
ada international. 


Investment  Branch 

A1706 

Energy  and  natural  resources.  Rev.  June 
1994.  20  p.  : ill.,  maps.  (The  Ontario  investor 
series  : doing  business  in  Ontario,  Canada). 
Cover  title.  “Ontario  : the  future  looks  good  from 
here”. 

A1707 

Establishing  a business  in  Ontario.  Rev.  June 
1994.  31  p.  (The  Ontario  investor  series  : doing 
business  in  Ontario,  Canada).  Cover  title. 
“Ontario  : the  future  looks  good  from  here”. 
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A1708 

Finances  and  banking.  Rev.  May  1994.  16  p. 
(The  Ontario  investor  series  : doing  business  in 
Ontario,  Canada).  Cover  title.  “Ontario  : the 
future  looks  good  from  here”. 

A1709 

Labour.  Rev.  June  1994.  31  p.  : ill.,  1 map.  (The 
Ontario  investor  series  : doing  business  in 
Ontario,  Canada).  Cover  title.  “Ontario  : the 
future  looks  good  from  here”. 

A1710 

Ontario’s  markets.  Rev.  June  1994.  15  p.  : 
maps.  (The  Ontario  investor  series  : doing  busi- 
ness in  Ontario,  Canada).  Cover  title.  “Ontario  : 
the  future  looks  good  from  here”. 

A1711 

Ontario’s  technology  climate.  Rev.  Aug.  1994. 
71  p.  : ill.  (The  Ontario  investor  series  : doing 
business  in  Ontario,  Canada).  Cover  title. 
“Ontario  : the  future  looks  good  from  here”. 

A1712 

Quality  of  life.  Rev.  June  1994.  7 p.  : ill.  (The 
Ontario  investor  series  : doing  business  in 
Ontario,  Canada).  Cover  title.  “Ontario  : the 
future  looks  good  from  here”. 

Marketing  and  Public  Affairs 
Branch 

A1713 

Challenges.  Vol.  8,  no.  1 (winter  1995)-v.  8,  no.  2 
(spring  1995).  ill.  Quarterly.  Caption  title. 
“Ontario’s  business:  issues  & opportunities/ 
Revue  d’actualités  du  monde  des  affaires  de 
l’Ontario”.  Includes  some  text  in  French.  Subse- 
quently issued  by  Ministry  of  Economic  Develop- 
ment, Trade  and  Tourism,  Marketing  and  Public 
Affairs  Branch. 

ISSN  0835-8877 

Small  Business 

A1714 

How  to  prepare  a business  plan  for  a small 
business  : planning  for  success.  C1994.  39  p.  : 
forms.  Cover  title. 

ISBN  0-7778-3346-8 

Pub.  Ont.  105420  D * $6.00 

A1715 

Marketing  for  a small  business  : a step-by- 
step  workbook  that  puts  you  on  the  track  to  suc- 
cess. c1994.  41  p.  : forms.  Cover  title. 

ISBN  0-7778-3345-X 

Pub.  Ont.  105421  D * $6.00 


A1716 

Visions  : shaping  tomorrow’s  entrepre- 
neurs : teacher’s  resource  kit  = Visions  : for- 
mons les  entrepreneurs  de  demain  : trousse  de 
ressources  de  l’enseignant.  [1994?].  1 portfolio 
(3  pieces)  : forms.  Text  in  English  only.  Contents: 
Teacher’s  resource  kit,  core  program  : lessons  1, 
2 & 3 - Teacher’s  resource  kit,  core  program  : 
handouts  & transparencies  for  lessons  1 & 3 - 
Entrepreneur’s  preparatory  kit. 

Small  Business  and  Domestic 
Operations 

A1717 

Ontario’s  small  business  facts,  1993.  Mar. 
1994.  [11]  p.  : ill.  Cover  title. 

A1718 

Student  venture  : guidelines  and  application 
to  obtain  a loan  of  up  to  3,000  [dollars]  to 
start  up  your  own  summer  business  : be  your 
own  boss.  [Rev.].  c1995. 16  p.  : forms.  Covertitle. 
Includes  application  form.  Issued  also  in  French 
under  title:  Étudiants  entrepreneurs  : instruc- 
tions et  demande  pour  obtenir  un  prêt  allant  jus- 
qu’à 3 000  [dollars]  pour  lancer  votre  propre 
entreprise  estivale. 

ISBN  0-7778-3712-9 
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AI  71 9 

COBCC  : if  you’re  planning  for  tomorrow,  call 
us  today.  [1995?].  1 fold,  sheet.  Text  in  English 
and  French  with  French  text  on  verso.  Title  on 
verso:  CAECO  : si  vous  vous  péparez  [sic]  à 
affronter  l’avenir,  appelez-nous  aujourd’hui.  Co- 
published  by  Industry  Canada.  Issued  by 
Canada-Ontario  Business  Call  Centre. 

Al  720 

Enterprise  quarterly.  1/1  (1995).  Caption  title. 
Funded  through  the  Ministry,  Technology 
Ontario.  Issued  by  Ontario  Centres  of 
Excellence. 

A1721 

Events.  Nov.  1995  to  Apr.  1996.  Semiannual. 
Cover  title.  Issued  also  in  French  under  title: 
Activités.  Previously  issued  by  Ministry  of  Cul- 
ture, Tourism  and  Recreation. 

Pub.  Ont.  005692  D * Free 
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A1722 

Ontario  Centres  of  Excellence  : changing  the 
way  we  live  and  work.  [1995?].  13  p.  : ill.  Cover 
title.  Funded  through  the  Ministry,  Technology 
Ontario.  Issued  by  Ontario  Centres  of  Excellence. 

A1723 

Ontario  Investment  Service.  [Rev.].  [1995?].  1 
portfolio  (5  pieces)  : ill.,  1 form.  Partial  contents: 
Ontario  Investment  Service  (9  p.  : col.  ill.)  - Get 
global  exposure  on  the  World  Wide  Web  - OIS  : 
a showcase  of  Ontario  information  technology  - 
Ontario  Investment  Service  1995  membership 
application  - Appian  Interactive  Corporation 
Pythia  electronic  publishing  system. 

A1724 

Scientific  activities  of  the  government  of 
Ontario.  1993/94  survey  results.  25,  [61]  p.  : ill. 
Annual.  Chiefly  tables.  “Results  of  an  annual 
survey  conducted  by  ...  Statistics  Canada”.  Pre- 
viously issued  by  Ministry  of  Economic  Develop- 
ment and  Trade. 

A1725 

Travel  trade  manual  : Ontario,  Canada.  Rev. 
c1995.  73  p.  : maps.  Cover  title. 

ISBN  0-7778-481 8-X 


Marketing  and  Public  Affairs 
Branch 

A1726 

Challenges.  Vol.  8,  no.  3 (summer  1995).  ill. 
Quarterly.  Caption  title.  “Ontario’s  business: 
issues  & opportunities/Revue  d’actualités  du 
monde  des  affaires  de  l’Ontario”.  Includes  some 
text  in  French.  Previously  issued  by  Ministry  of 
Economic  Development  and  Trade,  Marketing 
and  Public  Affairs  Branch. 

ISSN  0835-8877 


Small  Business 


A1727 

Starting  a small  business  in  Ontario  : a sound 
business  approach  to  setting  up  your  own  com- 
pany. [Rev.].  c1995.  112  p.  : forms.  Cover  title. 
Issued  also  in  French  under  title:  Fondation 
d’une  petite  entreprise  en  Ontario.  Includes  bib- 
liographical references. 

ISSN  0825-9313 

Pub.  Ont.  105910  D * $3.50 
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Literacy  Branch 

A1728 

Aboriginal  literacy  programs-  what  should 
be  included?  : some  ideas  for  discussion.  Mar. 
1993. 7 p.  Cover  title.  “Book  code  #A118”.  Issued 
also  in  French  under  title:  Que  devraient  inclure 
les  programmes  d’alphabétisation  destinés  aux 
autochtones? 

Al  729 

Quality  in  literacy  education  : meaning  and 
challenges  for  adult  literacy  education  in 
French  Ontario.  Jan.  1993.  6 p.  Cover  title. 
“Book  code  #P107”.  Issued  also  in  French  under 
title:  La  qualité  en  alphabétisation  : sa  significa- 
tion et  ses  enjeux  pour  l’alphabétisation  des 
adultes  en  Ontario  français. 

Al  730 

What  makes  a literacy  program  good?  : some 
ideas  for  discussion.  Mar.  1993. 10  leaves.  Cover 
title.  “Book  code  #W103”.  Issued  also  in  French 
under  title:  Les  éléments  d’un  bon  programme 
d’alphabétisation. 

Skills  Development  Division 

Al  731 

A training  profile  for  stationary  engineers, 
third  class.  c1979. 125  p.  Cover  title:  Stationary 
engineers  : a training  profile,  third  class.  Co- 
published by  Ministry  of  Colleges  and  Univer- 
sities. Includes  bibliographical  references. 

Pub.  Ont.  005660  Out-of-print 


MINISTRY  OF  EDUCATION 
AND  TRAINING 


A1732 

1994  survey  of  attitudes  towards  public  edu- 
cation in  Ontario  / prepared  by  ComQUEST 
Research.  July  1994.  27  [i.e.  46],  12,  [5]  leaves  : 
ill.  (Sessional  paper  ; 361/055).  Running  title: 
Attitudes  towards  public  education.  Cover  title.  At 
head  of  title:  Ministry  of  Education  and  Training. 

A1733 

Aird  Scholarship.  1995/96.  [10]  p.  : forms. 
Annual.  Caption  title.  Text  in  English  and  French 
with  French  text  on  verso.  Title  on  verso:  Bourse 
Aird. 
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Al  734 

Assessment  planning  guide  : junior  division 
science  OAIP.  c1993.  xv,  137  p.  : ill.,  forms. 
“OAIP,  Ontario  assessment  instrument  pool”. 
ISBN  0-7778-0716-5 

Al  735 

A bad  case  of  the  meanies  [videorecording]. 
1995. 1 videocassette  (8  min.,  30  sec.)  : sd.,  col. 
-l-teacher’s  guide  (25  p.  : ill.,  forms).  Co- 
published by  Ontario  Teachers’  Federation. 
Issued  also  in  French  under  title:  École  ravagée 
par  les  malins  microbes. 

Al  736 

Broad-based  technological  education 
grades  10,  11  and  12  : communications,  con- 
struction, hospitality  services,  manufacturing, 
personal  services,  technological  design,  trans- 
portation. cl  995. 39  p.  Cover  title.  At  head  of  title: 
Curriculum  guideline.  Issued  also  in  French 
under  title:  Education  technologique  de  portée 
générale  de  la  10e  à la  12e  année. 

ISBN  0-7778-4632-2 

Pub.  Ont.  105991  D * $2.00 

Al  737 

Child-care  bursary.  [1994].  [2]  p.  on  1 sheet  : all 
forms.  Text  in  English  and  French  with  French 
text  on  verso.  Title  on  verso:  Bourse  pour  frais  de 
garde  d’enfants. 

Al  738 

Co-operative  professional  development  pro- 
ject = Projects  [sic]  coopératifs  de  perfectionne- 
ment professional  [sic].  Sept.  1995.  22  p.  Cover 
title.  Issued  by  Special  Education  Policy  Unit. 

A1739 

The  common  curriculum  : policies  and  out- 
comes grades  1-9.  c1995.  112  p.  Cover  title. 
“New  foundations  for  Ontario  education”.  Issued 
also  in  French  under  title:  Le  programme 
d’études  commun  : politiques  et  résultats 
d’apprentissage  de  la  Ire  à la  9e  année. 

ISBN  0-7778-3535-5 

Pub.  Ont.  105522  D * $6.75 

Al  740 

The  common  curriculum  : provincial  stand- 
ards, language,  grades  1-9.  Field-test  version. 
c1995.  116  p.  Cover  title.  “New  foundations  for 
Ontario  education”.  Issued  also  in  French  under 
title:  Le  programme  d’études  commun  : normes 
provinciales  de  langue,  de  la  Ire  à la  9e  année. 
Includes  bibliographical  references. 

ISBN  0-7778-3539-8 

Pub.  Ont.  105524  D * $3.50 

Al  741 

The  common  curriculum  : provincial  stand- 
ards, mathematics,  grades  1-9.  Field-test  ver- 
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sion.  c1995.  56  p.  : ill.  Cover  title.  “New  founda- 
tions for  Ontario  education”.  Issued  also  in 
French  under  title:  Le  programme  d’études  com- 
mun : normes  provinciales  de  mathématiques, 
de  la  Ire  à la  9e  année.  Includes  bibliographical 
references. 

ISBN  0-7778-3537-1 

Pub.  Ont.  105526  D * $2.00 

Al  742 

Confirmation  of  program  information  : (green 
sheet).  1995/96.  [2]  p.  on  1 sheet  : all  forms. 
Annual.  “For  students  planning  to  attend  a private 
postsecondary  institution  or  planning  to  study  out- 
side Ontario  or  Canada.”  Text  in  English  or  French 
with  French  text  on  verso.  Title  on  verso:  Confir- 
mation de  renseignements  sur  le  programme. 
Pub.  Ont.  001898  Out-of-print 

Al  743 

Contact.  No.  6 (Mar.  1995).  ill.  Caption  title.  “A 
newsletter  for  teachers”.  Ceased  publication. 
Issued  also  in  French  under  the  same  title. 
ISSN  1195-8936 

A1744 

Directory  of  education  = Annuaire  de  l’admin- 
istration scolaire.  1993/94.  xv,  293  p.  : maps. 
Previously  issued  by  Ministry  of  Education. 
ISSN  0316-8549 

Pub.  Ont.  105410  D * $10.00  ( + PST) 

A1745 

Directory  of  education  [computer  file]  = An- 
nuaire de  l’administration  scolaire.  1993/94.  1 
computer  disk  ; 3 1/2  in.  Title  from  title  screen. 
Pub.  Ont.  205410  * $10.00  ( + PST) 

Al  746 

Education  funding  in  Ontario  : a description  of 
the  education  funding  model.  1995.  24,  v p.  : ill. 
Cover  title.  Issued  also  in  French  under  title:  Le 
financement  de  l’éducation  en  Ontario. 

Pub.  Ont.  106119  * $5.00 

Al  747 

Employment  profile  : graduates  of  Ontario 
colleges  of  applied  arts  and  technology. 

1992/93. 132  p.  : ill.,  1 form,  1 map.  Issued  also  in 
French  under  title:  Situation  professionnelle  : 
des  personnes  diplômées  des  collèges  d’arts 
appliqués  et  de  technologie. 

ISSN  1192-7100 

Pub.  Ont.  105729  D * $5.00 

Al  748 

The  facts  about  jobsOntario  Summer  Em- 
ployment. [1994?].  2 p.  on  1 sheet.  (JobsOntario 
Summer  Employment  fact  sheet). 

A1749 

Fellowships  for  studying  in  French.  1995/96. 
[4,  4]  p.  : forms.  Annual.  Title  on  added  t.p.: 
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Bourses  pour  étudier  en  français.  Caption  title. 
Text  in  English  and  French  with  French  text  on  in- 
verted pages.  Co-published  by  Canadian  Heritage. 
ISSN  1198-094X 

A1750 

Fellowships,  scholarships  & bursaries.  Rev. 
[1994].  [2]  p.  on  1 sheet.  Issued  also  in  French 
under  title:  Bourses  d’études  de  perfectionne- 
ment. 

Al  751 

Final  report  of  the  Income-Contingent 
Repayment  Plan  Symposium.  c1995.  53  p. 
Cover  title.  Co-published  by  Association  of  Uni- 
versities and  Colleges  of  Canada,  Council  of 
Ontario  Universities  and  Association  of  Colleges 
of  Applied  Arts  and  Technology  of  Ontario. 
Issued  also  in  French  under  title:  Rapport  du 
Colloque  sur  le  programme  de  remboursement 
des  prêts  en  fonction  du  revenu. 

ISBN  0-7778-4140-1 

Pub.  Ont.  106051  * $3.00 

Al  752 

The  General  Legislative  Grants  Regulations. 

1995.  1 v.  (various  pagings).  Title  from  cover. 
Issued  also  in  French  under  title:  Règlement  sur 
les  subventions  générales.  Contents:  General 
Legislative  Grants,  1995  : Public,  Separate  and 
Secondary  School  Boards  - Calculation  of  Fees 
for  Pupils,  1995  - Apportionment  1995  Requisi- 
tions -Calculation  of  Average  Daily  Enrolment  - 
Conditions  for  Extended  Funding. 

Pub.  Ont.  105752  * $3.50 

AI  753 

Handbook  for  members  of  special  education 
advisory  committees  / Provincial  Parent  Asso- 
ciation Advisory  Committee  on  Special  Educa- 
tion Advisory  Committees.  1995.  24  p.  Cover 
title.  Issued  also  in  French  under  title:  Guide  à 
l’intention  des  membres  des  comités  consultatifs 
pour  l’enfance  en  difficulté.  Includes  bibliograph- 
ical references. 

Al  754 

Horizons  : guide  to  postsecondary  education  in 
Ontario.  1996/97.  27  p.  : maps.  Annual.  Cover 
title. 

ISSN  0381-3789 

Pub.  Ont.  005691  D * Free 

A1755 

In  common.  Vol.  2,  no.  2 (Mar./Apr.  1995).  Cap- 
tion title.  Issued  also  in  French  under  title:  En 
commun. 

ISSN  1195-6135 

Pub.  Ont.  001888  (Mar./Apr.) 

D (Mar./Apr.)  * Free 


A1756 

Information  literacy  and  equitable  access  : a 
framework  for  change  : a draft  document  for 
discussion  and  response.  Jan.  1995. 15,  [2]  p.  : 1 
form.  Cover  title.  Issued  also  in  French  under 
title:  Culture  informationnelle  et  équité  d’accès  : 
une  vision  du  changement. 

Al  757 

International  languages  program  (elemen- 
tary). c1995.  32  p.  Cover  title.  At  head  of  title: 
Resource  guide. 

ISBN  0-7778-4057-X 

A1758 

Key  statistics  : elementary  and  secondary 
education  in  Ontario.  1992/93.  39  p.  : ill. 
Annual.  Issued  also  in  French  under  title:  Statis- 
tiques principales  : l’éducation  à l’élémentaire  et 
au  secondaire  en  Ontario. 

ISSN  1180-4998 

Pub.  Ont.  105727  D * $3.50 

Al  759 

List  of  school  boards  in  Ontario  = Liste  des 
conseils  scolaires  de  l’Ontario.  Feb.  1995. 13  p. 
Annual.  Cover  title. 

Al  760 

Loan  forgiveness  program.  [1994].  [2]  p.  on  1 

sheet.  Issued  also  in  French  under  title:  Pro- 
gramme d’exonération  du  remboursement  des 
prêts. 

Al  761 

Local  summit  for  violence-free  schools. 

[1994],  1 v.  (various  pagings).  Cover  title.  Partial 
contents:  Backgrounder  - Highlights  of  the  draft 
violence-prevention  policy  papers  - Framework 
for  the  development  of  violence-prevention  pol- 
icies by  school  boards  - Reporting  violent  inci- 
dents to  the  police  and  the  Ministry  of  Education 
and  Training  - Challenging  problems,  hard 
choices  : developing  programs  for  students  sus- 
pended or  expelled  for  violent  behaviour. 

A1762 

Mathematics  OAIP  handbook,  cl 993.  xv, 
54  p.  : ill.,  forms.  Cover  title:  Mathematics  hand- 
book. “OAIP,  Ontario  assessment  instrument 
pool”.  Includes  bibliographical  references. 

ISBN  0-7778-1101-4 

A1763 

The  MET  gazette.  No.  7 (Mar.  29,  1995)-no.  15 
(Nov.  27, 1995).  ill.  Irregular.  Caption  title.  “This 
is  an  internal  newsletter  of  the  Ministry  of  Educa- 
tion and  Training”. 

A1764 

New  foundations  for  Ontario  education. 

[1994?].  15  p.  : col.  ill.  Cover  title.  Issued  also  in 
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French  under  title:  De  nouvelles  bases  pour 
l’éducation  en  Ontario. 

Pub.  Ont.  001732  D * Free 

A1765 

New  foundations  for  Ontario  education  : a 
summary.  c1995.  32  p.  : ill.  Cover  title.  Issued 
also  in  French  under  title:  De  nouvelles  bases 
pour  l’éducation  en  Ontario  : les  grandes  lignes. 
ISBN  0-7778-4119-3 

Pub.  Ont.  105900  D * $2.00 

Al  766 

ONeducation  [computer  file].  Vol.  3,  no.  1 (Apr. 
1995).  Title  from  label.  “A  project  of  the  R.W.B. 
Jackson  Library,  the  Ontario  Institute  for  Studies 
in  Education”.  A partnership  of  Onteris  (OISE), 
Ministry  of  Education  and  Training,  Ontario  Cur- 
riculum Clearinghouse  and  TVOntario. 

A1767 

Ontarians’  attitudes  toward  education 
finanace  [sic]  reform  : presentation  graphics 
and  results  summary  / prepared  by  Environics 
Research  Group  Limited.  Feb.  1994.  [22] 
leaves  : ill.  (Sessional  paper  ; 361/054). 
“PN3765,  fieldwork  dates:  January  25-31 , 1994”. 

A1768 

Ontario  College  Placement  Group  college 
graduate  questionnaire.  [1995?].  [4]  p.  : 1 form. 
Caption  title.  Co-published  by  Association  of 
Colleges  of  Applied  Arts  and  Technology  of 
Ontario. 

Pub.  Ont.  001531  D * Free 

A1769 

Ontario  Curriculum  Clearinghouse  curricu- 
lum resource  materials  : catalogue  of  transi- 
tion years.  c1995. 198  p.  : forms.  Ontario  Curricu- 
lum Clearinghouse  is  a partnership  of  the 
Ministry,  Ontario  Catholic  Supervisory  Officers’ 
Association,  Ontario  Public  School  Boards’ 
Association,  Ontario  Public  Supervisory  Offi- 
cials’ Association,  Ontario  Separate  School 
Trustees’  Association  and  Ontario  Teachers’ 
Federation.  Includes  booklet  entitled  Ontario 
Curriculum  Clearinghouse  update  (vol.  1,  no.  1) 
and  CD-ROM  entitled  ONeducation  (vol.  3,  no.  1). 

A1770 

Ontario  Curriculum  Clearinghouse  update. 

Vol.  1,  no.  1 ([1995])-v.  1,  no.  2 ([1995]).  Cover 
title.  “Latest  information  and  new  listings  to  add 
to  your  Curriculum  resource  materials  cata- 
logue.” Ontario  Curriculum  Clearinghouse  is  a 
partnership  of  the  Ministry,  Ontario  Catholic 
Supervisory  Officers’  Association,  Ontario  Pub- 
lic School  Boards’  Association,  Ontario  Public 
Supervisory  Officials’  Association,  Ontario  Sep- 
arate School  Trustees’  Association  and  Ontario 


MINISTRY  OF  EDUCATION  AND  TRAINING 

Teachers’  Federation.  Issued  as  part  of  Ontario 
Curriculum  Clearinghouse  curriculum  resource 
materials. 

A1771 

Ontario  education  highway.  c1995.  1 fold, 
sheet.  Issued  also  in  French  under  title:  L’auto- 
route électronique  de  l’éducation  pour  l’Ontario. 
ISBN  0-7778-4293-9 

Al  772 

Ontario  Graduate  Scholarship  Program  : 

information,  instructions  and  application  form. 
1996/97.  8,  [2]  p.  Annual.  Cover  title.  Subtitle 
varies.  Application  form  inserted.  Issued  also  in 
French  under  title:  Régime  de  bourses  d’études 
supérieures  de  l’Ontario. 

ISSN  0225-2260 

Pub.  Ont.  005674  * Free 

Al  773 

Ontario  prospects.  1995.  32  p.  : ill.  Caption  title. 
“Spring  1995”.  Co-published  by  Ontario  Training 
and  Adjustment  Board  and  by  Human 
Resources  Development  Canada.  Includes: 
Career  prospects  (16  p.).  Issued  also  in  French 
under  title:  Perspectives  Ontario. 

Pub.  Ont.  001943  D * Free 

A1774 

Ontario-Quebec  Exchange  Fellowship  Pro- 
gram : information  for  residents  of  Ontario. 
1996/97.  [8]  p.  : forms.  Annual.  Caption  title.  Text 
in  English  and  French  with  French  text  on  verso. 
Title  on  verso:  Bourses  d’échange  Ontario- 
Qu-ebec. 

A1775 

Ontario-Quebec  Exchange  Program  : college 
level  guide  : guidelines  for  faculty  and  admin- 
istrative staff.  1995/96. 15, 17  p.  : maps.  Title  on 
added  t.p.:  Programme  d’échanges  Ontario- 
Québec  au  niveau  collégial  : critères.  Cover  title. 
Text  in  English  and  French  with  French  text  on 
inverted  pages.  Continues:  Ontario-Quebec 
Exchange  Program  : college  level  guidelines. 
Issued  by  French-language  Education  Policy 
and  Programs  Team. 

A1776 

Ontario-Quebec  Health  Study  Program. 

[Rev.].  [1994?].  6,  [4],  6 p.  : forms.  Cover  title. 
Text  in  English  and  French  with  French  text  on 
inverted  pages.  Title  on  added  t.p.:  Programme 
d’études  Ontario-Québec  - services  de  santé. 
ISBN  0-7778-3424-3 

Al  777 

Ontario  Special  Bursary  Plan.  [1995],  1 fold, 
sheet.  Text  in  English  and  French  with  French 
text  on  inverted  pages.  Title  on  added  t.p.:  Régi- 
me de  bourses  spéciales  de  l’Ontario. 
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A1778 

Ontario  Special  Bursary  Plan  (OSBP).  1995/ 
96.  [4]  p.  : 1 form.  Annual.  Caption  title.  Title 
varies.  Issued  also  in  French  under  title:  Régime 
de  bourses  spéciales  de  l’Ontario  (RBSO). 


French  under  title:  Loi  sur  les  écoles  privées  de 
formation  professionnelle  : renseignements  à 
l’intention  des  organismes  offrant  une  formation 
professionnelle. 

ISBN  0-7778-3794-3 


Al  779 

Ontario  Student  Assistance  Program  : appli- 
cation and  guide  for  students  who  are  married  or 
are  sole-support  parents.  1995/96. 10  p.  Annual. 
On  cover:  OSAP.  Cover  title.  Title  varies. 
Includes  OSAP  application  form.  Issued  also  in 
French  under  title:  Régime  d’aide  financière  aux 
étudiants  de  l’Ontario. 

Pub.  Ont.  001945  D * Free 

Al  780 

Ontario  Student  Assistance  Program  : appli- 
cation and  guide  for  single  students.  1995/96. 
10  p.  Annual.  On  cover:  OSAP.  Cover  title.  Title 
varies.  Includes  OSAP  application  form.  Issued 
also  in  French  under  title:  Régime  d’aide  finan- 
cière aux  étudiants  de  l’Ontario. 

Pub.  Ont.  001896  Out-of-print 

Al  781 

Ontario  transfer  guide  : a guide  to  transfer 
agreements  among  Ontario  colleges  and  univer- 
sities = Reconnaissance  de  crédits  : répertoire 
des  ententes  de  reconnaissance  de  crédits  entre 
les  collèges  et  les  universités  de  l’Ontario, 
cl 994. 119  p.  Includes  some  text  in  French.  Co- 
published by  Council  of  Ontario  Universities  and 
Association  of  Colleges  of  Applied  Arts  and 
Technology  of  Ontario. 

ISBN  0-7778-3487-1 

Pub.  Ont.  105615  D * $7.00 

A1782 

Per  pupil  survey.  Based  on  school  boards’  1993 
financial  statements  and  1994  estimates.  12, 
12  p.  Title  on  added  t.p.:  Analyse  comparative 
des  dépenses  par  élève. 

Al  783 

Philosophy  : Ontario  academic  course. 

cl 994. 11  p.  Cover  title.  At  head  of  title:  Curricu- 
lum guideline.  Issued  also  in  French  under  title: 
Philosophie  : cours  préuniversitaire  de  l’Ontario. 
ISBN  0-7778-3315-8 

Pub.  Ont.  105695  D * $4.00 

Al  784 

Private  schools  in  Ontario  = Les  écoles  pri- 
vées de  l’Ontario.  Dec.  1994.  Cover  title. 
Includes  some  text  in  French.  “With  index”. 

Pub.  Ont.  105990  D * $3.50 

A1785 

The  Private  Vocational  Schools  Act  : infor- 
mation for  organizations  offering  vocational 
education.  c1995.  1 fold,  sheet.  Issued  also  in 


A1786 

The  privilege  of  professionalism.  Sept.  1995. 
74  p.  Cover  title.  On  cover:  The  Ontario  College 
of  Teachers.  Issued  also  in  French  under  title:  La 
reconnaissance  professionnelle  : un  privilège. 
Issued  by  Ontario  College  of  Teachers  Imple- 
mentation Committee. 


A1787 

Professionally  speaking.  Sept.  1995-Dec. 
1995.  2 no.  ill.  Caption  title.  “A  newsletter  for 
Ontario  teachers”.  Issued  also  in  French  under 
title:  Pour  parler  profession.  Issued  by  Ontario 
College  of  Teachers  Implementation  Committee. 

A1788 

Quality  standards  for  adult  literacy  : discus- 
sion guide.  Apr.  1993.  49  p.  : forms.  Cover  title. 
Issued  also  in  French  under  title:  Normes  de 
qualité  pour  l’alphabétisation  des  adultes. 

Al  789 

Questions  and  answers  about  financial  as- 
sistance for  postsecondary  students.  [1994], 
8 p.  Cover  title.  On  cover:  OSAP  : Ontario  Stu- 
dent Assistance  Program.  Issued  also  in  French 
under  title:  Questions  et  réponses  sur  l’aide 
financière  aux  étudiants  du  postsecondaire. 


Al  790 

Quick  facts  : Ontario  schools.  [1993/94],  1 
fold,  sheet  : ill.  Issued  also  in  French  under  title: 
Coup  d’oeil  : les  écoles  de  l’Ontario. 

ISSN  1188-4843 

Pub.  Ont.  001947  D * Free 

Al  791 

Report  to  parents.  Mar.  1995.  ill.  Caption  title. 
Issued  also  in  French  under  title:  Info-parents. 
ISBN  0-7778-3843-5  (Mar.  1995) 

Pub.  Ont.  001886  (Mar.  1995) 

D (Mar.  1995)  * Free 


A1792 

Resource  list  on  integration.  “Validation 
draft”.  1995.  23  p.  Cover  title.  Issued  by  Special 
Education  Policy  Unit. 

A1793 

Restructuring  : new  realities,  new  beginnings. 
1994. 1 v.  (various  pagings)  : ill.  “Initiated  by  the 
Ontario  Public  School  Boards’  Association,  the 
Ontario  Separate  School  Trustees’  Association, 
Association  française  des  conseils  scolaires  de 
l’Ontario,  Association  franco-ontarienne  des 
conseils  d’écoles  catholiques”.  Includes  biblio- 
graphical references. 
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School  board  3 year  statistics.  1992  financial 
statements.  1993  financial  statements.  1994 
board  estimates,  vi,  127  p.  Running  title:  Board 
financial  statistics.  Cover  title.  Chiefly  tables. 
Issued  also  in  French  under  title:  Rapport  statis- 
tique des  conseils  scolaires  couvrant  trois  années. 

Al  795 

Sir  John  A.  Macdonald  Graduate  Fellowship 
in  Canadian  History  : information  and  instruc- 
tions. 1996/97.  [8]  p.  : forms.  Caption  title.  Text  in 
English  and  French  with  French  text  on  verso. 
Title  on  verso:  Bourse  de  perfectionnement  Sir 
John  A.  Macdonald  en  histoire  du  Canada. 

Al  796 

Task  force  report  to  Forum  II  : sustainability 
and  environmental  education  : learning  for 
sustainability.  “Draft  for  discussion”.  Apr.  1995. 
25  [i.e.  29]  p.  : ill.  Cover  title.  “The  Task  Force 
Report  ...  is  a result  of  the  work  done  in  the 
Sustainability  and  Environmental  Education  For- 
um of  December  6, 1994”.  Includes  bibliographi- 
cal references. 

A1797 

Training  for  tomorrow,  today  : contact  the 
aboriginal  management  board  in  your  area. 
[1994?].  1 fold,  sheet  : ill.  At  head  of  title:  jobs- 
Ontario  Training. 

A1798 

William  G.  Davis  Student  Award.  1995/96. 
[6]  p.  : forms.  Caption  title.  Text  in  English  and 
French  with  French  text  on  verso.  Title  on  verso: 
Bourses  d’études  William  G.  Davis. 

ISSN  1195-9363 

A1799 

Your  guide  to  summer  jobs.  [1994?].  20,  [4]  p.  : 

ill.,  forms.  Cover  title.  At  head  of  title:  jobsOntario 
Summer  Employment.  “The  brochure  is  also 
available  on  audio  cassette  and  ASCII  disk.” 
Issued  also  in  French  under  title:  Votre  guide 
pour  les  emplois  d’été. 

Pub.  Ont.  001616  * Free 


Communications  and  Marketing 
Branch 

A1800 

Education  reform  update.  Apr.  1995.  [2,  2]  p. 
Cover  title.  “New  foundations  for  Ontario  educa- 
tion”. Text  in  English  and  French  with  French  text 
on  inverted  pages.  Title  on  added  t.p.:  Le  point 
sur  la  réforme  de  l’éducation. 

ISBN  0-7778-4142-8 
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Independent  Learning  Centre 

A1801 

The  correspondent.  Vol.  15,  issue  1 (winter/ 
spring  1995)-v.  15,  issue  2 (fall/winter  1995).  ill. 
Caption  title. 

A1802 

Course  guide.  1995/96.  68,  64  p.  Annual.  Title 
on  added  t.p.:  Annuaire.  Cover  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Application  form  inserted. 

A1803 

Student  guide.  1994/95. 16, 16  p.  Title  on  added 
t.p.:  Guide  de  l’élève.  Cover  title.  Text  in  English 
and  French  with  French  text  on  inverted  pages. 
Previously  issued  by  Ministry  of  Education. 
ISSN  0832-7254 


MINISTRY  OF  ENVIRONMENT 
AND  ENERGY 


A1804 

1993  waste  water  discharges  report.  Mar.  1995. 
47  p.  Cover  title.  “Cette  publication  technique 
n’est  disponible  qu’en  anglais”.  PIBS  2957E02. 
ISBN  0-7778-3907-5 

A1805 

Acute  lethality  data  for  Ontario’s  electric 
power  generation  sector  effluents  covering 
the  period  from  December  1990  to  May  1991  / 

prepared  by  D.G.  Poirier ...  [et  al.].  Jan.  1995. 11, 
[152]  p.  : ill.  Cover  title  varies  slightly.  On  cover: 
Stopping  water  pollution  at  its  source  : MISA, 
Municipal/Industrial  Strategy  for  Abatement. 
“Cette  publication  technique  n’est  disponible 
qu’en  anglais.”  Chiefly  tables.  PIBS  3330E. 
Includes  bibliographical  references. 

ISBN  0-7778-0696-7 

A1806 

Acute  lethality  data  for  Ontario’s  electric 
power  generation  sector  effluents  covering 
the  period  from  June  to  November  1990/ 

prepared  by  D.G.  Poirier ...  [et  al.].  Jan.  1995. 10, 
[158]  p.  : ill.  Cover  title  varies  slightly.  On  cover: 
Stopping  water  pollution  at  its  source  : MISA, 
Municipal/Industrial  Strategy  for  Abatement. 
“Cette  publication  technique  n’est  disponible 
qu’en  anglais.”  Chiefly  tables.  PIBS  3330E01. 
Includes  bibliographical  references. 

ISBN  0-7778-0164-7 

A1807 

Addendum  (1988-1992)  to  the  stage  1 report 
on  the  St.  Lawrence  River  Remedial  Action 
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Plan  (Cornwall/Lake  St.  Francis  area)  / pre- 
pared by  Geomatics  Inc.  for  St.  Lawrence  RAP 
Team.  Feb.  1995.  66,  [38]  p.  : maps.  Cover  title: 
Addendum  to  stage  1 report  : St.  Lawrence  River 
Remedial  Action  Plan  : Cornwall/Lake  St.  Francis 
area.  On  cover:  St.  Lawrence  Remedial  Action 
Plan.  “Remedial  action  plan  = Plan  d’assainisse- 
ment”. Includes  bibliographical  references. 

A1808 

Air  : how  are  we  doing?  [1995?].  1 sheet  (fold.)  : 
ill.  PIBS  3341.  Issued  also  in  French  under  title: 
L’air  : où  en  est-on? 

Al  809 

Air  monitoring  on  the  road.  [repr.  1994?].  1 
fold,  sheet  : ill.  Text  in  English  and  French  with 
French  text  on  verso.  Title  on  verso:  Les  unités 
mobiles  de  surveillance  de  la  qualité  de  l’air. 
PIBS  1640b. 

Al  810 

Air  quality  data  summary  : Regional  Munici- 
pality of  Hamilton-Wentworth  / prepared  by  F. 
Dobroff.  1993.  v,  85  p.  : ill.,  maps.  Annual.  Title 
varies.  “Cette  publication  technique  n’est  dis- 
ponible qu’en  anglais.”  PIBS  2764E01.  Includes 
bibliographical  references. 

ISSN  1192-425X 

A1811 

Air  quality  data  summary  : Regional  Munici- 
pality of  Niagara /prepared  by  F.  Dobroff.  1993. 
v,  50  p.  : ill.,  maps.  Annual.  “Cette  publication 
technique  n’est  disponible  qu’en  anglais.”  PIBS 
2763E01. 

ISSN  0836-0545 

A1812 

Air  quality  in  Ontario.  1993.  199  p.  : maps. 
Annual.  “Cette  publication  technique  n’est  dis- 
ponible qu’en  anglais.”  PIBS  3305E01. 

ISSN  0840-9366 

Pub.  Ont.  105475  D * $7.00 

A1813 

Air  quality  in  Ontario.  1993  appendix,  iii,  49  p.  : 
maps.  Annual.  “Cette  publication  technique 
n’est  disponible  qu’en  anglais.”  PIBS  2251. 
Vol.  2. 

ISSN  0840-9366 

Pub.  Ont.  105696  D Out-of-print 

A1814 

Air  quality  in  Ontario,  1993  : an  overview. 

c1995. 14  p.  : ill.,  maps.  Cover  title.  Running  title: 
Ontario’s  air  quality,  1993  : an  overview.  “Cette 
publication  technique  n’est  disponible  qu’en 
anglais.”  PIBS  3305e02. 

ISBN  0-7778-3530-4  (corr.) 


A1815 

Algoma  Slip  sediment  quality  and  benthic  in- 
vertebrate community  assessment  / prepared 
by  Richard  J.  Pope  and  Peter  B.  Kauss.  July 
1995.  vii,  65  p.  : ill.,  1 map.  “Cette  publication 
technique  n’est  disponible  qu’en  anglais.”  PIBS 
1793.  Includes  bibliographical  references. 

ISBN  0-7778-4198-3 

A1816 

Annual  report  : MISA  Advisory  Committee. 

7th  (1993/94).  9,  [38]  p.  At  head  of  title:  MISA  : 
Municipal/Industrial  Strategy  for  Abatement  : 
stopping  water  pollution  at  its  source.  Report 
year  ends  Mar.  31.  Issued  also  in  French  under 
title:  Rapport  annuel  : Comité  consultatif  de  la 
SMID. 

Al  81 7 

Annual  report  of  the  Advisory  Committee  on 
Environmental  Standards.  July  1993  to  July 
1994.  (ACES  report  ; 94-03).  On  cover:  ACES. 
Title  varies. 

ISSN  1192-3172 

A1818 

Annual  report  : research  and  development, 
Analytical  Laboratory  Services.  1994.  iv,  38  p. 
“Cette  publication  technique  n’est  disponible 
qu’en  anglais.”  PIBS  2511-02.  Includes  biblio- 
graphical references. 

ISSN  1203-0104 

A1819 

Approval  of  waste  management  systems  for 
dust  suppression  using  a waste  material. 

Apr.  1994.  [2]  leaves.  Cover  title.  “Guideline 
C-9”. 

A1820 

Background-  Niagara  Escarpment  Plan 
5-year  review.  Mar.  1994.  2 p.  on  1 sheet.  (For 
your  information).  PIBS  2943e. 

A1821 

Backgrounder  : the  Canada-Ontario  Agree- 
ment first  annual  progress  report.  [1995?]. 
4 p.  Caption  title.  Issued  also  in  French  under 
title:  Fiche  d’information  : le  premier  rapport 
d’étape  concèrnant  l’Accord  Canada-Ontario. 

Al  822 

Blue  Box  2000  : update.  Oct.  1993.  24  p.  : ill. 
Cover  title.  Co-published  by  Quinte  Regional 
Recycling. 

A1823 

Burning  at  landfill  sites.  Apr.  1994.  [2]  leaves. 
Cover  title.  “Guideline  C-7”. 

A1824 

Care  and  feeding  of-  your  septic  system. 

[1994?].  13  p.  : ill.,  forms.  Cover  title.  Co- 
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published  by  Canadian  Institute  of  Public  Health 
Inspectors,  Ontario  Branch  and  Concrete  Pre- 
casters Association  of  Ontario.  PIBS  3209E. 

A1825 

Categorization  (listing)  background  docu- 
ment : wood  preserving  wastes.  May  1994.  iii, 
26,  [55]  p.  “Cette  publication  technique  n’est  dis- 
ponible qu’en  anglais.”  PIBS  3020.  Includes  bib- 
liographical references. 

ISBN  0-7778-2758-1 

A1826 

Chlorinated  benzenes  in  the  aquatic  environ- 
ment/ L.  McCarty,  M.  Lupp  and  M.  Shea.  [repr. 
1995].  1 v.  (various  pagings)  : ill.  (Scientific  crite- 
ria document  for  standard  development  ; 
no.  3-84).  “January  1984”.  Includes  bibliographi- 
cal references. 

ISBN  0-7778-4522-9 

A1827 

Chlorinated  phenols  in  the  aquatic  environ- 
ment/by Paul  M.  McKee,  Richard  P.  Scroggins 
and  David  M.  Casson.  [repr.  1995].  1 v.  (various 
pagings)  : ill.  (Scientific  criteria  document  for 
standard  development  ; no.  2-84).  “March 
1984”.  Includes  bibliographical  references. 

ISBN  0-7778-4521-0 

A1828 

Choose  nature’s  way  : compost,  [repr.  1995?]. 
[5,  5]  p.  : col.  ill.  Cover  title.  Text  in  English  and 
French  with  French  text  on  inverted  pages.  Title 
on  added  t.p.:  Optez  pour  le  naturel  : pratiquez  le 
compostage!  PIBS  665B. 

Al  829 

The  Clean  Up  Rural  Beaches  (CURB)  Pro- 
gram. Sept.  1994.  2,  3 p.  (For  your  information). 
Caption  title.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  Le  Programme  de  dépollution  des  plages 
rurales.  PIBS  1665b. 

AI  830 

Clean  water  regulations  proposed  for  the 
iron  and  steel  manufacturing  and  the  electric 
power  generation  sectors.  Dec.  1994.  4 
leaves.  (For  your  information).  Caption  title. 
Issued  also  in  French  under  title:  Les  règlements 
sur  les  effluents  des  usines  sidérurgiques  et  des 
centrales  électriques.  PIBS  3328E. 

Al  831 

Compliance.  Apr.  1994.  [6]  leaves.  Cover  title. 
“Guideline  F-2”. 

A1832 

Concentrations  of  polychlorinated  dibenzo- 
p-dioxins  and  dibenzofurans  in  Detroit  River 
surficial  sediments,  1991  / prepared  by  P.B. 
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Kauss.  repr.  Mar.  1995.  vi,  13  p.  : ill.,  1 map. 
“Cette  publication  technique  n’est  disponible 
qu’en  anglais.”  PIBS  3325E.  Includes  biblio- 
graphical references. 

ISBN  0-7778-3624-6 

A1833 

Conservation  and  Prevention  Division. 

[1995?].  [3]  leaves.  Caption  title. 

A1834 

Corporate  Management  Division.  [1995?].  [2] 
leaves.  Caption  title. 

A1835 

Countdown  acid  rain  : government  review  of 
the  15th  progress  reports  (July  31,  1993)  by 
Ontario’s  four  major  sources  of  sulphur  dioxide, 
repr.  Mar.  1994  [Le.  1995],  13  p.  PIBS  646E/15. 
Issued  also  in  French  under  title:  Les  pluies 
acides,  un  compte  à rebours. 

ISSN  1188-472X 

Al  836 

Countdown  acid  rain  : government  review  of 
the  16th  progress  reports  (January  31, 1994)  by 
Ontario’s  four  major  sources  of  sulphur  dioxide, 
repr.  Mar.  1995.  ii,  12  p.  PIBS  646E/16.  Issued 
also  in  French  under  title:  Les  pluies  acides,  un 
compte  à rebours. 

ISSN  1188-472X 

Al  837 

Deloro  Mine  site  rehabilitation  : summary 
report  on  mine  closure  activities/  prepared  by 
J.G.  Ritter.  Oct.  1995. 1 v.  (various  pagings)  : ill., 
maps,  plan.  Includes  some  pages  on  fold, 
leaves.  Four  maps  on  4 fold,  sheets  in  pockets. 

A1838 

Deloro  Mine  workings  closure  plan  / prepared 
by  J.D.C.  Dupont.  Jan.  1994.  82  leaves  (some 
fold.)  : ill.,  maps.  Cover  title.  III.,  charts  and  maps 
on  6 fold,  sheets  in  pockets. 

A1839 

Deputy  minister’s  office.  [1995?].  [2]  leaves. 
A1840 

Deriving  receiving-water  based,  point- 
source  effluent  requirements  for  Ontario 
waters  / [Glenn  Rutherford,  Doug  Spry,  Peter 
Dennis,  principal  authors],  repr.  Mar.  1995.  iii,  32, 
[10]  p.  “Cette  publication  technique  n’est  dispon- 
ible qu’en  anglais.”  PIBS  3302E.  Includes  biblio- 
graphical references. 

ISBN  0-7778-3495-2 

A1841 

Development  of  the  Ontario  provincial  sedi- 
ment quality  guidelines  for  arsenic,  cad- 
mium, chromium,  copper,  iron,  lead,  man- 
ganese, mercury,  nickel,  and  zinc  / prepared  j 
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by  R.  Jaagumagi.  repr.  Feb.  1995.  iii,  10,  [34]  p.  : 
ill.  Cover  title  varies  slightly.  “Cette  publication 
technique  n’est  disponible  qu’en  anglais.”  PIBS 

1964.  Includes  bibliographical  references. 

ISBN  0-7729-9249-5 

A1842 

Development  of  the  Ontario  provincial  sedi- 
ment quality  guidelines  for  PCBs  and  the 
organochlorine  pesticides  / prepared  by  R. 
Jaagumagi.  repr.  Feb.  1995.  iv,  16,  [64]  p.  : ill. 
Cover  title  varies  slightly.  “Cette  publication 
technique  n’est  disponible  qu’en  anglais.”  PIBS 

1965.  Includes  bibliographical  references. 

ISBN  0-7729-9250-9 

A1843 

Diverting  wet  waste  from  disposa!  : progress 
and  action  : a report  by  the  Ontario  Strategy 
Team  for  Wet  Waste  Reduction,  repr.  Aug.  1995. 
1 v.  (various  pagings)  : ill.,  1 map.  “Cette  publica- 
tion technique  n’est  disponible  qu’en  anglais”. 
PIBS  3154E. 

ISBN  0-7778-4593-8 

A1844 

Draft  effluent  monitoring  and  effluent  limits 
regulation  : electric  power  generation  sector. 

Dec.  1994.  42  p.  Cover  title.  On  cover:  MISA  : 
Municipal/Industrial  Strategy  for  Abatement. 
PIBS  3319E. 

ISBN  0-7778-3614-9 

A1845 

Draft  regulation  to  be  made  under  the  Envi- 
ronmental Protection  Act  : effluent  monitor- 
ing and  effluent  limits,  iron  and  steel  man- 
ufacturing sector.  Dec.  1994.  56  p.  Cover  title. 
PIBS  3320E. 

ISBN  0-7778-3610-6 

A1846 

The  earth  news.  Vol.  5,  no.  1 (spring  1995)-v.  5, 
no.  2 (summer  1995).  ill.  Irregular.  Caption  title. 
Issued  also  in  French  under  title:  Les  nouvelles 
du  globe. 

ISSN  1183-0263 

AI  847 

Energy  matters  : fascinating  facts,  [repr.] 
1993.  [24]  p.  : ill.  Cover  title.  Issued  also  in 
French  under  title:  L’énergie,  ça  compte  : le 
saviez-vous? 

ISBN  0-7729-5343-0 

Al  848 

Enviro-boater.  [1995?].  [4]  p.  : ill.  Caption  title. 
Running  title:  Boat  guide  ’95. 

A1849 

Environment  and  Energy  highlights  for  1994. 

[1995?].  [8]  leaves.  Caption  title. 


A1850 

Environmental  assessment  glossary.  Mar. 
1995.  [12]  p.  On  cover:  Environmental 

assessment  : protection,  conservation,  wise 
management.  PIBS  2568. 

A1851 

Environmental  Education  and  Awareness 
Program  : EEAP  grants.  [1995?].  [7]  p.  : 1 form. 
Cover  title.  PIBS  1924E. 

A1852 

Environmental  noise  guidelines  for  installation 
of  residential  air  conditioning  devices.  Sept. 
1994.  38,  [43]  p.  : ill.,  forms.  “Cette  publication  tech- 
nique n’est  disponible  qu’en  anglais.”  PIBS 
2721 E01.  Includes  bibliographical  references. 
ISBN  0-7778-1616-4 

Pub.  Ont.  105471  D * $12.00 

A1853 

Environmental  Research  Program  : general 
information  and  application  procedures. 

[1994?].  8 p.  Cover  title. 

A1854 

Environmental  restructuring  of  the  Ontario 
economy  / prepared  by  the  ARA  Consulting 
Group  Inc.,  Informetrica  Ltd.  repr.  May  1995. 1 v. 
(various  pagings)  : ill.  “Cette  publication  tech- 
nique n’est  disponible  qu’en  anglais.”  PIBS 
3227E.  Includes  bibliographical  references. 
ISBN  0-7778-2747-6 

A1855 

Environmental  Sciences  and  Standards  Divi- 
sion. [1995?].  [4]  leaves.  Caption  title. 

A1856 

Environmental  Youth  Corps  : project  pro- 
posal guidelines  (appendix  B)  for  employer 
use.  [Rev.].  [1994?].  9, 8, 9 p.  : 1 form.  Covertitle. 
“1995-1996”.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  Brigade  des  jeunes  environnementalistes  : 
directives  concernant  les  propositions  de  projet 
(annexe  B)  à l’intention  des  employeurs.  Run- 
ning title:  1995-96  Environmental  Youth  Corps 
project  proposal  guidelines. 

ISBN  0-7778-3645-9 

A1857 

Envo  and  his  sister  Enva  : what  you  can  do  to 
protect  your  planet.  Rev.  [1994].  [4]  p.  : col.  ill. 
Caption  title.  PIBS  1005e.  Issued  also  in  French 
under  title:  Envo  et  sa  soeur  Enva. 

Al  858 

Envo  says-  : here  are  some  interesting  facts 
about  water-  . [repr.  1994?].  [4]  p.  : col.  ill.  Cap- 
tion title.  PIBS  1009E.  Issued  also  in  French 
under  title:  Envo  dit-  . 
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Al  859 

Estimates  briefing  book.  1995/96.  ii,  107  p.  : ill. 
Annual.  Running  title:  Estimates  briefing.  Cover 
title. 

ISSN  1198-4880 
A1860 

Evaluating  construction  activities  : gas/oil 
transmission  pipelines  crossing  water- 
courses. Apr.  1994.  [3]  leaves.  Cover  title. 
“Guideline  B-6”. 

A1861 

Evaluating  construction  activities-  high- 
ways and  bridges.  Apr.  1994.  [2]  leaves.  Cover 
title.  “Guideline  B-8”. 

A1862 

Evaluating  construction  activities  impacting 
on  water  resources,  part  IMA  : handbook  for 
dredging  and  dredged  material  disposal  in 
Ontario  - legislation,  policies,  sediment  classi- 
fication and  disposal  options,  repr.  Nov.  1994.  iv, 
48  p.  : maps.  On  cover:  February  1994.  “Cette 
publication  technique  n’est  disponible  qu’en 
anglais.”  PIBS  1711 E01.  Includes  bibliographical 
references. 

ISBN  0-7778-3291-7 

A1863 

Evaluating  construction  activities  impacting 
on  water  resources,  part  NIB  : handbook  for 
dredging  and  dredged  material  disposal  in 

Ontario  - dredging,  transport,  and  monitoring, 
repr.  Nov.  1994.  iii,  36  p.  : ill.  On  cover:  February 
1994.  “Cette  publication  technique  n’est  dispon- 
ible qu’en  anglais.”  PIBS  1711E02.  Includes  bib- 
liographical references. 

ISBN  0-7778-3292-5 

A1864 

Evaluating  construction  activities  impacting 
on  water  resources,  part  MIC  : handbook  for 
dredging  and  dredged  material  disposal  in 

Ontario  - sediment  sampling  and  laboratory 
analysis,  repr.  Nov.  1994.  iv,  28  p.  : ill.  “Cette 
publication  technique  n’est  disponible  qu’en 
anglais”.  PIBS1711E03.  Includes  bibliographical 
references. 

ISBN  0-7778-3293-3 

A1865 

Evaluating  construction  activities-  marine 
construction  projects.  Apr.  1994.  [2]  leaves. 
Cover  title.  “Guideline  B-10”. 

A1866 

Evaluating  construction  activities-  small 
scale  construction  projects.  Apr.  1994.  [2] 
leaves.  Cover  title.  “Guideline  B-11”. 
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A1867 

EYC  bulletin.  Vol.  5,  no.  1 (1995).  ill.  Caption 
title. 

A1868 

Fill  quality  guidelines  for  lakefilling  in 
Ontario  : application  of  sediment  and  water 
quality  guidelines  to  lakefilling  / prepared  by 
A.  Hayton,  D.  Persaud  and  R.  Jaagumagi.  repr. 
June  1995.  v,  9,  [7]  p.  : ill.  “Cette  publication 
technique  n’est  disponible  qu’en  anglais.”  PIBS 
1963.  Includes  bibliographical  references. 

ISBN  0-7729-9329-7 

A1869 

Financial  assurance.  Apr.  1994.  [6]  leaves. 
Cover  title.  “Guideline  F-15”. 

A1870 

First  progress  report  under  the  1994  Canada 
Ontario  Agreement  Respecting  the  Great 
Lakes  Basin  Ecosystem.  [1995?].  35  p.  : col.  ill. 
Cover  title.  Co-published  by  Environment  Can- 
ada. Issued  also  in  French  under  title:  Premier 
rapport  d’étape  en  vertu  de  l’Accord  Canada- 
Ontario  concernant  l’écosystème  du  bassin  des 
Grands  Lacs  1994.  Includes  bibliographical  ref- 
erences. 

Al  871 

Frequently  asked  questions  about  lead  in 
soil.  Jan.  1995.  2 p.  on  1 sheet.  (For  your  infor- 
mation). PIBS  3335E. 

A1872 

Frequently  asked  questions  about  mercury 
in  soil.  May  1995.  2,  2 p.  (For  your  information). 
Caption  title.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  Le  mercure  dans  le  sol.  PIBS  3351  B. 

Al  873 

Government  review  of  the  countdown  com- 
panies’ 1992  acid  gas  emissions  audits.  Jan. 
1995.  ii,  10  p.  “Cette  publication  technique  n’est 
disponible  qu’en  anglais.”  Issued  by  Science  and 
Technology  Branch  and  Mid  Ontario  Region.  PIBS 
2679E01.  Includes  bibliographical  references. 
ISBN  0-7778-3716-1 

A1874 

Granting  a variance  from  the  treatment  re- 
quirements for  municipal  and  communal 
waterworks  using  surface  water  sources. 

[1994?].  [3]  leaves.  Caption  title.  “Procedure 
B-13-1”. 

A1875 

The  great  Lake  Superior  cleanup  : final  report. 
1995.  8,  [1]  p.  : col.  ill.,  1 map.  On  cover:  Lake 
Superior  Binational  Program. 

ISBN  0-7778-4563-6 
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A1876 

Green  careers  [videorecording].  [1995].  1 video- 
cassette (23  min.,  20  sec.)  : sd.,  col.  Title  from 
label.  Originally  aired  in  Mar.  1995  on  the  televi- 
sion program  entitled:  Street  cents. 

A1877 

Green  communities  initiative.  [1994?].  [2]  p. 
on  1 sheet.  “Green  industry  strategy”.  PIBS 
3257E.  Issued  also  in  French  under  title:  L’initia- 
tive éco-communautaire. 

A1878 

Green  communities  initiative  = L’initiative  éco- 
communautaire.  [1994],  1 portfolio  (2  pieces). 
Includes  some  text  in  French.  Contents:  How  to 
turn  you  community  green  ([2])  p.  on  1 sheet. 
PIBS  3294E)  - Green  communities  initiative  - 
strategic  planning  application  form  (6  p.). 

A1879 

Green  industrial  analyses  and  retrofits  : can  we 
help  you?  [1994].  2 p.  Caption  title.  PIBS  3061 e. 
Issued  also  in  French  under  title:  Le  programme  d’- 
ecologisation  industrielle  à votre  service. 

Al  880 

Green  industrial  analyses  pilot  program, 
1992/93.  [1995?].  [3]  p.  Caption  title.  “Green 
industry  strategy”.  PIBS  3062E.  Issued  also  in 
French  under  title:  Programme  d’écologisation 
industrielle  : projet-pilote  (1992-1993). 

Al  881 

Green  industry  sector  strategy  for  Ontario  : 

developed  by  the  Green  Industry  Ministerial 
Advisory  Committee  (GIMAC).  Apr.  1994.  iii, 
47  p.  Cover  title.  PIBS  3292E.  Includes  biblio- 
graphical references. 

A1882 

Guidance  for  incinerator  design  and  opera- 
tion : volume  I : general,  repr.  Feb.  1995.  1 v. 
(various  pagings)  : ill.  Includes  bibliographical 
references. 

ISBN  0-7729-4232-3 

A1883 

Guide  for  applying  for  approval  of  permit  to 
take  water  : section  34,  Ontario  Water 
Resources  Act,  R.S.O.  1990.  Oct.  1994.  12, 
[8]  p.  : ill.,  1 form,  maps.  Cover  title.  Issued  by 
Regional  Operations  Division. 

A1884 

Guide  to  eating  Ontario  sport  fish.  1995/96. 
173, 13  p.  : ill.,  maps.  Annual.  Title  on  added  t.p.: 
Guide  pour  la  consommation  du  poisson  gibier 
de  l’Ontario.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Co-published  by 
Ministry  of  Natural  Resources. 

ISSN  0826-9653 
Pub.  Ont.  001980 


AI  885 

A guide  to  environmental  legislation  affect- 
ing the  Ontario  construction  industry.  Feb. 
1995. 18  p.  Cover  title.  PIBS  3301e.  Issued  also 
in  French  under  title:  Guide  de  la  législation 
environnementale  concernant  l’industrie  de  la 
construction  de  l’Ontario. 

ISBN  0-7778-3573-8 

Pub.  Ont.  001831  * Free 

Al  886 

Guide  to  resource  conservation  and  cost 
savings  opportunities  in  the  dairy  process- 
ing sector  / [Wardrop  Engineering  Inc.].  Sept. 
1995.  iv,  iv,  102,  [43]  p.  : ill.  PIBS  3368.  Includes 
bibliographical  references. 

ISBN  0-7778-4625-X 

A1887 

Guideline  for  preparing  environmental  as- 
sessments : mandated  technical  and  informa- 
tion requirements.  Dec.  1994.  37  p.  : 1 map. 
Cover  title. 

A1888 

Guideline  for  preparing  environmental  as- 
sessments proposals.  July  1995.  9 p.  On 
cover:  Environmental  assessment.  PIBS  1803. 

A1889 

Guidelines  for  evaluating  construction 
activities  impacting  on  water  resources  / 

prepared  by  D.  Persaud  and  R.  Jaagumagi.  Jan. 
1995.  iv,  55  p.  “Cette  publication  technique  n’est 
disponible  qu’en  anglais.”  PIBS  1711 E04. 
Includes  bibliographical  references. 

ISBN  0-7778-3041-8 

A1890 

Guidelines  for  green  feasibility  study  grant. 

[1995?].  [3]  p.  Caption  title.  At  head  of  title:  Green 
Industrial  Analyses  and  Retrofits  (GIAR). 
“Green  industry  strategy”.  PIBS  3065E.  Issued 
also  in  French  under  title:  Demande  de  subven- 
tion pour  une  étude  de  faisabilité. 

Al  891 

Guidelines  for  snow  disposal  and  deicing 
operations  in  Ontario.  [1994?].  [7]  leaves.  Cap- 
tion title.  “August  1975”.  “Procedure  B-4-1”. 

A1892 

Handling  and  disposal  of  selected  wastes 
from  retail  motor  vehicle  servicing  facilities. 

Apr.  1994.  [2]  leaves.  Cover  title.  “Guideline 
C-11”. 

A1893 

Handling,  transportation  and  disposal  of 
asbestos  waste  in  bulk.  Apr.  1994.  [4]  leaves. 
Cover  title.  “Guideline  C-6”. 


D * Free 
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Al  894 

Health  risk  assessment  of  mercury  contami- 
nation : ICI  Forest  Products  chlor-alkali 
plant,  Cornwall  : summary  report.  May  1995. 
2,  [2],  2 p.  : maps.  Cover  title.  Text  in  English  and 
French  with  French  text  on  inverted  pages.  Title 
on  added  t.p.:  Évaluation  des  risques  pour  la 
santé  liés  à la  contamination  par  le  mercure  : 
l’usine  ICI  Forest  Products  de  Cornwall  : rapport 
sommaire.  PIBS  3352B01. 

Al  895 

Health  risk  assessment  of  mercury  contami- 
nation in  the  vicinity  of  ICI  Forest  Products, 
Cornwall,  Ontario  / prepared  by  S.W.  Fleming, 
L.V.  Radzius  and  F.  Ursitti.  May  1995.  xiv,  114, 
[42]  p.  : ill.,  maps.  “Cette  publication  technique 
n’est  disponible  qu’en  anglais.”  PIBS  3352. 
Includes  bibliographical  references. 

ISBN  0-7778-4192-4 

A1896 

Highlights  : report.  1993/94.  [6]  p.  On  cover: 
Greening.  Cover  title.  PIBS  3316E. 

A1897 

Home  green  up.  [1995?].  1 sheet.  “Green  indus- 
try strategy”.  PIBS  3060E. 

A1898 

Home  green  up  : proposal  guidelines. 

[1995?].  [4]  p.  Caption  title.  “Green  industry  strat- 
egy”. PIBS  3058E.  Issued  also  in  French  under 
title:  Programme  d’écologisation  domiciliaire  : 
marche  à suivre  pour  présenter  une  demande 
de  subvention. 

Al  899 

How  thin  is  your  bin?  [1995?].  1 fold,  sheet  : ill. 
“This  brochure  was  developed  by  the  Promotion 
and  Education  Committee  of  the  Association  of 
Municipal  Recycling  Coordinators,  with  assis- 
tance from  the  Ontario  Ministry  of  Environment 
and  Energy.”  PIBS  2416E01. 

A1900 

Important  facts  about  water  well  construc- 
tion : water  wells  in  Ontario.  c1995.  6,  6 p.  : ill. 
Cover  title.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  Renseignements  importants  sur  la  con- 
struction de  puits.  PIBS  587b. 

ISBN  0-7778-4494-X 

Al  901 

Incineration  information  package.  [1995?]. 
1 v.  (various  pagings).  Cover  title.  PIBS  1746e. 

Al  902 

Incorporation  of  the  reasonable  use  concept 
into  MOEE  groundwater  management  activi- 
ties. Apr.  1994.  [6]  leaves.  Covertitle.  “Guideline 
B-7”. 
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A1903 

Installation  of  well  pumps  : water  wells  in  ! 
Ontario,  cl 995.  8,  8 p.  : ill.  Cover  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Title  on  added  t.p.:  L’installation  de 
pompes  de  puits.  PIBS  594b. 

ISBN  0-7778-4493-1 

Al  904 

Interim  guidelines  for  the  production  and  use 
of  aerobic  compost  in  Ontario,  repr.  Aug.  1995. 
iv,  27  p.  PIBS  1749.  Includes  bibliographical  refer- 
ences. Issued  by  Waste  Reduction  Office. 

ISBN  0-7729-9123-5 

A1905 

Investigation  of  the  groundwater  contamina- 
tion in  the  vicinity  of  Goldsmith,  Mersea 
Township  and  in  the  western  part  of  Romney 
Township  : final  report  / prepared  by  J.F.  Barker 
for  the  working  group  members,  including  the 
Ministry  of  Natural  Resources  and  the  Ministry  of 
the  Environment.  May  1993.  1 v.  (various  pag- 
ings) : ill.,  maps  (some  fold.).  Cover  title.  “This 
project  was  sponsored  by  the  Ministries  of  Natu- 
ral Resources  (MNR)  and  of  the  Environment 
(MOE)  and  by  the  Romney  and  Mersea  Town- 
ship Councils.”  Includes  bibliographical  refer- 
ences. 

A1906 

Laboratory  sediment  bioassay  report  on 
Wheatley  Harbour  sediments,  1992  / prepared 
by  D.  Bedard  and  S.  Petro.  May  1995.  vi,  30, 

[8]  p.  : ill.,  1 map.  Covertitle  varies  slightly.  “Cette 
publication  technique  n’est  disponible  qu’en 
anglais.”  PIBS  2479.  Includes  bibliographical 
references. 

ISBN  0-7778-4314-5 

A1907 

Land  use  on  or  near  landfills  and  dumps.  Apr. 

1994.  [9]  leaves.  Cover  title.  “Guideline  D-4”. 
Includes  bibliographical  references. 

A1908 

Leading  Edge  ’94  : a conference  linking 
research,  planning  and  community  in  the 
Niagara  Escarpment  : October  26-28,  1994, 
Hockley  Valley  Resort,  Mono  Township.  Sept. 

1995.  v,  521,  [3]  p.  : ill.,  maps.  Covertitle:  Leading  : 
Edge  ’94  conference  proceedings.  “Leading 
Edge  ’94  is  an  initiative  of  Ontario’s  Ministry  of  ' 
Environment  & Energy  in  co-operation  with  the  j 
Niagara  Escarpment  Commission,  Canadian  j 
Heritage/Parks  Canada  and  the  Ontario 
Heritage  Foundation.”  Includes  bibliographical 
references. 

ISBN  0-7778-4094-4 
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A1909 

Leading  Edge  ’95.  [1995?].  [5]  p.  : ill.,  1 form,  1 
map.  Caption  title.  “The  Niagara  Escarpment 
conference  at  Blue  Mountain  Resort,  Colling- 
wood,  October  25-27.”  Conference  sponsored 
by  the  Ministry,  Niagara  Escarpment  Commis- 
sion, Ontario  Heritage  Foundation  and  Parks 
Canada. 

A1910 

Legislation  and  enforcement.  [1995?].  1 sheet. 
A1911 

The  management  of  biomedical  waste  in 
Ontario.  Apr.  1994.  [13]  leaves.  Cover  title. 
“Guideline  C-4”. 

A1912 

Materials  recovery  facility  processing  cost 
model  / prepared  by  Proctor  & Redfern  Limited  ; 
in  association  with  First  Consulting  Group.  Jan. 
1995.  1 v.  (various  pagings)  : forms.  Cover  title. 
“Final  report”.  Co-published  by  Environment 
and  Plastics  Institute  of  Canada.  PIBS  3358E. 
ISBN  0-7778-4602-0 

A1913 

Metro  Toronto  and  Region  Remedial  Action 
Plan  annual  report.  2nd  (1993/94).  viii,  89  p.  : 1 
map.  On  cover:  A path  to  clean  waters-  actions 
for  ecosystem  protection  and  restoration.  Cover 
title.  Report  year  ends  May  31. 

A1914 

Metro  Toronto  & Region  Remedial  Action 
Plan  water  quality  improvement  projects. 

June  1993.  viii,  87  p.  Cover  title. 

A1915 

The  Ministry  of  Environment  and  Energy’s 
Pollution  Prevention  Pledge  Program. 

[1994?].  [8]  p.  Caption  title. 

A1916 

MISA  BATEA  assessment  for  the  Bay  of 
Quinte  / Donald  J.  Poulton.  Feb.  1995.  iv,  72  p.  : 
ill.,  1 map.  (Technical  report  ; no.  17).  On  cover: 
The  big  cleanup  : Bay  of  Quinte  Remedial  Action 
Plan.  “Financial  assistance  and  technical  spon- 
sorship ...  was  provided  by  the  Ontario  Ministry 
of  Environment  and  Energy,  and  Fisheries  and 
Oceans  Canada.”  Includes  bibliographical  refer- 
ences. Issued  by  Bay  of  Quinte  RAP  Coordinat- 
ing Committee. 

ISBN  0-7778-431 7-X 

A1917 

Mission  statement.  [1995?].  1 sheet. 

A1918 

MOEE  hydrogeological  technical  informa- 
tion requirements  for  land  development 
applications.  Apr.  1995. 1 v.  (various  pagings)  : 
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ill.,  forms,  maps.  “This  manual  was  produced  as 
part  of  a Ministry  of  Municipal  Affairs  and  Minis- 
try of  Environment  and  Energy  funded  project.” 
Includes  bibliographical  references. 

A1919 

A new  direction  for  managing  Ontario’s  haz- 
ardous industrial  waste.  Feb.  1995.  [2]  p.  on  1 
sheet.  (For  your  information).  PIBS  3337E. 

A1920 

Niagara  River  Remedial  Action  Plan,  stage  1 
update  : environmental  conditions  and  prob- 
lem definition.  Mar.  1995.  68  p.  : ill.,  maps. 
“Remedial  action  plan  = Plan  d’assainisse- 
ment”. PIBS  2398E-01.  Includes  bibliographical 
references. 

ISBN  0-7778-3896-6 

A1921 

Niagara  River  Remedial  Action  Plan  stage  2 
report  (recommended  plan)  : the  cleanup  con- 
nection. Apr.  1995. 130  p.  : ill.,  maps.  “Remedial 
action  plan  = Plan  d’assainissement”.  PIBS 
2398E-02.  Includes  bibliographical  references. 
ISBN  0-7778-3897-4 

A1922 

Niagara  River  Remedial  Action  Plan  stage  2 
summary  report  (recommended  plan)  : the 

cleanup  connection.  Apr.  1995.  42  p.  : 1 map. 
“Remedial  action  plan  = Plan  d’assainisse- 
ment”. PIBS  2398E-03. 

ISBN  0-7778-3898-2 

A1923 

Niagara  River  Remedial  Action  Plan  : the 
cleanup  connection.  [1995].  [6]  p.  : col.  ill.,  1 
map.  Cover  title.  “Remedial  action  plan  = Plan 
d’assainissement”.  PIBS  2398E-04. 

ISBN  0-7778-4392-7 

A1924 

Niagara  River  Remedial  Action  Plan  : use 
impairments.  June  1995.  [2]  p.  on  1 sheet  : col. 
ill.  “Remedial  action  plan  = Plan  d’assainisse- 
ment”. 

AI  925 

Nipigon  River  : development  of  a water  man- 
agement plan  : draft  options  report  / Atria 
Engineering  Hydraulics  Inc.  ; in  association  with 
Ecological  Services  for  Planning  Ltd.  ...  [et  al.]. 
May  1993.  iv,  118,  [137]  p.  : ill.,  maps.  (Technical 
report  ; no.  18).  “Prepared  for:  Nipigon  River  Man- 
agement Committee”.  On  cover:  North  shore  of 
Lake  Superior  remedial  action  plans.  Errata  in- 
serted. Includes  bibliographical  references. 

A1926 

Nipigon  River  : development  of  a water  man- 
agement plan  : final  report/ Atria  Engineering 
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Hydraulics  Inc.  ; in  association  with  Ecological 
Services  for  Planning  Ltd.  ...  [et  al.].  Sept.  1994. 
36,  [21]  p.  : ill.,  1 map.  (Technical  report  ; no.  20). 
“Prepared  for:  Nipigon  River  Management  Com- 
mittee”. On  cover:  North  shore  of  Lake  Superior 
remedial  action  plans.  Cover  title:  Nipigon  River  : 
development  of  a water  management  plan  : pre- 
ferred option  report.  Errata  inserted.  Includes 
bibliographical  references. 

A1927 

Nipigon  River  : development  of  a water  man- 
agement plan  : options  report  / Atria  Engi- 
neering Hydraulics  Inc.  ; in  association  with 
Ecological  Services  for  Planning  Ltd.  ...  [et  al.]. 
Apr.  1994.  vii,  66,  [115]  p.  : ill.  (Technical  report  ; 
no.  19).  “Prepared  for:  Nipigon  River  Manage- 
ment Committee”.  On  cover:  North  shore  of 
Lake  Superior  remedial  action  plans.  Errata 
inserted.  Includes  bibliographical  references. 

A1928 

The  north  shore  of  Lake  Superior  remedial 
action  plan  public  involvement  programs  : a 
review  / prepared  by  David  Evans.  Oct.  1993. 
35,  [8]  p.  : forms.  (Technical  report  ; no.  17). 
Cover  title  varies  slightly.  On  cover:  North  shore 
of  Lake  Superior  remedial  action  plans. 

ISBN  0-7778-3752-8 

A1929 

Nutrient  budget  data  for  the  watersheds  of 
Rice  Lake  and  Sturgeon  Lake  / prepared  by 
N.J.  Hutchinson  ...  [et  al.].  Apr.  1994.  x,  93, 
[150]  p.  : ill.,  maps.  (R/S  technical  report  ; no.  3). 
Cover  title  varies  slightly.  At  head  of  cover  title: 
Rice  and  Sturgeon  lakes  nutrient  budget  study. 
Co-published  by  Ministry  of  Natural  Resources 
and  Environment  Canada,  Parks  Service. 
Includes  bibliographical  references. 

ISBN  0-7778-2510-4 

A1930 

Offences  against  the  environment  : convic- 
tions. 1994.  83  p.  : ill.,  1 map.  Cover  title.  PIBS 
1969E04.  Issued  also  in  French  under  title: 
Délits  environnementaux  : condamnations  en 
vertu  des  lois  environnementales  de  l’Ontario. 

Al  931 

Ontario  certification  news.  No.  12  (Apr.  1995)- 
no.  13  (July  1995).  Irregular.  Caption  title.  “A 
newsletter  for  Ontario’s  water  and  wastewater 
operators”. 

A1932 

Ontario  directory  of  environmental  business 
directories  / prepared  by  Canadian  Environ- 
ment Industry  Association,  Ontario  Chapter. 
Mar.  1994.  10  p.  PIBS  3230. 
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A1933 

Ontario  inventory  of  PCB  storage  sites.  Apr. 
1995.  v,  [36],  196  p.  : 1 map.  “Cette  publication 
technique  n’est  disponible  qu’en  anglais.”  PIBS 
808E. 

ISSN  1201-2904 
A1934 

Ontario  Ministry  of  Environment  and  Energy 
guideline  for  emission  limits  for  stationary 
combustion  turbines.  Mar.  1994.  12,  [1]  p. 
Cover  title.  PIBS  2951.  Includes  bibliographical 
references. 

A1935 

Ontario  Ministry  of  the  Environment  labora- 
tory sediment  biological  testing  protocol  / 

prepared  by  D.  Bedard,  A.  Hayton  and  D.  Per- 
saud.  repr.  May  1995.  v,  26  p.  : ill.  “Cette  publica- 
tion technique  n’est  disponible  qu’en  anglais.” 
PIBS  2067E.  Includes  bibliographical  references. 
ISBN  0-7729-9924-4 

A1936 

Ontario’s  air  quality  index.  [1995].  1 fold,  sheet. 
PIBS  630e-01.  Issued  also  in  French  under  title: 
L’indice  de  la  qualité  de  l’air  de  l’Ontario. 

Al  937 

Ontario’s  drinking  water  is  safe.  Nov.  1994. 
2 p.  on  1 sheet.  (For  your  information).  PIBS 
3312E. 

A1938 

Ontario’s  Environmental  Bill  of  Rights  : 
user’s  guide.  c1995.  28  p.  Co-published  by  Pol- 
lution Probe.  PIBS  3277E.  Issued  by  Environ- 
mental Bill  of  Rights  Office. 

ISBN  0-7778-4087-1 

A1939 

Ontario’s  Environmental  Technologies  Pro- 
gram : partnerships  for  a cleaner  environ- 
ment : current  projects.  [1994?].  20  p.  Cover 
title.  PIBS  2866. 

A1940 

Ontario’s  Environmental  Youth  Corps  (EYC) 
Program  : approved  project  list  = Programme 
de  la  Brigade  des  jeunes  environnementalistes 
de  l’Ontario  (BJE)  : liste  des  projets  approuvés. 
1995/96.  [3],  80  p.  Cover  title.  Includes  some  text 
in  French.  Continues:  Environmental  Youth 
Corps  : approved  project  list  = Brigade  des 
jeunes  environnementalistes  : liste  des  projets 
approuvés. 

Al  941 

Ontario’s  green  industry  strategy  = La  strat- 
égie éco-industrielle  de  l’Ontario.  [1994].  1 port- 
folio (2  pieces)  : ill.,  1 port.  “Green  industry  strat- 
egy”. PIBS  2945B.  Issued  also  in  French  under 
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the  same  title.  Contents:  Ontario’s  green  indus- 
try strategy  : for  a clean  environment  & strong 
economy  - Ontario’s  green  industry  strategy  : a 
summary. 

A1942 

Operations  Division.  [1995?].  [4]  leaves.  Cap- 
tion title. 

A1943 

Options  for  the  remediation  of  environmental 
problems  in  the  Niagara  River  (Ontario)  area 
of  concern  / prepared  by  Beak  Consultants 
Limited  and  Aquafor  Engineering  Limited,  repr. 
Mar.  1995. 1 v.  (various  pagings)  : maps.  “Cette 
publication  technique  n’est  disponible  qu’en 
anglais.”  PIBS  3032.  Includes  bibliographical 
references.  Contents:  Phase  I.  Preliminary  iden- 
tification of  remedial  options  - Phase  II.  Screen- 
ing of  remedial  options. 

ISBN  0-7778-2797-2 

A1944 

Organizational  description.  [1995?].  1 sheet. 
A1945 

Peninsula  Harbour  flow  pattern  study  / pre- 
pared by  Environmental  Hydraulics  Group.  May 
1993.  iii,  42,  [1]  p.  : ill.,  maps.  (Technical  report  ; 
no.  16).  “A  report  to:  The  North  Shore  of  Lake 
Superior  Great  Lakes  Cleanup  Fund  Program”. 
On  cover:  North  shore  of  Lake  Superior  remedial 
action  plans.  Includes  bibliographical  references. 
ISBN  0-7778-3715-3 

A1946 

Pesticide  vendor  certification  course  manual. 

cl 994.  ii,  343  p.  : ill.,  forms.  Co-published  by  Min- 
istry of  Agriculture,  Food  and  Rural  Affairs  and  by 
Crop  Protection  Institute.  Issued  also  in  French 
under  title:  Cours  de  certificat  de  vendeur  de 
pesticides.  Includes  bibliographical  references. 
ISBN  0-7778-3659-9 

Al  947 

Pesticide  vendor  certification  course  man- 
ual. [Rev.],  cl 995.  ii,  342  p.  : ill.,  forms.  Co- 
published by  Ministry  of  Agriculture,  Food  and 
Rural  Affairs  and  by  Crop  Protection  Institute. 
Issued  also  in  French  under  title:  Cours  de  cer- 
tificat de  vendeur  de  pesticides.  Includes  biblio- 
graphical references. 

ISBN  0-7778-4651-9 

Al  948 

Phytotoxicology  investigation  of  surface  and 
near-surface  soils  collected  in  the  vicinity  of 
Mancusco  Chemical  Limited,  Niagara  Falls, 
1991.  Oct.  1993.  6 p.  : 1 map.  “Cette  publication 
technique  n’est  disponible  qu’en  anglais.”  PIBS 
2707. 

ISBN  0-7778-1366-1 


A1949 

Phytotoxicology  survey  report  : Norton - 
Niagara  Falls  (1990  & 1991)  / prepared  by  G. 
Vasiloff.  Oct.  1993.  vi,  37  p.  : maps.  “Cette  pub- 
lication technique  n’est  disponible  qu’en 
anglais.”  PIBS  2708.  Includes  bibliographical 
references. 

ISBN  0-7778-1362-9 

A1950 

Phytotoxicology  vegetation  and  moss  bag 
survey  : Crane  Canada  Inc.  - Stratford  (1991)  / 

prepared  by  George  N.  Vasiloff.  Oct.  1993.  vii, 
53  p.  : ill.,  1 map.  “Cette  publication  technique 
n’est  disponible  qu’en  anglais.”  PIBS  2705. 
Includes  bibliographical  references. 

ISBN  0-7778-1767-5 

A1951 

A plain  language  guide  to  the  Environmental 
Assessment  Act.  Sept.  1994.  24  p.  On  cover: 
Environmental  assessment  : protection,  conser- 
vation, wise  management.  PIBS  3248E. 

A1952 

Policy  Division.  [1995?].  [2]  leaves.  Caption 
title. 

A1953 

Pollution  prevention  planning  : guidance 
document  and  workbook,  repr.  [i.e.  rev.]  Mar. 
1995.  89,  [64],  35  p.  : ill.,  forms.  “Training  manual 
for  discussion  purposes”.  “Cette  publication 
technique  n’est  disponible  qu’en  anglais.”  PIBS 
2586E.  Issued  also  in  French  under  title:  Pré- 
vention de  la  pollution  : manuel  et  document 
d’orientation.  Includes  bibliographical  refer- 
ences. 

ISBN  0-7778-3963-6 
Al  954 

Pollution  Prevention  Pledge  Program  1994 
award  winners.  Dec.  1994.  4 p.  (For  your  infor- 
mation). Caption  title.  PIBS  3317E. 

A1955 

Pollution  Prevention  Pledge  Program  : guide 
to  awards.  [1995?].  4,  4 p.  Text  in  English  and 
French  with  French  text  on  inverted  pages.  Title 
on  added  t.p.:  Programme  des  promesses  de 
prévention  de  la  pollution  : guide  des  prix 
d’excellence.  PIBS  2693b. 

Al  956 

Post-consumer  plastic  recycling  - the 
Resource  Plastics  Inc.  experience  / James  T. 
Horn,  Barry  P.  Wood.  repr.  Jan.  1995.  27,  [2]  p.  : 
ill.  “Cette  publication  technique  n’est  disponible 
qu’en  anglais.”  PIBS  2877. 

ISBN  0-7778-2317-9 
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Al  957 

Potential  mercury  amelioration  methods  in 
aquatic  ecosystems  / prepared  by  J.R.M. 
Kelso  ...  [et  al.].  [1994?].  v,  20  p.  : ill.,  maps. 
(Technical  report  ; no.  22).  Includes  summary  in 
French.  “Prepared  for:  North  Shore  of  Lake 
Superior  Great  Lakes  Cleanup  Fund”.  On  cover: 
North  shore  of  Lake  Superior  remedial  action 
plans.  Includes  bibliographical  references. 

ISBN  0-7778-3757-9 

A1958 

Pre-submission  consultation  in  the  environ- 
mental assessment  (EA)  process.  Apr.  1994. 
[5]  leaves.  Cover  title.  “Guideline  E-2”. 

A1959 

Précis.  Vol.  2,  no.  1 (spring  1995).  Caption  title. 
PIBS  2677E.  Ceased  publication.  Issued  also  in 
French  under  the  same  title. 

ISSN  1195-4868 

A1960 

Preliminary  technical  report  on  the  Niagara 
River  mussel  biomonitoring  survey,  1993  / 

prepared  by  Lisa  A.  Richman.  June  1994.  13, 
[20]  p.  : maps.  “Cette  publication  technique  n’est 
disponible  qu’en  anglais.”  PIBS  3051.  Includes 
bibliographical  references. 

ISBN  0-7778-3009-4 

A1961 

Procedures  to  govern  the  separation  of 
sewers  and  watermains.  [1994?].  [4]  leaves. 
Caption  title.  “Procedure  F-6-1”.  PIBS  629-01. 

A1962 

Product  evaluation  of  zebra  mussel  control 
methods  for  small  volume  water  users  / by 

Aquatic  Sciences  Inc.  July  1993.  17  [i.e.  32], 
[2]  p.  : ill.  Cover  title.  “RAC  project  no.  657C”. 
Co-published  by  Ministry  of  Natural  Resources. 
PIBS  2657. 

ISBN  0-7778-1390-4 

A1963 

Project  Quinte  annual  report  / prepared  by 
Project  Quinte  members  ; in  cooperation  with  the 
Bay  of  Quinte  Remedial  Action  Plan.  1993.  iv, 
118  p.  : ill.,  maps.  (Monitoring  report  ; no.  5).  At 
head  of  title:  Bay  of  Quinte  Remedial  Action 
Plan.  Includes  bibliographical  references. 

ISSN  1198-3779 

A1964 

Proposed  guideline  for  the  clean-up  of  con- 
taminated sites  in  Ontario  : recommendations 
to  the  Minister  of  the  [sic]  Environment  and 
Energy.  Nov.  1994.  ii,  82  p.  : 1 form.  (ACES 
report).  “Cette  publication  technique  n’est  dis- 
ponible qu’en  anglais”.  “Public  Consultation 
Summary  Tables  (Appendix  3)  available  upon 
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request.  Call  ACES  Office  at  (416)  314-9265”. 
Issued  by  Advisory  Committee  on  Environmen- 
tal Standards. 

ISBN  0-7778-3910-5 

A1965 

Proposed  guideline  for  the  clean-up  of  con- 
taminated sites  in  Ontario  : recommendations 
to  the  Minister  of  the  [sic]  Environment  and 
Energy.  Nov.  1994.  ii,  331  p.  : 1 form.  (ACES 
report).  “Cette  publication  technique  n’est  dis- 
ponible qu’en  anglais”.  Includes  bibliographical 
references.  Issued  by  Advisory  Committee  on 
Environmental  Standards. 

ISBN  0-7778-3926-1  (corr.) 

A1966 

Province  of  Ontario  contingency  plan  for 
spills  of  oil  and  other  hazardous  materials. 

Updated.  Oct.  1994.  1 v.  (various  pagings). 
Cover  title.  Issued  also  in  French  under  title: 
Plan  d’urgence  de  la  province  de  l’Ontario  en 
cas  de  déversement  d’huiles  et  de  matières  dan- 
gereuses. Partial  contents:  Annex  I.  Ministry  of 
Environment  and  Energy  contacts  - Annex  II. 
Contact  lists  for  response  teams  - Annex  III. 
Information  flow  and  contact  lists  - Annex  IV. 
Chemical  oil  treating  agents  - Annex  V.  Role  of 
the  Ministry  of  Environment  and  Energy  in 
emergencies  and  spills. 

A1967 

Publications  : consumer  information  = Publi- 
cations : information  à l’intention  du  consom- 
mateur. Sept.  1995.  9,  9 p.  : forms.  Cover  title. 
Caption  title:  Consumer  information  catalogue. 
PIBS  2536E-01. 

A1968 

Publications  : manuals  and  guides  = Publica- 
tions : manuels  et  guides.  Sept.  1995.  9 p.  : 1 
form.  Cover  title.  Caption  title:  Manuals  and 
guides.  Includes  some  text  in  French.  PIBS 
2536E-03. 

A1969 

Publications  : programs  and  initiatives  = 

Publications  : programmes  et  initiatives.  Sept. 
1995.  8,  8 p.  : forms.  Cover  title.  Caption  title: 
Ministry  program  & initiatives  catalogue.  PIBS 
2536E-02. 

A1970 

Publications  : technical  studies  and  reports 

= Publications  : rapports  et  études  techniques. 
Sept.  1995.  16  p.  : 1 form.  Cover  title.  Caption 
title:  Technical  studies  and  reports  catalogue. 
Includes  some  text  in  French.  PIBS  2536E-04. 

A1971 

Put  your  mark  where  it  counts  : your  guide  to 
a green  career.  [1995].  17  p.  : col.  ill.,  ports.  | 
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Cover  title.  PIBS 1688E01 . Issued  also  in  French 
under  title:  Misez  sur  un  avenir  écologique  : 
votre  guide  des  éco-emplois.  Includes  biblio- 
graphical references. 

Al  972 

Refrigerants  & the  ozone  layer.  [1994?].  9 p. 
Cover  title.  At  head  of  title:  A consumer’s  guide. 
PIBS  3103.  Issued  also  in  French  under  title:  Les 
frigorigènes  et  la  couche  d’ozone. 

ISBN  0-7778-2952-5 

Al  973 

Regional  analysis  of  low  flow  characteris- 
tics : central  and  southeastern  regions  / 

prepared  by  Cumming  Cockburn  Limited.  Aug. 
1995.  1 v.  (various  pagings)  : ill.,  1 map.  “Cette 
publication  technique  n’est  disponible  qu’en 
anglais.”  Six  maps  on  6 fold,  sheets  in  pockets. 
PIBS  2554E.  Includes  bibliographical  references. 
ISBN  0-7729-9897-3 

A1974 

Regional  analysis  of  low  flow  characteristics  : 
southwestern  and  west  central  regions  / 

prepared  by  Cumming  Cockburn  Limited.  Aug. 
1995.  1 v.  (various  pagings)  : ill.,  maps.  “Cette 
publication  technique  n’est  disponible  qu’en 
anglais.”  Four  maps  on  4 fold,  sheets  in  pocket. 
PIBS  2555E.  Includes  bibliographical  references. 
ISBN  0-7729-7649-X 

A1975 

Regionalization  of  low  flow  characteristics  : 
northeastern  and  northwestern  regions  / 

prepared  by  Cumming  Cockburn  Limited.  Aug. 
1995.  1 v.  (various  pagings)  : ill.,  maps  (some 
col.).  “Cette  publication  technique  n’est  dispon- 
ible qu’en  anglais.”  Four  maps  on  4 fold,  sheets 
in  pockets.  PIBS  2553E.  Includes  bibliographical 
references. 

ISBN  0-7778-2195-8 

A1976 

Regulation  made  under  the  Environmental 
Protection  Act  : effluent  monitoring  and 
effluent  limits  : electric  power  generation 
sector.  Unofficial  office  copy  version.  Apr.  1995. 
32,  [29]  p.  Cover  title.  “Cette  publication  tech- 
nique n’est  disponible  qu’en  anglais.”  PIBS 
3319E01. 

A1977 

Regulation  made  under  the  Environmental 
Protection  Act  : effluent  monitoring  and 
effluent  limits,  inorganic  chemical  manufac- 
turing sector.  Feb.  1995.  69  p.  Cover  title.  “Cet- 
te publication  technique  n’est  disponible  qu’en 
anglais.”  PIBS  522E02. 

ISBN  0-7778-3861-3 


A1978 

Regulation  made  under  the  Environmental 
Protection  Act  : effluent  monitoring  and 
effluent  limits  : iron  and  steel  manufacturing 
sector.  Unofficial  office  copy  version.  Apr.  1995. 
57  p.  Cover  title.  “Cette  publication  technique 
n’est  disponible  qu’en  anglais.”  PIBS  3320E01. 

A1979 

Regulation  made  under  the  Environmental 
Protection  Act  : effluent  monitoring  and 
effluent  limits,  organic  chemical  manufactur- 
ing sector.  Feb.  1995.  76  p.  Cover  title.  “Cette 
publication  technique  n’est  disponible  qu’en 
anglais.”  PIBS  407E02. 

ISBN  0-7778-3860-5 

A1980 

A regulation  to  prevent  the  release  of  fluo- 
rocarbon refrigerants.  Mar.  1994.  3,  3 p.  (For 
your  information).  Caption  title.  Text  in  English 
and  French  with  French  text  on  inverted  pages. 
Title  on  added  t.p.:  Le  règlement  sur  l’emploi  des 
frigorigènes  fluorocarbonés.  PIBS  2950b. 

Al  981 

Replacement  of  catalytic  converters.  Apr. 
1994.  [3]  leaves.  Cover  title.  “Guideline  A-2”. 

A1982 

Report.  1993/94.  31,  8,  8,  31  p.  : ill.  (Sessional 
paper  ; 353/380).  On  cover:  Greening.  Cover 
title.  Text  in  English  and  French  with  French  text 
on  inverted  pages.  Continues:  Annual  report. 
Two  booklets  attached.  PIBS  2831-01. 
Microfiche  5605-95  * f $2.00  ( + PST) 

A1983 

Report  on  the  1992  cottage  pollution  control 
program  : Muskoka-Haliburton.  Nov.  1994. 
35  p.  : ill.,  maps.  “Cette  publication  technique 
n’est  disponible  qu’en  anglais.”  PIBS  3257E. 
ISBN  0-7778-3397-2 

A1984 

Report  on  the  industrial  direct  discharges  in 
Ontario  [computer  file].  1991 . 2 computer  disks  ; 
3 1/2  in.  “Cette  publication  technique  n’est  dis- 
ponible qu’en  anglais”.  Vol.  II  issued  on  com- 
puter disk  (3  1/2  in.,  WordPerfect  5.1  format). 
PIBS  2686  E01.  Contents:  Contents:  Disk  1. 
Vol.  I,  vol.  II  (text files)  - Disk 2.  Vol.  II  (datafiles). 
Issued  by  Water  Resources  Branch  and  Region- 
al Operations  Division. 

A1985 

Research  management.  Apr.  1994.  [4]  leaves. 
Cover  title.  “Guideline  H-4”. 

A1986 

The  role  of  the  review  and  the  review  partici- 
pants in  the  environmental  assessment  (EA) 
process.  Apr.  1994.  [10]  leaves.  Cover  title. 
“Guideline  E-1”. 


124 
Al  987 

Scientific  criteria  document  for  multimedia 
environmental  standards  development  - lead/ 

[Scott  W.  Fleming,  Franca  Ursitti].  repr.  Jan.  1995. 
xxiii,  162,  [191]  p.  : ill.  “Cette  publication  technique 
n’est  disponible  qu’en  anglais.”  PIBS  2832. 
Includes  bibliographical  references. 

ISBN  0-7778-2529-5 

A1988 

Scientific  criteria  document  for  the  develop- 
ment of  an  interim  provincial  water  quality 
objective  for  thallium  / prepared  by  G.L. 
Stephenson ...  [et  al.].  Sept.  1995.  viii,  29  p.  “Cet- 
te publication  technique  n’est  disponible  qu’en 
anglais.”  PIBS  3373E.  Includes  bibliographical 
references. 

ISBN  0-7778-3127-9 

A1989 

Scientific  criteria  document  for  the  develop- 
ment of  provincial  water  quality  guidelines 
for  alkylleads  / prepared  by  Daniel  Andrews 
and  Christie  Neville,  repr.  Aug.  1995.  vii,  42  p. 
Date  on  cover:  July  1994.  “Cette  publication 
technique  n’est  disponible  qu’en  anglais.”  PIBS 
3160.  Includes  bibliographical  references. 

ISBN  0-7778-2856-1 

A1990 

Scientific  criteria  document  for  the  develop- 
ment of  provincial  water  quality  guidelines 
for  organotins  / prepared  by  Daniel  Andrews, 
Kevin  Reid,  Christine  Neville.  Jan.  1995.  xi,  93  p. 
“Cette  publication  technique  n’est  disponible 
qu’en  anglais.”  PIBS  3252E.  Includes  biblio- 
graphical references. 

ISBN  0-7778-3068-X 

A1991 

Scrap  polyethylene  film  recycling  facility  / pre- 
pared by  Tony  Gulmen  and  Kathie  Smit.  repr.  Jan. 
1995.  16,  [3]  p.  : 1 plan.  “Cette  publication  tech- 
nique n’est  disponible  qu’en  anglais.”  PIBS  2729. 
ISBN  0-7778-1424-2 

A1992 

Separation  of  mixed  plastic  waste  using  elec- 
trostatics/prepared by  L.  Boccanfuso ...  [et  al.], 
repr.  Jan.  1995.  26,  v p.  : ill.  “Cette  publication 
technique  n’est  disponible  qu’en  anglais.”  PIBS 
2730. 

ISBN  0-7778-1313-0 
A1993 

Seven  hints  on  protecting  your  lake.  Mar. 
1995.  2,  2 p.  (For  your  information).  Caption  title. 
Text  in  English  and  French  with  French  text  on 
inverted  pages.  Title  on  added  t.p.:  La  con- 
tamination des  lacs  : comment  protéger  le  vôtre. 
PIBS  2199b. 


MINISTRY  OF  ENVIRONMENT  AND  ENERGY 
A1994 

Sewer  and  watermain  installation  : separa- 
tion distance  requirements.  Apr.  1994.  [1]  leaf. 
Cover  title.  “Guideline  F-6”. 

A1995 

Short-term  early  life  stage  growth  test  using 
sacfry  and  early  swim-up  stages  of  rainbow 
trout  (Oncorhynchus  mykiss)  : method  devel- 
opment and  data  interpretation  illustrated  by 
exposure  to  copper,  sodium  dodecyl  sulphate, 
2,4,5-trichlorophenol  and  3,4-dichloroaniline  / 
prepared  by  C.M.  Neville.  Aug.  1995.  xi,  63  p.  : ill. 
Includes  summary  in  French.  “Cette  publication 
technique  n’est  disponible  qu’en  anglais.”  PIBS 
3359.  Includes  bibliographical  references. 

ISBN  0-7778-3649-1 

A1996 

Short-term  early  life  stage  growth  test  using 
sacfry  and  early  swim-up  stages  of  rainbow 
trout  (Oncorhynchus  mykiss)  : protocol  / 

prepared  by  C.M.  Neville.  Aug.  1995.  vii,  27  p.  : 
ill.  Includes  summary  in  French.  “Cette  publica- 
tion technique  n’est  disponible  qu’en  anglais.” 
PIBS  3356.  Includes  bibliographical  references. 
ISBN  0-7778-3650-5 

A1997 

Smithville  PCB  cleanup  project  : TAGA  6000 
survey  results  / prepared  by  Andy  C.  Ng  and 
Nicholas  S.  Karellas.  repr.  1995.  iv,  52  p.  : ill., 
maps.  “Cette  publication  technique  n’est  dispon- 
ible qu’en  anglais.”  PIBS  3069. 

ISBN  0-7778-2757-3 

A1998 

Snow  disposal  and  de-icing  operations  in 
Ontario.  Apr.  1994.  [2]  leaves.  Cover  title. 
“Guideline  B-4”. 

A1999 

Snow  sampling  survey  near  Grant  Forest 
Products  Corp.,  Englehart,  1994 / prepared  by 
H.N.  Pfeiffer,  D.J.  Racette,  H.D.  Griffin.  May 
1995.  3,  [6]  p.  : maps.  “Cette  publication  tech- 
nique n’est  disponible  qu’en  anglais.”  PIBS 
774-01.  Includes  bibliographical  references. 
Issued  by  Northern  Ontario  Region. 

ISBN  0-7778-4204-1 

A2000 

Soil  bioengineering  technical  report  : Black 
Ash  Creek  rehabilitation  project,  1992-1994  / 

Richard  Grillmayer.  Mar.  1995.  46  p.  : ill.  (some 
col.).  At  head  of  covèr  title:  Collingwood  Harbour 
Remedial  Action  Plan.  Includes  bibliographical 
references. 

ISBN  0-7778-4080-4 

A2001 

Solvents  and  sterilants  regulated.  Dec.  1994. 
2 p.  on  1 sheet.  (For  your  information).  PIBS 
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3315E.  Issued  also  in  French  under  title:  La 
réglementation  de  l’emploi  des  substances 
destructrices  d’ozone. 

A2002 

Sources  of  contaminants  and  bioavailability 
of  metals  from  sediment  : Toronto  water- 
front, 1991  / Gail  Krantzberg,  Duncan  Boyd, 
Michael  D’Andrea.  Feb.  1995.  ii,  26  p.  : ill.,  1 map. 
Includes  bibliographical  references.  Issued  by 
Program  Development  Branch  and  Environmen- 
tal Monitoring  and  Surveillance  Branch. 

ISBN  0-7778-3841-9 

A2003 

Spill  cleanup  : contractors,  consultants,  and 
services  : a supplement  to  the  Province  of 
Ontario  contingency  plan  for  spills  of  oil  and  other 
hazardous  materials.  Dec.  1994.  [8],  48  p.  : 1 map. 
Cover  title.  Includes  bibliographical  references. 

A2004 

Spills  Action  Centre  : summary  report  of 
spills.  1993.  ii,  26,  [13]  p.  : ill.,  1 form.  Annual. 
“Cette  publication  technique  n’est  disponible 
qu’en  anglais.”  PIBS  2744E01.  Issued  by  Spills 
Action  Centre. 

ISSN  1192-5078 

A2005 

The  St.  Clair  River  area  of  concern  : water  use 
goals,  remedial  measures  and  implementa- 
tion strategy  : remedial  action  plan  stage  2 : 
recommended  plan  / St.  Clair  River  RAP  Team, 
St.  Clair  River  BPAC.  Mar.  1995.  vii,  121  p.  : ill., 
maps  (1  fold.).  At  head  of  cover  title:  Stage  2 : 
recommended  plan.  “St.  Clair  River  remedial 
action  plan”.  “Canada-Ontario  Agreement 
Respecting  Great  Lakes  Water  Quality”.  Co- 
published by  Michigan  Department  of  Natural 
Resources.  Includes  bibliographical  references. 

A2006 

The  St.  Marys  River  Remedial  Action  Plan 
public  involvement  program  : a review  / 

prepared  by  David  Evans.  Oct.  1994.  26,  [8]  p.  : 1 
form.  (Technical  report  ; no.  23).  On  cover:  North 
shore  of  Lake  Superior  remedial  action  plans. 
ISBN  0-7778-3758-7 

A2007 

Study  of  the  Ontario  environmental  protec- 
tion industry  / prepared  by  Ernst  and  Young, 
repr.  Feb.  1995.  325  p.  : ill.,  1 form.  “Cette  pub- 
lication technique  n’est  disponible  qu’en 
anglais.”  PIBS  1966E.  Includes  bibliographical 
references. 

ISBN  0-7729-9932-5 

A2008 

Suppliers  of  spill  containment  and  cleanup 
equipment  : a supplement  to  the  Province  of 
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Ontario  contingency  plan  for  spills  of  oil  and 
other  hazardous  materials.  Apr.  1994.  17  p. 
Cover  title.  Includes  bibliographical  references. 

A2009 

Technical  and  cost  assessments  of  potential 
control  options  for  TRS  emissions  from 
Ontario  sources  : final  report  / prepared  by 
SENES  Consultants  Limited.  Oct.  1995.  1 v. 
(various  pagings)  : ill.,  maps.  “Cette  publication 
technique  n’est  disponible  qu’en  anglais.”  PIBS 
3380.  Includes  bibliographical  references. 

ISBN  0-7778-4675-6 

A2010 

Thunder  Bay  Remedial  Action  Plan  : socio- 
economic profile  : Thunder  Bay /prepared  by 
Ecologistics  Limited.  Aug.  1993. 47  p.  : ill.,  maps. 
(Technical  report  ; no.  15).  Cover  title:  Socio- 
economic profile  : Thunder  Bay.  On  cover:  North 
shore  of  Lake  Superior  remedial  action  plans. 
Co-published  by  Environment  Canada.  Includes 
bibliographical  references. 

ISBN  0-7778-3751 -X 

A2011 

Treatment  requirements  for  municipal  and 
communal  waterworks  using  surface  water 
sources.  Apr.  1994.  [4]  leaves.  Cover  title. 
“Guideline  B-13”.  Includes  bibliographical  refer- 
ences. 

A2012 

Treatment,  reuse  and  disposal  of  ash  from 
municipal  solid  waste  incineration  facilities. 

repr.  Mar.  1995. 24  p.  : ill.  “Cette  publication  tech- 
nique n’est  disponible  qu’en  anglais.”  PIBS 
2876.  Includes  bibliographical  references. 

ISBN  0-7778-2554-6 

A2013 

Turf  weeds.  [1995?].  1 fold,  sheet  : ill.  “Safe  and 
sensible  pest  control”.  PIBS  2342E.  Issued  also 
in  French  under  title:  Les  mauvaises  herbes. 

A2014 

Use  and  storage  of  pesticides  at  waterworks. 

Apr.  1994.  [3]  leaves.  Cover  title.  “Guideline 
B-15”. 

A2015 

Use  of  Farm  Pollution  Advisory  Committee. 

Apr.  1994.  [2]  leaves.  Cover  title.  “Procedure  F-11”. 

A2016 

User  pay  garbage  program  in  Sidney  Town- 
ship : preliminary  findings.  June  1994.  15, 
[13]  p.  : ill.  Cover  title.  Running  title:  User  pay 
preliminary  findings.  “Blue  box  2000”.  Co- 
published by  Centre  & South  Hastings  Recycling 
Board. 
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A2017 

Waste  disposal  site  inventory,  [repr.  1995].  i, 
196  p.  : 1 map.  “Cette  publication  technique  n’est 
disponible  qu’en  anglais.”  PIBS  256.  Four  maps 
on  4 fold,  sheets  in  pocket. 

ISBN  0-7729-8409-3 

A2018 

Waste  : how  are  we  doing.  [1995?].  1 sheet 
(fold.)  : ill.  PIBS  3342.  Issued  also  in  French 
under  title:  Les  déchets  : où  en  est-on? 

A2019 

Waste  reduction  fact  sheet  : automotive 
paint  shops.  [1995?].  [2]  p.  on  1 sheet.  PIBS 
3327E02.  Includes  bibliographical  references. 

A2020 

Waste  reduction  fact  sheet  : automotive  ser- 
vice & repair  shops.  [1995?].  [2]  p.  on  1 sheet. 
PIBS  3327E01 . Includes  bibliographical  refer- 
ences. 

A2021 

Waste  reduction  fact  sheet  : cafeterias  and 
lunch  rooms.  [1995?].  [2]  p.  on  1 sheet.  PIBS 
3327E03. 

A2022 

Waste  reduction  fact  sheet  : commercial  print- 
ing facilities.  [1995?].  [2]  p.  on  1 sheet.  PIBS 
3327E04.  Includes  bibliographical  references. 

A2023 

Waste  reduction  fact  sheet  : grocery  stores. 

[1995?].  [2]  p.  on  1 sheet.  PIBS  3327E05. 

A2024 

Waste  reduction  fact  sheet  : hotels  and 
motels.  [1995?].  [2]  p.  on  1 sheet.  PIBS 
3327E06.  Includes  bibliographical  references. 

A2025 

Waste  reduction  fact  sheet  : maintenance 
yards.  [1995?].  [2]  p.  on  1 sheet.  PIBS  3327E07. 

A2026 

Waste  reduction  fact  sheet  : offices  and 
office  buildings.  [1995?].  [2]  p.  on  1 sheet.  PIBS 
3327E08.  Includes  bibliographical  references. 

A2027 

Waste  reduction  fact  sheet  : photographic 
developers.  [1995?].  [2]  p.  on  1 sheet.  PIBS 
3327E09.  Includes  bibliographical  references. 

A2028 

Waste  reduction  fact  sheet  : restaurants  and 
bars.  [1995?].  [2]  p.  on  1 sheet.  PIBS  3327E10. 
Includes  bibliographical  references. 

A2029 

Waste  reduction  fact  sheet  : retail  shopping 
establishments.  [1995?].  [2]  p.  on  1 sheet.  PIBS 
3327E11. 
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A2030 

Waste  reduction  in  your  workplace.  [1995?]. 
[3]  p.  Caption  title.  PIBS  3327e.  Includes  biblio- 
graphical references. 

A2031 

Waste  wood  recycling  / prepared  by  R.T. 
Recycling  Technology  Inc.  repr.  Jan.  1995. 11  p. 
“Cette  publication  technique  n’est  disponible 
qu’en  anglais.” 

ISBN  0-7778-0008-X 

A2032 

Water  : how  are  we  doing.  [1995?].  1 sheet 
(fold.)  : ill.  PIBS  3340.  Issued  also  in  French 
under  title:  L’eau  : où  en  est-on? 

A2033 

Water  management-  guidelines  and  proce- 
dures of  the  Ministry  of  Environment  and 
Energy  (under  revision).  Apr.  1994.  [5]  leaves. 
Cover  title.  “Guideline  B-1”. 

A2034 

Water  management  policies,  guidelines,  pro- 
vincial water  quality  objectives  of  the  Minis- 
try of  Environment  and  Energy,  repr.  Jan. 
1995.  1 v.  (various  pagings).  “Cette  publication 
technique  n’est  disponible  qu’en  anglais.”  PIBS 
3303E.  Includes  bibliographical  references. 
ISBN  0-7778-3494-4 

A2035 

Water  plant  optimization  study  compendium 
report.  Mar.  1995.  iv,  17,  [50]  p.  : ill.  “Cette  pub- 
lication technique  n’est  disponible  qu’en 
anglais.”  PIBS  2564E. 

ISBN  0-7729-3317-0 

A2036 

Water  plant  optimization  study  : plant  study 
summary  report.  Mar.  1995.  1 v.  (various  pag- 
ings) : ill.  “Cette  publication  technique  n’est  dis- 
ponible qu’en  anglais.”  PIBS  2562.  Includes  bib- 
liographical references. 

ISBN  0-7778-3906-7 

A2037 

Water  wells  and  groundwater  supplies  : the 
protection  of  water  quality  in  bored  and  dug 
wells.  1994.  2 leaves.  (For  your  information). 
Caption  title.  Issued  also  in  French  under  title: 
Faits  : les  puits  d’eau  et  les  réserves  d’eau 
souterraine  : préservation  de  la  qualité  de  l’eau 
dans  les  puits  forés  à la  tarière  et  les  puits 
ordinaires. 

A2038 

What  is  a home  green  up  visit?  [1994?].  [2]  p. 
on  1 sheet  : ill.  “Green  industry  strategy”.  PIBS 
3059E. 
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A2039 

What  is  a home  green  up  visit?  [1995].  [2]  p.  on 
1 sheet  : ill.  “Green  industry  strategy”.  PIBS 
3059e.  Issued  also  in  French  under  title:  Qu’est- 
ce  que  le  programme  d’écologisation  domi- 
ciliaire? 

A2040 

What  is  a multimedia  health  risk  assessment? 

May  1995.  2,  2 p.  (For  your  information).  Caption 
title.  Text  in  English  and  French  with  French  text 
on  inverted  pages.  Title  on  added  t.p.:  L’évalua- 
tion des  risques  pour  la  santé  dans  le  contexte  de 
l’approche  multimilieux.  PIBS  3350B. 

A2041 

Why  beaches  are  posted-  . [Rev.].  [1995?].  1 
fold,  sheet  : ill.  Text  in  English  and  French  with 
French  text  on  verso.  Title  on  verso:  Pourquoi 
afficher  sur  les  plages?  PIBS  1550. 

A2042 

Windsor  Air  Quality  Study  personal 
exposure  survey  results  / prepared  by  Ronald 
W.  Bell ...  [et  al.],  repr.  Feb.  1995. 53  p.  : ill.  Cover 
title:  Personal  exposure  survey  results.  On 
cover:  Windsor  Air  Quality  Study,  Windsor  Air 
Quality  Committee  = L’Étude  sur  la  qualité  de 
l’air  de  Windsor,  Comité  sur  la  qualité  de  l’air  de 
Windsor.  “Cette  publication  technique  n’est  dis- 
ponible qu’en  anglais.”  PIBS  3262E.  Includes 
bibliographical  references. 

ISBN  0-7778-3492-8 

A2043 

Working  together.  [1995?].  8,  8 p.  Cover  title. 
Text  in  English  and  French  with  French  text  on 
inverted  pages.  Title  on  added  t.p.:  Un  mariage 
hereux.  Two  booklets  attached.  PIBS  0841 B01 
(corr.). 

A2044 

Written  reasons  required  for  minister’s  deci- 
sions on  environmental  assessments.  Mar. 
1995.  [10]  p.  On  cover:  Environmental  assess- 
ment : protection,  conservation,  wise  manage- 
ment. PIBS  2566. 

Communications  Branch 

A2045 

Green  transmissions  Jan./Feb.  1995-Nov./ 
Dec.  1995.  2 no.  Caption  title.  “Ministry  of  Envi- 
ronment and  Energy’s  employee  newsletter”. 
ISSN  1195-4604 

Economic  Services  Branch 

A2046 

Support  for  the  development  of  a NOx/VOCs 
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management  plan  for  Ontario  / prepared  by 
Hickling  Corporation.  Mar.  1995.  1 v.  (various 
pagings)  : ill.  “Cette  publication  technique  n’est 
disponible  qu’en  anglais”.  PIBS  1872E.  Includes 
bibliographical  references. 

ISBN  0-7778-3629-7 


Environmental  Assessment  Branch 


A2047 

Environmental  assessment  overview  docu- 
ment, proposed  landfill  site  A for  the  Town  of 
Fort  Erie  and  City  of  Port  Colborne  : final 
report  [microform]  / Fenco  MacLaren.  [1994],  9 
microfiches  : maps.  “Fort  Erie  and  Port  Colborne 
WMMP  EA  overview  document”.  Microfiche 
published  by  Management  Board  Secretariat. 
EA  file  no.  MU-0586-02.  Map  in  pocket  of  origi- 
nal not  fiched.  Includes  bibliographical  refer- 
ences. Microreproduction  of  original  published: 
[s.l.]  : Town  of  Fort  Erie,  City  of  Port  Colborne, 
Oct.  1994. 

Microfiche  5596-94  * t $9.00  ( + PST) 

A2048 

Land  use  and  planning  impact  assessment 
for  the  environmental  assessment  : pro- 
posed east  quarry  landfill,  Taro  Aggregates 
Ltd.  [microform].  [1995].  2 microfiches  : ill., 
maps.  Microfiche  published  by  Management 
Board  Secretariat.  EA  file  no.  PR-TA-02. 
Includes  bibliographical  references.  Microrepro- 
duction of  original  published:  St.  Catharines  : 
Miller  O’Dell  Planning  Consultants,  Jan.  1995. 
Microfiche  5630-95  * t $2.00  ( + PST) 

A2049 

Proposed  east  quarry  landfill  environmental 
assessment  [microform],  [1995].  13 

microfiches  : ill.,  maps.  Microfiche  published  by 
Management  Board  Secretariat.  EA  file  no.  PR- 
TA-02.  Microreproduction  of  original  2 vol.  set 
published:  Stoney  Creek  : Taro  Aggregates  Ltd., 
Jan.  1995. 

Microfiche  5613-95  * t $13.00  ( + PST) 

A2050 

Proposed  Taro  east  quarry  landfill  environ- 
mental assessment  : public  consultation 
report  [microform].  [1995].  6 microfiches  : ill., 
maps.  Microfiche  published  by  Management 
Board  Secretariat.  EA  file  no.  PR-TA-02.  Micro- 
reproduction of  original  published:  Toronto  : 
Joyce  Young  & Associates  Ltd.,  Jan.  1995. 
Microfiche  5627-95  * f $6.00  ( + PST) 

A2051 

Public  opinion  concerning  the  east  quarry 
landfill  proposal  [microform]  / prepared  by 
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Market  Vision  Research.  [1995].  2 microfiches  : 1 
form.  Title  on  cover  of  original:  Public  opinion 
surveys.  Microfiche  published  by  Management 
Board  Secretariat.  EA  file  no.  PR-TA-02.  Micro- 
reproduction of  original  published:  [Stoney 
Creek]  : Taro  Aggregates  Ltd.,  Oct.  1994. 
Microfiche  5629-95  * f $2.00  ( + PST) 

A2052 

Response  document  [microform],  [1995].  2 
microfiches  : ill.,  maps.  On  cover  of  original:  Pro- 
posed east  quarry  landfill  environmental  assess- 
ment. Microfiche  published  by  Management 
Board  Secretariat.  EA  file  no.  PR-TA-02. 
Includes  bibliographical  references.  Microrepro- 
duction of  original  published:  Stoney  Creek  : 
Taro  Aggregates  Ltd.,  Jan.  1995. 

Microfiche  5623-95  * f $2.00  ( + PST) 

A2053 

Review  of  the  downtown  Windsor  marina. 

Dec.  1994. 184  p.  : ill.,  maps.  “Review  under  the 
Environmental  Assessment  Act  prepared  by 
Ministries  and  Agencies  of  the  Province  of 
Ontario”.  Environmental  assessment  submitted 
by  the  Corporation  of  the  City  of  Windsor.  EA  file 
no.  MU-0201 -02. 

Microfiche  5598-95  * f $3.00  ( + PST) 

A2054 

Review  of  the  environmental  assessment 
overview  document,  proposed  landfill  site  A 
for  the  Town  of  Fort  Erie  and  the  City  of  Port 
Colborne.  July  1995.  iii,  119  p.  : maps.  On  cover: 
Review  under  the  Environmental  Assessment 
Act  prepared  by  Ministries  and  Agencies  of  the 
Province  of  Ontario.  Environmental  assessment 
submitted  by  Town  of  Fort  Erie  and  City  of  Port 
Colborne.  EA  File  No.  MU-0586-02.  Available  on 
microfiche. 

Microfiche  5665-95  * t $2.00  ( + PST) 

A2055 

Review  of  the  Taro  Aggregates  Ltd.  proposed 
east  quarry  landfill  environmental  assess- 
ment. Sept.  1995.  ii,  237  p.  : maps.  “Review  under 
the  Environmental  Assessment  Act  prepared  by 
Ministries  and  Agencies  of  the  Province  of 
Ontario”.  Environmental  assessment  submitted 
by  Taro  Aggregates  Ltd.  EA  file  no.  PR-TA02. 
Includes  bibliographical  references. 

Microfiche  5676-95  * f $3.00  ( + PST) 

A2056 

Review  of  the  Tri-Neighbours  waste  manage- 
ment system  plan  environmental  assess- 
ment summary  document.  Sept.  1995.  i,  84  p.  : 
ill.,  maps.  Cover  title:  Concurrent  review  of  the 
Tri-Neighbours  waste  management  system  plan 
environmental  assessment  summary  document. 
“Review  under  the  Environmental  Assessment 
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Act  prepared  by  Ministries  and  Agencies  of  the 
Province  of  Ontario”.  Environmental  assess- 
ment submitted  by  the  Tri-Neighbours  Board  of 
Management.  EA  file  no.  MU-0028-02. 
Microfiche  5675-95  * f $1 .00  ( + PST) 

A2057 

Review  under  the  Environmental  Assess- 
ment Act  : Wonderland  Road  (Sarnia  Road  to 
Gainsborough  Road).  Oct.  1995.  ii,  90  p.  : 
maps.  Cover  title:  Review  of  the  Wonderland 
Road  (Sarnia  Road  to  Gainsborough  Road) 
environmental  assessment.  On  cover:  Review 
under  the  Environmental  Assessment  Act  pre- 
pared by  Ministries  and  Agencies  of  the  Prov- 
ince of  Ontario.  Environmental  assessment  sub- 
mitted by  Corporation  of  the  City  of  London.  EA 
file  no.  MU-0555-02.  Available  on  microfiche. 
Microfiche  5683-95  * t $1 .00  ( + PST) 

A2058 

Study  group  minutes  [microform],  [1995].  6 
microfiches.  On  cover  of  original:  Proposed  east 
quarry  landfill  environmental  assessment. 
Microfiche  published  by  Management  Board 
Secretariat.  EA  file  no.  PR-TA-02.  Microrepro- 
duction of  original  published:  [Stoney  Creek]  : 
Taro  Aggregates  Ltd.,  [1995?]. 

Microfiche  5617-95  * f $6.00  ( + PST) 

A2059 

Taro  Aggregates  Ltd.  east  quarry  environ- 
mental assessment  : an  examination  of  the 
social  environment  and  community  impact 
management  priorities  [microform].  Draft. 
[1995].  2 microfiches  : ill.,  forms,  maps.  Microfiche 
published  by  Management  Board  Secretariat.  EA 
file  no.  PR-TA-02.  Includes  bibliographical  refer- 
ences. Microreproduction  of  original  published: 
Toronto  : Holistic  Impact  Group  Inc.  : Urban 
Dimensions  Group  Inc.,  Jan.  1995. 

Microfiche  5625-95  * t $2.00  ( + PST) 

A2060 

Taro  east  and  west  quarries  geologic,  hydro- 
geologic and  hydrologic  technical  appendix 

[microform]  / prepared  by  Gartner  Lee  Limited. 
[1995].  10  microfiches  : ill.  Microfiche  published 
by  Management  Board  Secretariat.  EA  file 
no.  PR-TA-02.  Microreproduction  of  original 
published:  Stoney  Creek  : Taro  Aggregates  Ltd., 
Aug.  1994. 

Microfiche  5611-95  * t $10.00  ( + PST) 

A2061 

Taro  east  quarry  environmental  assess- 
ment : air  quality  impact  assessment  [micro- 
form] / by  CJB  Air  Quality  Management.  [1995].  2 
microfiches  : ill.,  maps.  Microfiche  published  by 
Management  Board  Secretariat.  EA  file  no.  PR- 
TA-02.  Includes  bibliographical  references. 
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Microreproduction  of  original  published:  [Stoney 
Creek]  : Taro  Aggregates  Ltd.,  Jan.  1995. 
Microfiche  5618-95  * + $2.00  ( + PST) 

A2062 

Taro  east  quarry  environmental  assess- 

ment : design  and  operations  report  [micro- 
form] / prepared  by  Gartner  Lee  Limited.  [1995]. 
3 microfiches  : ill.,  maps.  Microfiche  published 
by  Management  Board  Secretariat.  EA  file 
no.  PR-TA-02.  Includes  bibliographical  refer- 
ences. Microreproduction  of  original  published: 
Stoney  Creek  : Taro  Aggregates  Ltd.,  Jan.  1995. 
Microfiche  5628-95  * t $3.00  ( + PST) 

A2063 

Taro  east  quarry  environmental  assess- 

ment : economic  impact  assessment  : final 
report  [microform]  / by  C.N.  Watson  and  Associ- 
ates Ltd.  [1995].  2 microfiches  : ill.,  1 form,  1 map. 
Microfiche  published  by  Management  Board 
Secretariat.  EA  file  no.  PR-TA-02.  Includes  bib- 
liographical references.  Microreproduction  of 
original  published:  [Stoney  Creek]  : Taro  Aggre- 
gates Ltd.,  Jan.  1995. 

Microfiche  5624-95  * t $2.00  ( + PST) 

A2064 

Taro  east  quarry  environmental  assess- 
ment : hydrogeological  impact  assessment  : 

final  report  [microform]  / prepared  by  Gartner 
Lee  Limited.  [1995],  5 microfiches  : ill.,  maps. 
Microfiche  published  by  Management  Board 
Secretariat.  EA  file  no.  PR-TA-02.  Includes  bib- 
liographical references.  Microreproduction  of 
original  published:  Stoney  Creek  : Taro  Aggre- 
gates Ltd.,  Jan.  1995. 

Microfiche  5631-95  * f $5.00  ( + PST) 

A2065 

Taro  east  quarry  environmental  assess- 

ment : natural  environment  impact  assess- 
ment [microform]  / prepared  by  Gartner  Lee 
Limited.  [1995].  1 microfiche  : ill.,  maps.  Micro- 
fiche published  by  Management  Board  Secre- 
tariat. EA  file  no.  PR-TA-02.  Includes  biblio- 
graphical references.  Microreproduction  of 
original  published:  [Stoney  Creek]  : Taro  Aggre- 
gates Ltd.,  Jan.  1995. 

Microfiche  5622-95  * t $1.00  ( + PST) 

A2066 

Taro  east  quarry  environmental  assess- 
ment : noise  impact  assessment  [microform]. 
[1995].  2 microfiches  : ill.,  maps.  Microfiche  pub- 
lished by  Management  Board  Secretariat.  EA  file 
no.  PR-TA-02.  Microreproduction  of  original 
published:  [s.l.]  : Vibration  Assessment  Limited, 
Jan.  1995. 

Microfiche  5615-95  * f $2.00  ( + PST) 


A2067 

Taro  east  quarry  environmental  assess- 
ment : quarry  blasting  impact  assessment 

[microform],  [1995],  1 microfiche  : ill.,  maps. 
Microfiche  published  by  Management  Board 
Secretariat.  EA  file  no.  PR-TA-02.  Includes  bib- 
liographical references.  Microreproduction  of 
original  published:  Oakville  : VME  Associates 
Limited,  Jan.  1995. 

Microfiche  561 6-95  * t $1-00  ( + PST) 

A2068 

Taro  east  quarry  environmental  assess- 
ment : social  impact  assessment  scoping 
report  [microform]  / prepared  by  Audrey 
Armour.  [1995].  2 microfiches  : ill.,  maps,  1 form. 
“Final”.  Microfiche  published  by  Management 
Board  Secretariat.  EA  file  no.  PR-TA-02. 
Includes  bibliographical  references.  Microrepro- 
duction of  original  published:  Richmond  Hill  : 
Armour  Environmental  Consultants  Inc.,  Jan. 
1995. 

Microfiche  5614-95  * f $2.00  ( + PST) 

A2069 

Taro  east  quarry  environmental  assess- 
ment : surface  water  impact  assessment 

[microform]  / prepared  by  O’Neill  Environ- 
mental ; in  conjunction  with  Gartner  Lee  Limited. 
[1995].  2 microfiches  : ill.,  maps.  Microfiche  pub- 
lished by  Management  Board  Secretariat.  EA  file 
no.  PR-TA-02.  Includes  bibliographical  refer- 
ences. Microreproduction  of  original  published: 
[Stoney  Creek]  : Taro  Aggregates  Ltd.,  Jan.  1995. 
Microfiche  5619-95  * f $2.00  ( + PST) 

A2070 

Taro  east  quarry  environmental  assessment, 
Taro  Aggregates  Ltd.  : visual  impact  assess- 
ment [microform].  Rev.  final  draft.  [1995].  1 
microfiche  : ill.,  maps.  Microfiche  published  by 
Management  Board  Secretariat.  EA  file  no.  PR- 
TA-02.  Includes  bibliographical  references.  Mi- 
croreproduction of  original  published:  Guelph  : 
Landplan  Collaborative  Ltd.,  Jan.  1995. 
Microfiche  5621  -95  * f $1.00  ( + PST) 

A2071 

Taro  east  quarry  environmental  assess- 
ment : traffic  impact  assessment  [microform]  / 
RGP  Transtech  Inc.  [1995].  2 microfiches  : ill., 
maps.  Microfiche  published  by  Management 
Board  Secretariat.  EA  file  no.  PR-TA-02. 
Includes  bibliographical  references.  Microrepro- 
duction of  original  published:  [Stoney  Creek]  : 
Taro  Aggregates  Ltd.,  Jan.  1995. 

Microfiche  5620-95  * f $2.00  ( + PST) 

A2072 

Taro  east  quarry  environmental  assess- 
ment : waste  and  leachate  characterization 
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report  [microform]  / prepared  by  Gartner  Lee 
Limited.  [1995].  2 microfiches  : ill.,  1 map.  Micro- 
fiche published  by  Management  Board  Secre- 
tariat. EA  file  no.  PR-TA-02.  Includes  biblio- 
graphical references.  Microreproduction  of 
original  published:  [Stoney  Creek]  : Taro  Aggre- 
gates Ltd.,  Jan.  1995. 

Microfiche  5626-95  * t $2.00  ( + PST) 

A2073 

Taro  east  quarry  landfill  community  health 
assessment  study  [microform]  / CanTox  Inc. 
[1995].  12  microfiches  : ill.  Microfiche  published 
by  Management  Board  Secretariat.  EA  file 
no.  PR-TA-02.  Includes  bibliographical  refer- 
ences. Microreproduction  of  original  5 vol.  set 
published:  Markham  : Gartner  Lee  Ltd.  ; Stoney 
Creek  : Taro  Aggregates  Ltd.,  Jan.  1995. 
Microfiche  5612-95  * t $12.00  ( + PST) 

A2074 

Tri-Neighbours  waste  management  system 
plan  environmental  assessment  summary 
document  [microform].  [1995].  2 microfiches  : 
ill.,  maps.  Microfiche  published  by  Management 
Board  Secretariat.  EA  file  no.  MU-0028-02.  In- 
cludes bibliographical  references.  Microreproduc- 
tion of  original  published:  Richmond  Hill  : SENES 
Consultants  Limited  ; Sault  Ste.  Marie  : Kresin 
Engineering  and  Planning  Limited,  Mar.  1995. 
Microfiche  5643-95  * t $2.00  ( + PST) 

A2075 

Wonderland  Road  (Sarnia  Road  to  Gains- 
borough Road)  : environmental  assessment 

[microform]  / Cumming  Cockburn  Limited. 
[1995].  7 microfiches  : ill.,  maps,  plans.  Micro- 
fiche published  by  Management  Board  Secre- 
tariat. EA  file  no.  MU-0555-02.  Contents: 
[Environmental  assessment]  - Supplemental 
appendix  I.  Public  input  - Supplemental  appen- 
dix II.  Easements  and  tree  locations.  Microrepro- 
duction of  original  published:  London:  Corpora- 
tion of  the  City  of  London,  Apr.  1995. 

Microfiche  5648-95  **  t $7.00  ( + PST) 

Environmental  Monitoring  and 
Reporting  Branch 

A2076 

Nearshore  benthos  of  Lake  Ontario,  1981  and 
1991  / prepared  by  Water  Systems  Analysts.  July 
1995. 2 v.  : ill.,  col.  maps.  “Cette  publication  tech- 
nique n’est  disponible  qu’en  anglais”.  PIBS 
3221 E.  Includes  bibliographical  references. 
Contents:  v.  I.  Main  findings  - v.  II.  Appendices. 
Issued  by  Surface  Water  Section. 

ISBN  0-7778-4467-2  (v.  I) 

ISBN  0-7778-4468-0  (v.  II) 

ISBN  0-7778-4446-4  (set) 
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Human  Resources  Branch 

A2077 

Mathematics  for  water  and  wastewater  oper- 
ations. 6th  ed.  Aug.  1994. 1 v.  (various  pagings)  : 
ill.,  forms.  Issued  by  Training  and  Certification 
Section. 

A2078 

Operator-in-training  examination  study 
guide.  Rev.  Jan.  1995.  iii,  70  p.  : ill.  Cover  title. 
“For  use  by  new  operators  preparing  for  the 
Operator-In-Training  Examination  as  required 
under  O.R.  435/93.”  Co-published  by  Ontario 
Municipal  Water  Association.  Includes  biblio- 
graphical references.  Issued  by  Training  and 
Certification  Section. 

Legal  Services  Branch 

A2079 

Legal  emissions.  Vol.  7,  no.  1 (spring  1995)-v.  7, 
no.  3 (fall  1995).  Caption  title. 

Policy  and  Planning  Branch 

A2080 

The  extra-strength  sewer  surcharge  to  regu- 
late industrial  sanitary  sewer  users  / 

prepared  by  Ecologistics  Limited,  with  Canviro 
Consulting,  repr.  May  1995.  1 v.  (various  pag- 
ings) : ill.,  forms.  “Cette  publication  technique 
n’est  disponible  qu’en  anglais.”  PIBS  868. 
Includes  bibliographical  references. 

ISBN  0-7729-4955-7 

Policy  Development  and 
Intergovernmental  Relations  Division 

A2081 

The  pulp  and  paper  industry  in  Ontario- 
economic  issues  affecting  environmental 
regulation  / prepared  by  David  Redgrave  & 
Associates  Inc.  Apr.  1993.  vii,  86  p.  : ill.  “Cette 
publication  technique  n’est  disponible  qu’en 
anglais.”  PIBS  2486E.  Includes  bibliographical 
references. 

ISBN  0-7778-0230-9 

Program  Development  Branch 

A2082 

The  construction  and  operation  of  a mill  to 
recycle  old  corrugated  cardboard  / prepared 
by  Sturgeon  Falls  Limited  Partnership.  Feb.  1995. 
8 [i.e.  11],  [14]  p.  : ill.  “Cette  publication  technique 
n’est  disponible  qu’en  anglais.”  PIBS  1875E. 
ISBN  0-7778-3515-0 
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A2083 

Draft  development  document  : clean  water 
regulation  for  the  electric  power  generation 
sector  - effluent  monitoring  and  effluent  lim- 
its. Oct.  1994. 1 v.  (various  pagings)  : ill.,  1 map. 
On  cover:  Stopping  water  pollution  at  its  source  : 
MISA,  Municipal/Industrial  Strategy  for  Abate- 
ment. “Cette  publication  technique  n’est  dispon- 
ible qu’en  anglais.”  PIBS  3321 E.  Includes  bib- 
liographical references.  Issued  by  Industrial 
Effluents  Section. 

ISBN  0-7778-3608-4 

A2084 

The  draft  development  document  for  the 
effluent  limits  regulation  for  the  MISA  iron 
and  steel  manufacturing  sector.  Dec.  1994. 
xiv,  152  p.  : ill.  On  cover:  Stopping  water  pollution 
at  its  source  : MISA,  Municipal/Industrial  Strat- 
egy for  Abatement.  PIBS  3322E.  Includes  biblio- 
graphical references.  Issued  by  Industrial 
Effluents  Section. 

ISBN  0-7778-3609-2 

A2085 

Inventory  and  costing  of  best  available  pollu- 
tion control  technologies  for  the  iron  and 
steel  sector  in  Ontario  / prepared  by  Hatch 
Associates.  Feb.  1992.  xxv,  451  p.  : ill.  On  cover: 
Stopping  water  pollution  at  its  source  : MISA, 
Municipal/Industrial  Strategy  for  Abatement. 
“Cette  publication  technique  n’est  disponible 
qu’en  anglais.”  PIBS  3322E02. 

ISBN  0-7778-3498-7 

A2086 

A multi-material  recycling  system  in  Renfrew 
County  by  Beaumen  Waste  Management  Sys- 
tems Ltd.  / prepared  by  Beauman  [sic]  Waste 
Management  Systems  Ltd.  Feb.  1995.  i,  12, 
[20]  p.  : ill.,  1 map.  “Cette  publication  technique 
n’est  disponible  qu’en  anglais.”  PIBS  1705E. 
ISBN  0-7778-3514-2 

A2087 

Reduction  of  sawdust  in  sawmill  operations  / 

prepared  by  A.P.  Kostiuk  and  J.H.  Pleau.  Feb. 
1995.  iv,  7,  [19]  p.  “Cette  publication  technique 
n’est  disponible  qu’en  anglais.”  PIBS  2399E. 
ISBN  0-7778-3692-0 

A2088 

Report  on  the  analysis  of  the  quality  as- 
surance and  quality  control  data  for  the  MISA 
iron  and  steel  sector  / prepared  by  Yousry  S. 
Hamdy,  Stefanos  Habtom.  June  1994.  iii,  305  p. 
On  cover:  Stopping  water  pollution  at  its  source  : 
MISA,  Municipal/Industrial  Strategy  for  Abate- 
ment. “Cette  publication  technique  n’est  dispon- 
ible qu’en  anglais.”  PIBS  3322E01. 

ISBN  0-7778-3499-5 


Public  Affairs  and 
Communications  Branch 

A2089 

Green  gazette  : London.  1994.  8 p.  : ill.  Caption 
title.  PIBS  3296e. 

ISBN  0-7778-3520-7 

A2090 

Green  gazette  : Sarnia.  1995.  8 p.  : ill.  Caption 
title.  PIBS  3296e02. 

ISBN  0-7778-3854-0 

A2091 

Green  gazette  : Sault  Ste.  Marie.  1995.  8 p.  : ill. 
Caption  title.  PIBS  3296e01.  Issued  also  in 
French  under  title:  Éco-nouvelles  : Sault  Ste. 
Marie. 

ISBN  0-7778-3677-7 
A2092 

Green  gazette  : Sudbury.  1995.  8 p.  : ill.  Cap- 
tion title.  PIBS  3296e03.  Issued  also  in  French 
under  title:  Éco-nouvelles  : Sudbury. 

ISBN  0-7778-3960-1  (corr.) 

A2093 

Green  zone  : an  environmental  magazine  for 
kids.  1995.  30  p.  : ill.  (some  col.).  Cover  title. 
PIBS  2628E01 . Issued  also  in  French  under  title: 
Éco-zone  : le  magazine  écologique  des  jeunes. 

Research  and  Technology  Branch 

A2094 

Abiotic  factors  involved  in  predicting  trace 
metal  levels  in  freshwater  bivalves /prepared 
by  André  Tessier  and  Peter  G.C.  Campbell.  Oct. 
1995.  ii,  34, 17  p.  : ill.,  1 map.  On  cover:  Environ- 
mental research.  “Cette  publication  technique 
n’est  disponible  qu’en  anglais.”  “RAC  Project 
No.  469G”.  PIBS  2262.  Includes  bibliographical 
references. 

ISBN  0-7778-2370-5 

A2095 

Applications  of  microwave  induced  catalysis 
to  some  environmental  problems  : reduction 
of  S02  and  NOx  and  dehalogenation  of 
hydrocarbons  / prepared  by  M.  Catherine 
Depew  and  Jeffery  K.S.  Wan.  Dec.  1993.  [23]  p.  : 
ill.  On  cover:  Environmental  research.  “Cette 
publication  technique  n’est  disponible  qu’en 
anglais.”  “RAC  Project  #400G”.  PIBS  2293. 
Includes  bibliographical  references. 

ISBN  0-7729-9493-5 

A2096 

Biology  and  impact  of  zebra  mussels  in  Lake 
St.  Clair  and  Lake  Erie  : final  report  / prepared 
by  G.L.  Mackie,  principal  investigator ...  [et  al.]. 
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Oct.  1995.  iii,  116  p.  : ill.,  maps.  On  cover: 
Environmental  research.  “Cette  publication 
technique  n’est  disponible  qu’en  anglais.”  “RAC 
Project  No.  443G”.  PIBS  3377.  Includes  biblio- 
graphical references. 

ISBN  0-7778-4676-4 

A2097 

Developments  of  bioassay  protocols  for  toxi- 
cants in  soil  / prepared  by  S.C.  Sheppard.  Feb. 

1994.  97,  [12]  p.  : ill.  On  cover:  Environmental 
research.  “Cette  publication  technique  n’est  dis- 
ponible qu’en  anglais.”  PIBS  2838.  Includes  bib- 
liographical references. 

ISBN  0-7778-1 71 1-X  (corr.) 

A2098 

Environment-economy  linkages  and  sustain- 
able development  in  Ontario  / prepared  by 
Hickling  Corporation.  Sept.  1994.  xxviii,  81, 
[248]  p.  : ill.  On  cover:  Environmental  research. 
“Cette  publication  technique  n’est  disponible 
qu’en  anglais.”  “RAC  Project  No.  509C”.  PIBS 
3290E.  Includes  bibliographical  references. 
ISBN  0-7778-3042-6 

A2099 

Herbicide  residue  occurrence  at  three  water- 
shed scales  in  southwestern  Ontario  : a 
research  study  / conducted  by  Beak  Consul- 
tants Limited.  Jan.  1993. 1 v.  (various  pagings)  : 
ill,  1 map.  Cover  title.  Includes  bibliographical 
references. 

A2100 

Pilot  study  for  the  development  of  a biolog- 
ical reference  material  for  organochlorine 
contaminants  /prepared  by  PS.  Maxwell ...  [et 
al.].  Nov.  1993.  20,  [8]  p.  : ill.  On  cover:  Environ- 
mental research.  “Cette  publication  technique 
n’est  disponible  qu’en  anglais.”  “Final  report  of 
RAC  Project  No.  ER  570C”.  Prepared  for  the 
Ministry,  Laboratory  Services  Branch.  PIBS 
2742.  Includes  bibliographical  references. 

ISBN  0-7778-1153-7 

A2101 

Prospects  for  the  utilization  of  paper  mill 
sludges  in  manufactured  products  : final 
report  / prepared  by  Kevin  Bellamy.  Oct.  1995. 
107,  30  p.  : ill.,  1 map.  On  cover:  Environmental 
research.  “Cette  publication  technique  n’est  dis- 
ponible qu’en  anglais.”  “RAC  Project  No.  721 C”. 
PIBS  3378.  Includes  bibliographical  references. 
ISBN  0-7778-4678-0 

A2102 

Remote  detection  of  hydrocarbon  fuel  con- 
taminants in  the  subsurface  / prepared  by  J.D. 
Redman,  S.M.  DeRyck  and  A.P.  Annan.  Oct. 

1995.  ii,  154  p.  : ill.  On  cover:  Environmental 
research.  “Cette  publication  technique  n’est 
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disponible  qu’en  anglais.”  “RAC  Project 
No.  E561G”.  PIBS  3375.  Includes  bibliographi- 
cal references. 

ISBN  0-7778-4679-9 

A2103 

The  significance  of  metabolic  changes  in 
eastern  white  pine  seedlings  for  early  diag- 
nosis of  fluoride  injury  / prepared  by  J.J. 
Zwiazek,  K.J.  Rakowski.  Jan.  1994.  30  p.  : ill.  On 
cover:  Environmental  research.  “Cette  publica- 
tion technique  n’est  disponible  qu’en  anglais.” 
PIBS  2807.  Includes  bibliographical  references. 
ISBN  0-7778-0383-6 

A2104 

Statistical  assessment  of  multivariate  tech- 
niques for  zoobenthic  communities  and 
water  chemistry  for  lakes  from  central 
Ontario  / prepared  by  Donald  A.  Jackson  and 
Harold  Harvey.  Oct.  1995. 191  p.  : ill.  On  cover: 
Environmental  research.  “Cette  publication 
technique  n’est  disponible  qu’en  anglais.”  “RAC 
Project  No.  461G”.  PIBS  3357.  Includes  biblio- 
graphical references. 

ISBN  0-7778-4594-6 


Science  and  Technology  Branch 

A2105 

Assessment  of  the  comprehensive  technical 
assistance  technique  for  Ontario  sewage 
treatment  plants  / prepared  by  Wastewater 
Technology  Centre.  July  1995. 1 v.  (various  pag- 
ings) : ill.,  forms.  Includes  summary  in  French. 
“Cette  publication  technique  n’est  disponible 
qu’en  anglais.”  “Prepared  for  the  Ontario  Minis- 
try of  Environment  and  Energy,  Government  of 
Canada,  The  Municipal  Engineers  Association”. 
PIBS  2518.  Includes  bibliographical  references. 
ISBN  0-7778-3833-8 

A2106 

Treatment  technologies  for  landfill  leach- 
ates : a literature  review.  Jan.  1995.  iv,  91  p.  : ill. 
“Cette  publication  technique  n’est  disponible 
qu’en  anglais.”  PIBS  3332E.  Includes  biblio- 
graphical references. 

ISBN  0-7778-3731-5 


Standards  Development  Branch 

A2107 

Rationale  document  for  the  development  of 
an  interim  Ontario  drinking  water  objective 
for  tritium.  [Rev.].  Dec.  1994.  vii,  58,  [31]  p.  : ill. 
Cover  title.  “Cette  publication  technique  n’est  II 
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disponible  qu’en  anglais.”  PIBS  1673E01. 
Includes  bibliographical  references. 

ISBN  0-7778-3826-5 

A2108 

Rationale  for  the  development  of  soil,  drink- 
ing water  and  air  quality  criteria  for  lead. 

[Rev.].  Dec.  1994. 116  p.  “Cette  publication  tech- 
nique n’est  disponible  qu’en  anglais.”  PIBS 
3236E01.  Includes  bibliographical  references. 
ISBN  0-7778-3564-9 

A2109 

Scientific  criteria  document  for  the  develop- 
ment of  a provincial  water  quality  guideline 
for  ethylbenzene  / prepared  by  N.  Bazinet  and 
R.V.  Angelow.  repr.  Jan.  1995.  iv,  26  p.  : ill.  “Cette 
publication  technique  n’est  disponible  qu’en 
anglais.”  PIBS  3231 E.  Includes  bibliographical 
references. 

ISBN  0-7778-3013-2 

A2110 

Scientific  criteria  document  for  the  develop- 
ment of  a provincial  water  quality  guideline 
for  toluene  / prepared  by  R.V.  Angelow  and  N. 
Bazinet.  repr.  Jan.  1995.  iv,  37  p.  : ill.  “Cette 
publication  technique  n’est  disponible  qu’en 
anglais.”  PIBS  3232E.  Includes  bibliographical 
references. 

ISBN  0-7778-3014-0 


Waste  Management  Branch 

A2111 

Final  report  : polystyrene  recycling  / 

prepared  by  Canadian  Polystyrene  Recycling 
Association,  repr.  Jan.  1995.  23,  [14]  p.  : ill.  “Cet- 
te publication  technique  n’est  disponible  qu’en 
anglais.”  PIBS  2338. 

ISBN  0-7778-0861-7 

A2112 

Household  hazardous  waste  collection  and 
facility  guidelines  / prepared  by  MacLaren 
Engineers  Inc.  repr.  Nov.  1994. 1 v.  (various  pag- 
ings)  : 1 plan.  “Cette  publication  technique  n’est 
disponible  qu’en  anglais.”  PIBS  2344. 

ISBN  0-7778-0756-4 


Waste  Reduction  Branch 

A2113 

Scrap  tire  project  : 1993  project  summaries. 

[1994?].  18  p.  Cover  title.  PIBS  3201E. 
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A2114 

1995  fiscal  and  economic  statement  / Ernie 
Eves.  Nov.  1995.  91,  [61]  p.  : ill.  (Sessional 
paper  ; 361/039).  Issued  also  in  French  under 
title:  Exposé  économique  et  financier,  1995. 
Pub.  Ont.  005712  D * Free 

A2115 

1995  Ontario  budget  plan  / Floyd  Laughren. 
c1995. 49  p.  : ill.  Issued  also  in  French  under  title: 
Plan  budgétaire  de  l’Ontario  de  1995. 

ISBN  0-7778-4148-7 

Pub.  Ont.  001908  D Out-of-print 

A2116 

Bill  134  and  farm  mutuals.  [1995?].  [2]  p.  on  1 

sheet.  (Fact  sheet).  Issued  also  in  French  under 
title:  Le  projet  de  loi  134  et  les  mutuelles  agricoles. 

A2117 

Co-operatives  in  Ontario  : filing  requirements 
and  record-keeping.  Oct.  1994. 17  [i.e.  43],  [6]  p.  : 
forms.  Cover  title.  Issued  also  in  French  under  title: 
Les  coopératives  en  Ontario  : exigences  en  matière 
de  dépôt  et  de  tenue  de  dossier.  Issued  by  Co- 
operative Development  Services. 

A2118 

Co-operatives  in  Ontario  : guide  to  govern- 
ment programs.  Sept.  1994.  37  p.  Cover  title. 
Issued  also  in  French  under  title:  Les  coopéra- 
tives en  Ontario  : guide  des  programmes 
gouvernementaux.  Issued  by  Co-operative 
Development  Services. 

A2119 

Co-operatives  in  Ontario  : guide  to  setting  up 
a co-operative.  [1994?].  34  p.  Cover  title.  Issued 
also  in  French  under  title:  Les  coopératives  en 
Ontario  : comment  constituer  une  coopérative. 
Issued  by  Co-operative  Development  Services. 

A2120 

Co-operatives  in  Ontario  : incorporating  a 
co-operative  with  share  capital.  Sept.  1994. 
21,  [19]  p.  : forms.  Cover  title.  Issued  also  in 
French  under  title:  Les  coopératives  en  Ontario  : 
constituer  une  coopérative  en  personne  morale 
avec  capital  social.  Issued  by  Co-operative 
Development  Services. 

A2121 

Co-operatives  in  Ontario  : incorporating  a 
co-operative  without  share  capital.  Jan.  1995. 
23,  [17]  p.  : forms.  Cover  title.  Issued  also  in 
French  under  title:  Les  coopératives  en  Ontario  : 
constituer  une  coopérative  en  personne  morale 
sans  capital  social.  Issued  by  Co-operative 
Development  Services. 
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A2122 

Co-operatives  in  Ontario  : legal  require- 
ments. [1994?].  38  p.  Cover  title.  Issued  also  in 
French  under  title:  Les  coopératives  en  Ontario  : 
exigences  légales.  Issued  by  Co-operative 
Development  Services. 

A2123 

Corporations  tax  : a basic  guide.  [1995], 
cl 989.  24,  24  p.  Title  on  added  t.p.:  L’imposition 
des  corporations  : guide  de  base.  Cover  title. 
Text  in  English  and  French  with  French  text  on 
inverted  pages. 

ISBN  0-7778-4205-X 

A2124 

County  population  projections,  1991-2021 

[computer  file].  May  1995. 1 computer  disk  ; 3 1/2 
in.  Title  from  label.  System  requirement:  Win- 
dows version  of  Lotus  1-2-3.  File  name: 
POP5AGE.WK4. 

A2125 

Employee  ownership  guide  : Ontario  Invest- 
ment and  Employee  Ownership  Program  for 
employee  group  investors.  Rev.  cl 995.  5,  5 p. 
Cover  title.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  Guide  d’actionnariat  des  employé(e)s. 

ISBN  0-7778-3698-X 

A2126 

Estimates  briefing  book.  1995/96.  158,  [6]  p.  : 
ill.  Annual.  Running  title:  The  estimates.  Cover 
title. 

ISSN  1198-5348 
A2127 

Expenditure  estimates  of  the  Province  of 
Ontario  for  the  fiscal  year  ending  March 
31  ...  : volume  2.  1994/95.  xxiii,  19  p.  Running 
title:  Estimates.  Title  varies  slightly.  Chiefly 
tables.  Issued  also  in  French  under  title:  Budget 
des  dépenses  de  la  province  de  l’Ontario  pour 
l’année  financière  se  terminant  le  31  mars  ... 
volume  2. 

ISSN  0837-4740 

Pub.  Ont.  005625  D * Free 

Microfiche  5604-95  * f $1-00  ( + PST) 

A2128 

A guide  for  completing  the  EHT  annual  return 
for  employers.  [1995],  cl 994.  1 fold,  sheet 
(6  p.)  : 1 form.  (EHT  : employer  health  tax,  ISSN 
1188-035X).  Caption  title.  Issued  also  in  a bilin- 
gual version  and  in  French  under  title:  Guide  de 
déclaration  annuelle  d’ISE  à l’intention  des 
employeurs. 

A2129 

Highlights  of  the  1995  budget  plan  / Floyd 
Laughren.  c1995.  11  p.  : ill.  Cover  title: 


Highlights  : 1995  Ontario  budget  plan.  Issued 
also  in  French  under  title:  Points  saillants  du  plan 
budgétaire  de  1995. 

ISBN  0-7778-4150-9 

A2130 

International  fuel  tax  agreement  : fact  sheet. 

1994.  [2,  2]  p.  Caption  title.  Text  in  English  and 
French  with  French  text  on  inverted  pages.  Title 
on  added  t.p.:  Accord  international  sur  la  taxe 
sur  les  carburants  : feuillet  de  renseignements. 
ISBN  0-7778-3548-7 

A2131 

JUMPstart  : giving  business  a youthful 
advantage.  c1995.  12  p.  : ill.  Issued  also  in 
French  under  title:  RELANCEjeunesse  : donner 
un  air  de  jeunesse  à votre  entreprise. 

ISBN  0-7778-4152-5 

Pub.  Ont.  001909  D Out-of-print 

A2132 

Labour  sponsored  investment  fund  guide  : 

Ontario  Investment  and  Employee  Ownership 
Program  for  individual  investors.  Rev.  cl 995.  5, 
5 p.  Cover  title.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added  t.p.: 
Guide  du  Fonds  d’investissement  des  travailleurs. 
ISBN  0-7778-3699-8 

A2133 

Ontarians’  attitudes  toward  auto  insurance/ 

conducted  by  Environics  Research  Group  Lim- 
ited. Mar.  1995.  [103]  p.  : 1 form.  (Sessional 
paper  ; 361/056).  Running  title:  Auto  insurance 
survey.  Cover  title.  Chiefly  tables.  “PN  3872”. 

A2134 

Ontarians’  attitudes  toward  budget,  spend- 
ing and  taxation  issues  / prepared  by 
Environics  Research  Group  Limited.  July  1994. 
[118]  p.  : 1 map.  (Sessional  paper  ; 361/061). 
Running  title:  Focus  Ontario  1994-2.  Cover  title. 
Chiefly  tables. 

A2135 

Ontarians’  attitudes  toward  cigarette  smug- 
gling : tabular  results  / prepared  by  Environics 
Research  Group  Limited.  Feb.  1994.  [81]  p.  : 1 
map.  Cover  title.  Running  title:  Survey  on 
tobacco  taxes.  “PN3767”.  Chiefly  tables. 

A2136 

Ontarians’  attitudes  toward  tax  reform  / pre- 
pared by  Environics  Research  Group  Limited. 
Dec.  1993.  [189]  p.  : ill.,  1 form,  1 map.  (Sessional 
paper  ; 361/058).  Cover  title.  Chiefly  tables. 

A2137 

Ontario  fiscal  overview  and  spending  cuts  / 

Ernie  Eves.  July  1995.  8,  7 p.  Cover  title.  Issued 
also  in  French  under  title:  Perspectives  finan- 
cières et  réduction  des  dépenses  de  l’Ontario. 
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A2138 

Ontario  Home  Ownership  Savings  Plan  : 
information  guide  : “for  the  first  time  buyer”. 
[Rev.],  cl  995. 12, 12  p.  Cover  title.  Text  in  English 
and  French  with  French  text  on  inverted  pages. 
Title  on  added  t.p.:  Régime  d’épargne-logement 
de  l’Ontario  : guide  d’information.  Errata  inser- 
ted. 

ISBN  0-7778-3700-5 
A2139 

Ontario  on  the  job  and  looking  ahead  : your 
guide  to  the  1995  budget.  [1995?].  22,  [1]  p.  : ill. 
Cover  title.  Issued  also  in  French  under  title: 
Retour  au  travail  et  l’avenir  de  l’Ontario  : votre 
guide  pour  la  préparation  du  budget  de  1995. 
ISBN  0-7778-3586-X 

Pub.  Ont.  005628  D * Free 

A2140 

Ontario  Savings  Bonds  : for  you,  for 
everyone.  [1994?].  1 fold,  sheet.  Text  in  English 
and  French  with  French  text  on  verso.  Title  on 
verso:  Les  obligations  d’épargne  de  l’Ontario  : 
pour  vous,  pour  tout  le  monde. 

A2141 

Partners  in  growth  [videorecording]  : budget 
1995.  Jan.  1995. 1 videocassette  (8  min.,  6 sec.)  : 
sd.,  col.  Title  on  label:  “Partners  in  growth”  (with 
Minister’s  address). 

A2142 

Pre-budget  survey  : tabular  results  / prepared 
by  Environics  Research  Group  Limited.  Mar. 
1994.  [136]  p.  : ill.,  1 form,  1 map.  (Sessional 
paper  ; 361/059).  Cover  title.  Chiefly  tables. 
“PN3772,  fieldwork  dates:  March  2-13, 1994”. 

A2143 

Profile  of  Ontario’s  provincial  electoral  dis- 
tricts based  on  1991  census  data.  Apr.  1995. 
[287]  p.  Chiefly  tables.  Issued  also  in  French 
under  title:  Profil  des  circonscriptions  électorales 
provinciales  de  l’Ontario  d’après  les  données  du 
recensement  de  1991. 

ISBN  0-7778-4098-7 

A2144 

Progress.  Vol.  1,  no.  2 (spring  1995).  ill.  Title  on 
added  t.p.:  Le  progrès.  Cover  title.  “The  maga- 
zine of  public  sector  innovation”.  Text  in  English 
and  French  with  French  text  on  inverted  pages. 
ISSN  1198-9750 

Pub.  Ont.  105611  (v.  1,  no.  2)  *$2.00 

A2145 

Public  accounts  of  Ontario  [computer  file]. 
1994/95.  1 computer  file  ; 3 1/2  in.  Title  from 
label.  Format:  WordPerfect  5.2.  Files  must  be 
decompressed  before  use.  Contents:  Financial 
statements  - Volume  1.  Schedules,  ministry 


statements  - Volume  2.  Financial  statements  of 
crown  corporations,  boards,  commissions  - 
Volume  3.  Details  of  expenditure. 

A2146 

Public  accounts  of  Ontario.  Financial  state- 
ments. 1994/95.  ix,  31  p.  : ill.  (Sessional  paper  ; 
353/004).  Summary  of:  Public  accounts  of  On- 
tario. Volume  1.  Issued  also  in  French  under  title: 
Comptes  publics  de  l’Ontario.  États  financiers. 
ISSN  0381-2375 

Pub.  Ont.  005689  * Free 

A2147 

Public  accounts  of  Ontario.  Volume  1.  Sched- 
ules, ministry  statements.  1994/95.  1 v.  (vari- 
ous pagings).  (Sessional  paper  ; 361/004).  Con- 
tinues: Public  accounts  of  Ontario.  Volume  1. 
Financial  statements,  schedules  to  financial 
statements,  miscellaneous  statements,  ministry 
statements.  Issued  also  in  French  under  title: 
Comptes  publics  de  l’Ontario.  Volume  1. 
Annexes,  états  financiers  des  ministères. 

ISSN  0381-2375 

Pub.  Ont.  105916  * $25.00 

A2148 

Public  accounts  of  Ontario.  Volume  2.  Finan- 
cial statements  of  crown  corporations, 
boards,  commissions.  1994/95. 185,  87,  95  p. 
(Sessional  paper  ; 361/004).  Issued  also  in 
French  under  title:  Comptes  publics  de  l’Ontario. 
Volume  2.  États  financiers  des  sociétés  de  la 
Couronne,  conseils,  commissions. 

ISSN  0381-2375 

Pub.  Ont.  105917  *$19.00 

A2149 

Public  accounts  of  Ontario.  Volume  3.  Details 
of  expenditure.  1994/95.  208  p.  (Sessional 
paper  ; 361/004).  Issued  also  in  French  under 
title:  Comptes  publics  de  l’Ontario.  Volume  3. 
Détail  des  dépenses. 

ISSN  0381-2375 

Pub.  Ont.  105918  * $12.50 

A2150 

Public  attitudes  toward  economic  issues  : 

tabular  results  / presented  to  Ontario  Ministry  of 
Finance  ; presented  by  Environics  Research 
Group  Limited.  Feb.  1995.  [143]  p.  : 1 form.  (Ses- 
sional paper  ; 361/057).  Cover  title.  Chiefly 
tables.  “PN  3840”. 

A2151 

Report  of  the  Superintendent  of  Deposit 
Institutions.  1993/94.  11,  [5]  leaves  : ill.  Cover 
title.  Report  year  ends  Mar.  31. 

A2152 

The  role  for  monetary  policy  in  supporting 
job  creation  and  deficit  reduction.  Apr.  1995. 
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20  p.  : ill.  Cover  title.  “A  technical  paper  by  the 
Ontario  Ministry  of  Finance”.  Includes  summary 
in  French.  Includes  bibliographical  references. 

A2153 

Tax  enforcement  bulletin.  Prosecutions  1994. 
5 p.  Caption  title.  Issued  also  in  French  under  the 
same  title. 

A2154 

Transition  news.  Vol.  3,  issue  1 (Apr.  1995). 
Caption  title. 

A2155 

Your  guide  to  Ontario  tax  credits  & the 
Ontario  Tax  Reduction  Program.  [1994],  12, 
12  p.  Cover  title.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  Votre  guide  des  crédits  d’impôt  de  l’Ontario 
et  du  programme  de  réduction  de  l’impôt  de 
l’Ontario. 

ISBN  0-7778-3347-6 


Client  Services  and  Public 
Relations  Branch 

A2156 

Equity  matters.  Winter  1995.  ill.  Irregular.  Cap- 
tion title. 


Corporations  Tax  Branch 

A2157 

Information  bulletin.  No.  2745  (Sept.  1993)- 
no.  2749  (Mar.  1995).  Irregular.  Issued  also  in 
French  under  title:  Bulletin  de  renseignements. 
Continues:  Information  bulletin  = Bulletin  de  ren- 
seignments. 

ISSN  0709-860X 


Credit  Unions  and  Co-operatives 
Branch 

A2158 

Credit  unions  and  caisses  populaires  : 
Ontario’s  co-operative  financial  institutions. 

[1994].  8,  8 p.  Cover  title.  Text  in  English  and 
French  with  French  text  on  inverted  pages.  Title 
on  added  t.p.:  Les  caisses  populaires  et  credit 
unions  : instititions  financières  coopératives  de 
l’Ontario. 

ISBN  0-7778-3310-7 


Expenditure  Management  and 
Reporting  Branch 

A2159 

General  guidelines  for  the  estimates  briefing 
book.  1995/96.  10,  [9]  p.  : ill.,  forms.  Annual. 
Cover  title. 


Office  of  Economic  Policy 

A2160 

Economic  conditions.  Jan.  6,  1995-Dec.  14, 
1995.  28  no.  ill.  Caption  title. 

A2161 

Ontario  economic  accounts.  Jan.  1995-Sept. 
1995.  4 no.  Caption  title.  Issued  also  in  French 
under  title:  Comptes  économiques  de  l’Ontario. 

Province  of  Ontario  Savings  Office 

A2162 

Services.  [Rev.].  [1995].  1 fold,  sheet. 

A2163 

Short  term  deposits  : flexible  planning,  com- 
petitive rates,  choice  of  terms,  flexible  renewal 
options,  redeemable  : all  funds  on  deposit  guar- 
anteed by  the  Province  of  Ontario.  [1995?].  1 
fold,  sheet.  Text  in  English  and  French  with 
French  text  on  verso.  Title  on  verso:  Dépôts  à 
court  terme. 


Strategic  Economic  Issues  Branch 

A2164 

Ontario  demographic  update.  Jan.  31,  1995- 
Sept.  27,  1995.  3 no.  Previously  issued  by  the 
Ministry,  Macroeconomic  Analysis  and  Policy 
Branch. 


Tax  Credits  and  Grants  Branch 

A2165 

GAINS  full  tables  = RRAG  tableaux  complets. 
Apr.  to  June  1995-Oct.  to  Dec.  1995.  Quarterly. 
“The  Guaranteed  Annual  Income  System  for 
Ontario  Senior  Citizens”. 

A2166 

GAINS  summary  tables  = RRAG  tableaux 
sommaires.  Apr.  to  June  1995-Oct.  to  Dec.  1995. 
Quarterly.  “The  Guaranteed  Annual  Income 
System  for  Ontario  Senior  Citizens”. 
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A2167 

Acquired  brain  injuries.  [1995?].  1 sheet.  (Fact 
sheet  = Feuille  de  renseignements).  Issued  also 
in  French  under  title:  Les  traumatismes  crâ- 
niens. 

A2168 

Allergic  disorders  in  Ontario  : prevalence 
and  utilization  of  health  services  / Jody 
Decker,  Peter  Langlois,  Irvin  Broder.  Jan.  1995. 
21,  [59]  p.  : ill.,  maps.  (Working  paper  ; no.  8).  At 
head  of  title:  Ontario  Health  Survey  1990.  Co- 
published by  Premier’s  Council  on  Health,  Well- 
Being  and  Social  Justice.  Includes  bibliographi- 
cal references. 

A2169 

Annual  report.  69th  (1993/94).  19, 19  p.  : ill.  Title 
on  added  t.p.:  Rapport  annuel.  Covertitle.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Report  year  ends  Mar.  31.  Includes  the 
annual  report  of  the  Ontario  Health  Insurance 
Plan. 

ISSN  0702-6684 

Pub.  Ont.  105753  D * $5.00 

Microfiche  5656-95  * f $1 .00  ( + PST) 

A2170 

Annual  report  : Health  Sector  Training  and 
Adjustment  Program.  1994/95.  10,  10  p.  : ill., 
ports.  Title  on  added  t.p.:  Rapport  annuel  : pro- 
gramme de  formation  et  d’adaptation  de  la  main- 
d’oeuvre.  Covertitle.  Text  in  English  and  French 
with  French  text  on  inverted  pages.  Issued  by 
Health  Sector  Training  and  Adjustment  Program. 

A2171 

Anti-infective  guidelines  for  community- 
acquired  infections,  1994/95  / Ontario  Anti- 
Infective  Review  Panel.  1st  ed.  c1994.  ix,  74  p. 
Includes  bibliographical  references. 

ISBN  07778-3550-9 

Pub.  Ont.  105423  D*$1.00 

A2172 

Appeal  process.  Dec.  1994.  1 sheet.  (Facts 
about  Ontario  health  coverage). 

A2173 

Are  you  paying  a large  part  of  your  income 
for  prescription  drugs?  : introducing  the  Tri- 
llium Drug  Program  - for  people  with  unman- 
ageble  drug  expenses.  c1995.  [2]  p.  on  1 sheet. 
At  head  of  title:  Trillium  Drug  Program  : for  peo- 
ple with  unmanageable  drug  expenses.  Issued 
also  in  French  under  title:  Consacrez-vous  une 
grande  partie  de  votre  revenu  à l’achat  de  médi- 
caments prescrits? 


A2174 

Are  you  paying  a large  part  of  your  income 
for  prescription  drugs?  : here’s  help- . cl 995. 
1 fold,  sheet.  “Trillium  Drug  Program  : for  people 
with  unmanageable  drug  expenses.”  Text  in 
English  and  French  with  French  text  on  verso. 
Title  on  verso:  Consacrez-vous  une  grande  par- 
tie de  votre  revenu  à l’achat  de  médicaments 
prescrits?  : voici  de  l’aide-  . 

ISBN  0-7778-3899-0 

Pub.  Ont.  001903  D * Free 

A2175 

Backgrounder  : the  Ontario  Drug  Benefit 
(ODP)  Program.  [1995?].  [2]  p.  on  1 sheet.  At 
head  of  title:  Trillium  Drug  Program  : for  people 
with  unmanageable  drug  expenses.  Issued  also 
in  French  under  title:  Fiche  de  renseignements  : 
Programme  de  médicaments  gratuits  de  l’Ontario 
(PMGO). 

A2176 

Backgrounder  : the  Trillium  Drug  Program. 

[1995?].  [2]  p.  on  1 sheet.  At  head  of  title:  Trillium 
Drug  Program  : for  people  with  unmanageable 
drug  expenses.  Issued  also  in  French  under  title: 
Fiche  de  renseignements  : le  Programme  de 
médicaments  Trillium. 

A2177 

Building  effective  coalitions  training 
module  : training  for  trainers.  May  1995.  1 v. 
(various  pagings)  : forms.  Issued  also  in  French 
under  title:  L’établissement  de  coalitions 

efficaces  : module  de  formation. 

A2178 

Cancer  accomplishments.  [1995?].  2 p.  on  1 
sheet.  (Fact  sheet).  Issued  also  in  French  under 
title:  Réalisations  dans  le  domaine  de  la  lutte 
contre  le  cancer. 

A2179 

Cancer  action  plan  : the  full  spectrum. 

[1995?].  3 p.  (Fact  sheet).  Caption  title.  Issued 
also  in  French  under  title:  Plan  d’action  contre  le 
cancer  : un  programme  complet. 

A2180 

Card  production.  [1995?].  1 sheet.  (Health  card 
backgrounder).  “The  new  Ontario  health  card”. 
Issued  also  in  French  under  title:  Fabrication  des 
cartes. 

A2181 

Cardiac  surgery  in  Ontario.  Dec.  1995.  2 p. 
(Backgrounder  = Renseignements).  Issued  also 
in  French  under  title:  Chirurgie  cardiaque  en 
Ontario. 
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A2182 

Changes  to  the  Ontario  Drug  Benefit  and  Tril- 
lium Drug  programs.  Nov.  1995. 1 sheet.  (Back- 
grounder = Renseignements).  Issued  also  in 
French  under  title:  Modifications  au  Programme 
de  médicaments  gratuits  de  l’Ontario  et  au  Pro- 
gramme de  médicaments  Trillium. 

A2183 

Changes  to  the  Ontario  Drug  Benefit  and  Tril- 
lium Drug  programs  questions  and 
answers.  [1995?].  1 sheet.  Issued  also  in  French 
under  title:  Modifications  au  Programme  de 
médicaments  gratuits  de  l’Ontario  et  au  Pro- 
gramme de  médicaments  Trillium  : questions  et 
réponses. 

A2184 

Chiropractie  Services  Review  final  report. 

Nov.  1994.  iv,  44,  [39]  p.  Chair:  Thomas  L.  Wells. 

A2185 

Connecting  Healthcare  ’95  : Tuesday,  March 
21,  1995,  8:30  a.m.-4:30  p.m.,  International 
Plaza.  [1995?].  1 fold,  sheet  : ill.,  1 form,  1 map, 
ports.  “Electronic  commerce  : connecting  to  the 
future”.  Co-published  by  Electronic  Data  Inter- 
change Council  of  Canada. 

A2186 

Drug  benefit  formulary  : comparative  drug 
index  = Formulaire  du  régime  de  médicaments 
gratuits  : index  comparatif  des  médicaments. 
No.  34  (Dec.  1,  1994).  1 v.  (various  pagings). 
Semiannual.  Cover  title.  Loose-leaf  for  updating. 
ISSN  0835-2437 

Pub.  Ont.  105424  D * $10.00 

A2187 

Drug  benefit  formulary  : comparative  drug 
index  = Formulaire  du  régime  de  médicaments 
gratuits  : index  comparatif  des  médicaments. 
No.  34  (Dec.  1, 1994)  rev.  Jan.  15, 1995  - no.  34 
(Dec.  1,  1994)  rev.  Dec.  8,  1995.  Cover  title. 
Includes  introduction  in  French. 


Pub.  Ont.  105455  (Jan.  15)  D * $1.00 

Pub.  Ont.  105512  (Feb.  3)  D * $1 .00 

Pub.  Ont.  105697  (June  2)  D * $1 .00 

Pub.  Ont.  105902  (Sept.  1)  D * $5.00 

Pub.  Ont.  106118  (Dec.  8)  D * $5.00 


A2188 

Emergency  room  doctors-  meeting  the  needs 
of  rural  and  small  hospitals  : final  submission  to 
fact  finder  Graham  Scott.  Feb.  1995. 10  p.  Cover 
title.  Issued  also  in  French  under  title:  Médecins 
des  salles  d’urgence  - face  aux  besoins  des 
hôpitaux  ruraux  ou  de  petite  dimension. 

A2189 

The  employees’  guide  to  HSTAP  registra- 
tion : Health  Sector  Training  and  Adjustment 


Program.  Apr.  1995.  28  p.  : ill.,  forms,  1 map. 
Cover  title.  Issued  also  in  French  under  title: 
Guide  à l’usage  de  l’employé.  Issued  by  Health 
Sector  Training  and  Adjustment  Program. 

A2190 

The  employers’  guide  to  the  jobs  registry  : 

Health  Sector  Training  and  Adjustment  Pro- 
gram. Apr.  1995. 29  p.  : forms.  Cover  title.  Issued 
also  in  French  under  title:  Guide  à l’usage  de 
l’employeur.  Issued  by  Health  Sector  Training 
and  Adjustment  Program. 

A2191 

Estimates  briefing  book.  1995/96.  171,  [2]  p.  : 
ill.  Annual.  Running  title:  The  estimates.  Cover 
title. 

A2192 

A factsheet  : Consent  to  Treatment  Act. 

[1995].  3 p.  Caption  title.  Issued  also  in  French 
under  title:  Bulletin  : le  droit  de  décider-la  Loi  de 
1992  sur  le  consentement  au  traitement. 

A2193 

A first  step  : strategies  for  job  retention  in  the 
health  sector  : the  report  of  the  Job  Retention 
Project  phases  I & II  to  the  HSTAP  board  of 
directors  / written  by  Elaine  Cairns  ...  [et  al.]. 
Dec.  1994. 71,  [49]  p.  : ill.  Cover  title.  “Discussion 
paper  only”.  Includes  bibliographical  references. 
Issued  by  Health  Sector  Training  and  Adjust- 
ment Program. 

A2194 

From  patient  to  customer  : the  role  of  patients 
in  the  healthcare  decision  process  / Angus  Reid 
Group.  Feb.  1995.  [18]  p.  (Sessional  paper  ; 361/ 
065).  Cover  title.  Chiefly  tables. 

A2195 

Giardia  : this  parasite  can  infect  children  in  day 
care,  as  well  as  campers,  cottagers  and  trav- 
ellers. cl 995.  [2]  p.  on  1 sheet.  (Healthfacts). 
Issued  also  in  French  under  the  same  title. 

A2196 

Guida  alla  tessera  sanitaria  con  foto.  cl 995. 
17  p.  : ill.  Cover  title.  At  head  of  title:  Sorridi, 
Ontario.  Running  title:  The  new  Ontario  health 
card.  Application  form  inserted. 

ISBN  0-7778-3780-3 

A2197 

A guide  to  your  Trillium  Drug  Program 
application.  [1995?].  16,  [2],  16  p.  (2  fold.). 
Cover  title.  On  cover:  Trillium  Drug  Program  : for 
people  with  unmanageable  drug  expenses.  Text 
in  English  and  French  with  French  text  on  inver- 
ted pages.  Title  on  added  t.p.:  Guide  de  prépara- 
tion de  la  demande  d’inscription  au  Programme 
de  médicaments  Trillium. 

ISBN  0-7778-4051-0 
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A2198 

Guidelines  for  the  treatment  of  uncompli- 
cated hypertension.  1st  ed.  cl 995.  28  p.  : forms 
+2  sheets  in  envelope.  Sheets  have  titles:  Q & A 
about  treating  hypertension;  and  Managing 
hypertention  in  the  younger  patient,  with  Manag- 
ing hypertension  in  the  older  patient,  on  verso. 
ISBN  0-7778-4321-8 

Pub.  Ont.  105896  D*$1.00 

A2199 

Hantavirus  (hantavirus  pulmonary  syn- 
drome). cl 995.  [2]  p.  on  1 sheet.  (Healthfacts). 
Issued  also  in  French  under  title:  Hantavirus 
(syndrome  pulmonaire  dû  aux  hantavirus). 

A2200 

Head  lice.  c1995.  [2]  p.  on  1 sheet.  (Healthfacts). 
Issued  also  in  French  under  title:  Les  poux  de 
tête. 

A2201 

Health  card  public  education.  [1995?].  [2]  p.  on 
1 sheet.  (Health  card  backgrounder  : keeping 
you  in  the  picture).  Issued  also  in  French  under 
title:  Sensibilisation  du  public  à la  carte  santé. 

A2202 

Health  card  update.  #1  (Jan.  1995)-#3  (Apr. 
1995).  Caption  title.  Issued  also  in  French  under 
title:  Carte  santé  : dernières  nouvelles.  “Keeping 
health  care  providers  informed”. 

A2203 

Health  care  workplaces  are  changing-  : 

adjustment  and  training  can  make  a difference. 
[1995?].  1 fold,  sheet  : ill.  Text  in  English  and 
French  with  French  text  on  verso.  Title  on  verso: 
Le  secteur  de  la  santé  évolue,  vos  emplois 
aussi-  . Issued  by  Health  Sector  Training  and 
Adjustment  Program. 

A2204 

Health  industries  sector  strategy  back- 
grounder. [1995?].  [6]  p.  Caption  title.  Issued 
also  in  French  under  title:  La  stratégie  de 
développement  des  industries  de  la  santé  : ren- 
seignements généraux. 

A2205 

Health  Sector  Training  and  Adjustment  Pro- 
gram = Programme  de  formation  et  d’adaptation 
de  la  main-d’oeuvre  du  secteur  de  la  santé. 
Sept.  1994.  1 v.  (various  pagings)  : ill.,  forms. 
Text  in  English  only.  Running  title:  HSTAP  pro- 
gram guidelines.  Issued  by  Health  Sector  Train- 
ing and  Adjustment  Program. 

A2206 

Health  watch.  Vol.  5,  no.  1 (Jan.  1995)-v.  5,  no.  6 
(Sept.  1995).  Caption  title.  “The  staff  newsletter 
of  the  Ministry  of  Health”.  Ceased  publication. 
ISSN  1181-9154 


A2207 

Healthy  eating  in  action.  Vol.  1,  no.  1 (spring 
1995)-v.  1,  no.  2 (fall  1995).  ill.  Caption  title. 
Issued  also  in  French  under  title:  Manger  saine- 
ment. 

A2208 

Hepatitis  B prevention  program.  c1995.  [2]  p. 
on  1 sheet  : 1 form.  Issued  also  in  French  under 
title:  Programme  de  prévention  de  l’hépatite  B. 

A2209 

HIV  update.  Vol.  2,  no.  3 (winter/spring  1995).  ill. 
Title  on  added  t.p.:  Information  VIH.  Caption  title. 
Text  in  English  and  French  with  French  text  on 
inverted  pages.  “The  HIV  information  source  for 
health  and  health-related  professionals”. 

ISSN  1183-5788 

A2210 

Home  oxygen  program.  c1995.  [10, 12]  p.  : col. 
ill.  Cover  title.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  Le  programme  d’oxygénothérapie  à 

domicile. 

ISBN  0-7778-4123-1 
A2211 

Home  oxygen  program  : information  for  phy- 
sicians. c1995.  [9, 11]  p.  : col.  ill.  Cover  title.  Text 
in  English  and  French  with  French  text  on  inver- 
ted pages.  Title  on  added  t.p.:  Le  programme 
d’oxygénothérapie  à domicile  : renseignements 
à l’intention  des  médecins. 

ISBN  0-7778-4199-1 

A2212 

Hospital  restructuring.  Nov.  1995.  2 p.  on  1 
sheet.  (Backgrounder  = Renseignements). 
Issued  also  in  French  under  title:  Restructuration 
des  hôpitaux. 

A2213 

Hospital  statistics.  1991/92.  xv,  238  p.  : ill. 
Annual.  Cover  title.  “Public  hospitals  statistical 
data,  morbidity  data,  financial  data;  private  hos- 
pitals; children’s  treatment  centres;  federal  hos- 
pitals; M.I.S. -workload  measurement  systems”. 
Report  year  ends  Mar.  31.  Chiefly  tables. 

Pub.  Ont.  105905  * $15.00 

A2214 

Hospital  transfer  payment.  Nov.  1995. 2 p.  on  1 
sheet.  (Backgrounder  = Renseignements). 
Issued  also  in  French  under  title:  Les  transferts 
aux  hôpitaux. 

A2215 

HSTAP  guide  to  jobs  registry  incentives  : 

Health  Sector  Training  and  Adjustment  Pro- 
gram. June  1995.  i,  4 p.  : 1 form.  Cover  title. 
Running  title:  Jobs  registry  incentives.  Issued 
also  in  French  under  title:  PROFASS  : guide  sur 
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les  primes  d’encouragement  au  registre  des 
emplois.  Issued  by  Health  Sector  Training  and 
Adjustment  Program. 

A2216 

HSTAP  guide  to  the  Employee  Support  Pro- 
gram (ESP)  : Health  Sector  Training  and  Adjust- 
ment Program.  Rev.  Sept.  1995.  23,  [3]  p.  : 
forms.  Cover  title.  Running  title:  ESP  : Employee 
Support  Program.  Addendum  inserted.  Issued 
also  in  French  under  title:  PROFASS  : guide  : 
Programme  de  soutien  à l’employé  (PSE). 
Issued  by  Health  Sector  Training  and  Adjust- 
ment Program. 

A2217 

HSTAP  in  brief.  [1995?].  [2]  p.  on  1 sheet.  “Work 
for  a healthy  future”.  Issued  also  in  French  under 
title:  Faits  saillants  du  PROFASS.  Issued  by 
Health  Sector  Training  and  Adjustment  Program. 

A2218 

Ihre  richtlinien  für  die  foto-krankenversi- 
cherungskarte.  c1995.  17  p.  : ill.  Cover  title.  At 
head  of  title:  Bitte  lâcheln  Ontario.  Running  title: 
The  new  Ontario  health  card.  Application  form 
inserted. 

ISBN  0-7778-3777-3 
A2219 

Immunization  : the  next  steps  : report  of  the 
Chief  Medical  Officer  of  Health  / [Richard 
Schabas].  c1995. 19,  21  p.  : col.  ill.  Title  on  added 
t.p.:  L’immunisation  : les  prochaines  étapes. 
Cover  title.  At  head  of  title:  Opportunities  for 
health.  Text  in  English  and  French  with  French 
text  on  inverted  pages. 

ISBN  0-7778-4661-6 

Pub.  Ont.  106100  D * $2.00 

A2220 

Incorporation  of  regulated  health  profes- 
sions : advice  to  the  Minister  of  Health.  May 

1994. 1 v.  (various  pagings).  Cover  title.  “Submit- 
ted by:  The  Health  Professions  Regulatory 
Advisory  Council”. 

A2221 

Independent  Health  Facilities  Act.  Nov.  1995. 
1 sheet.  (Backgrounder  = Renseignements). 
Issued  also  in  French  under  title:  La  Loi  sur  les 
établissements  de  santé  autonomes. 

A2222 

Interpretive  guidelines  for  manufacturers 
making  drug  submissions  : (Ontario  Drug 
Benefit  Act,  1986,  O.  Reg.  689/86),  (Prescription 
Drug  Cost  Regulation  Act,  1986,  O.  Reg.  690/ 
86).  [1993?].  1 v.  (various  pagings). 

A2223 

Is  my  eye  exam  covered  by  OHIP?  cl 995.  1 
fold,  sheet.  Text  in  English  and  French  with 


French  text  on  verso.  Title  on  verso:  Mon  exa- 
men de  la  vue  est-il  couvert  par  l’assurance- 
santé? 

ISBN  0-7778-3711-0 

Pub.  Ont.  001937  D * Free 

A2224 

It’s  your  decision-  you  can  save  a life.  c1995. 
[5,  5]  p.  Cover  title.  One  form  inserted.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Title  on  added  t.p.:  C’est  votre  décision- 
vous  pouvez  sauver  une  vie. 

ISBN  0-7778-3821-4 

A2225 

Kidney  disease  and  its  treatment.  [Rev.]. 
[1995?].  [2]  p.  on  1 sheet.  (Backgrounder  = Ren- 
seignements généraux).  Issued  also  in  French 
under  title:  Les  maladies  des  reins  et  leur  traite- 
ment. 

A2226 

Kidney  disease  and  its  treatment.  Dec.  1995. 
3 p.  (Backgrounder  = Renseignements).  Cap- 
tion title.  Issued  also  in  French  under  title:  Le 
traitement  des  troubles  rénaux. 

A2227 

Labour  market  information.  Vol.  1,  no.  1 (Oct. 
1995).  ill.  “Information”.  Issued  also  in  French 
under  title:  Information  sur  le  marché  du  travail. 
Issued  by  Health  Sector  Training  and  Adjust- 
ment Program. 

A2228 

Legislative  changes  to  the  Ontario  Drug  Ben- 
efit Program.  Nov.  1995.  2 p.  on  1 sheet.  (Back- 
grounder = Renseignements).  Issued  also  in 
French  under  title:  Les  modifications  législatives 
concernant  le  Programme  de  médicaments  gra- 
tuits de  l’Ontario  (PMGO). 

A2229 

The  Link.  Vol.  1,  issue  1 (Sept.  1995).  ill.  Title  on 
added  t.p.:  Le  réseau.  Caption  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  “Newsletter”.  Issued  by  Health  Sector 
Training  and  Adjustment  Program. 

A2230 

Living  with  HIV  infection.  Rev.  c1994. 13, 15  p. 
Cover  title.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  Vivre  avec  le  VIH. 

ISBN  0-7778-3271-2 

A2231 

Looking  good-  feeling  great!  : a lifestyle 
diary  / [authors:  James  and  Robert  Zacour]. 
[1994?].  24,  [1]  p.  : ill.,  forms.  Cover  title.  Co- 
published by  Gillette  Canada  Inc.  and  Storgaard 
& Associates. 
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A2232 

Looking  good-  feeling  great!  : a lifestyle 
diary  : teacher’s  guide.  [1994?].  37  p.  : ill., 
forms.  Cover  title.  Co-published  by  Gillette  Can- 
ada Inc.  and  Storgaard  & Associates. 

ISBN  0-921868-15-4 

A2233 

Mental  health  in  Ontario  : selected  findings 
from  the  mental  health  supplement  to  the 
Ontario  Health  Survey.  c1994.  58  p.  : ill.  Cover 
title:  Ontario  Health  Survey  1990  : mental  health 
supplement.  Co-published  by  Premier’s  Council 
on  Health,  Well-Being  and  Social  Justice.  Issued 
also  in  French  under  title:  La  santé  mentale  en 
Ontario. 

ISBN  0-7778-0412-3 

Pub.  Ont.  005621  D * Free 

A2234 

Mental  health  reform  : implementation  guide- 
lines for  housing  and  support  services. 

[1994?].  29,  30  p.  Cover  title.  Text  in  English  and 
French  with  French  text  on  inverted  pages.  Title 
on  added  t.p.:  Services  de  logement  et  de 
soutien  : directives  de  mise  en  oeuvre. 

A2235 

Neighbours  : home  and  health  services  for 
independent  living.  Mar.  1995.  3 p.  (Long-term 
care  action  facts  ; edition  23).  Caption  title. 
Issued  also  in  French  under  title:  Le  voisinage  : 
l’autonomie  grâce  à l’aide  et  aux  soins  de  santé 
à domicile. 

A2236 

New  design  will  deter  fraud.  [1995?].  2 p.  on  1 
sheet.  (Health  card  backgrounder).  “The  new 
Ontario  health  card”.  Issued  also  in  French 
under  title:  Le  nouveau  modèle  de  carte  répri- 
mera la  fraude. 

A2237 

Noise.  Dec.  1994.  24  p.  : col.  ill.  Cover  title. 
Issued  also  in  French  under  title:  Tapage. 

A2238 

Non  dovreste  dover  uscire  di  casa  per 
ricevere  I’aiuto  che  vi  serve.  c1995.  1 fold, 
sheet  : ill. 

ISBN  0-7778-41 72-X 
A2239 

Nurse  practitioners  in  Ontario  : a plan  for 
their  education  and  employment.  Dec.  1994. 
11, 13  p.  Cover  title.  Text  in  English  and  French 
with  French  text  on  inverted  pages.  Title  on  add- 
ed t.p.:  Les  infirmières  praticiennes  en  Ontario  : 
programme  de  formation  et  d’emploi. 

ISBN  0-7778-3572-X 

Pub.  Ont.  005620  D Out-of-print 


A2240 

O seu  guia  sobre  o novo  cartâo  de  saüde  do 
Ontario  corn  fotografia.  cl 995. 17  p.  : ill.  Cover 
title.  At  head  of  title:  Sorria  Ontario.  Running  title: 
The  new  Ontario  health  card.  Application  form 
inserted. 

ISBN  0-7778-3786-2 
A2241 

OHIP  eligibility.  Dec.  1994.  [2]  p.  on  1 sheet. 
(Facts  about  Ontario  health  coverage). 

A2242 

Ontarians’  attitudes  toward  health  care 
issues  / prepared  by  Environics  Research 
Group  Limited.  Mar.  1994.  [116]  p.  : 1 map.  (Ses- 
sional paper  ; 361/064).  Running  title:  Focus 
Ontario  1994-1.  Cover  title.  Chiefly  tables. 

A2243 

Ontario  Drug  Benefit  Program,  cl  995. 1 sheet. 
(Healthfacts).  Issued  also  in  French  under  title: 
Programme  de  médicaments  gratuits  de 
l’Ontario. 

A2244 

Ontario  health  industries  sector  fact  sheet. 

[1995?].  [2]  p.  on  1 sheet.  Issued  also  in  French 
under  title:  Les  industries  de  la  santé  de 
l’Ontario  : feuille  de  renseignements. 

A2245 

The  Ontario  Prevention  Clearinghouse 
newsletter.  Vol.  5,  no.  3 (Mar.  1995).  ill.  Title  on 
added  t.p.:  Centre  ontarien  d’information  en 
prévention  : bulletin.  Caption  title.  Text  in  English 
and  French  with  French  text  on  inverted  pages. 
“Funding  for  this  newsletter  is  provided  by  the 
Ministry  of  Health  and  the  Ministry  of  Community 
and  Social  Services”.  Ceased  publication. 

A2246 

Ontario’s  cancer  strategy.  [1995?].  1 sheet. 
(Fact  sheet).  Issued  also  in  French  under  title: 
Stratégie  ontarienne  de  lutte  contre  le  cancer. 

A2247 

Ontario’s  drug  programs.  Nov.  1995.  1 sheet. 
(Backgrounder  = Renseignements).  Issued  also 
in  French  under  title:  Programmes  de  médica- 
ments de  l’Ontario. 

A2248 

Ontario’s  Environmental  Bill  of  Rights  : a 
statement  of  environmental  values,  cl 995.  8, 
8 p.  Cover  title.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  La  Charte  ontarienne  des  droits  environne- 
mentaux : déclaration  sur  les  valeurs  environne- 
mentales. 

ISBN  0-7778-3551-7 
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A2249 

Ontario’s  new  photo  health  card  : questions 
& answers.  [1995?].  [29]  p.  Cover  title.  At  head 
of  title:  Health  care  providers. 

A2250 

Opportunities  for  health  / [Richard  Schabas]. 
repr.  1993.  20  p.  : col.  ill.  Cover  title.  Issued  also 
in  French  under  title:  Occasions  d’améliorer  sa 
santé 

ISBN  0-7778-0536-7 

Pub.  Ont.  001975  * Free 

A2251 

Organ  donor  indicator.  [1995?].  3 p.  : 1 form. 
(Health  card  backgrounder).  Caption  title.  “The 
new  Ontario  health  card”.  Issued  also  in  French 
under  title:  La  mention  “donneur  d’organes”. 

A2252 

Partners  in  health  economic  development. 

Issue  3 ([1994])-issue  #4  ([1995]).  Caption  title. 
“Newsletter  of  the  Health  Economic  Develop- 
ment Office”. 

A2253 

Physician  services  action  plan  : A.  Managing 
physician  supply  in  Ontario.  Nov.  1995.  [3]  p.  : 
ill.  (Backgrounder  = Renseignements).  Caption 
title. 

A2254 

Physician  services  action  plan  : B.  Managing 
distribution  of  physicians  in  Ontario.  Nov. 
1995.  [3]  p.  : 1 map.  (Backgrounder  = Renseig- 
nements). Caption  title. 

A2255 

Physician  services  action  plan  : C.  Improving 
utilization  management.  Nov.  1995.  [2]  p.  on  1 

sheet.  (Backgrounder  = Renseignements).  Cap- 
tion title. 

A2256 

Physician  services  action  plan  : D.  Improving 
system  efficiencies.  Nov.  1995. 1 sheet.  (Back- 
grounder = Renseignements). 

A2257 

Physician  services  action  plan  : E.  Discon- 
tinuing the  physician  malpractice  premium 
supplement.  Nov.  1995.  [2]  p.  on  1 sheet  : ill. 
(Backgrounder  = Renseignements). 

A2258 

Physician  services  action  plan  : F.  Implemen- 
ting payment  control  measures.  Nov.  1995.  1 
sheet.  (Backgrounder  = Renseignements). 

A2259 

Physician  services  action  plan  : overview. 

Nov.  1995.  [4]  p.  : ill.  (Backgrounder  = Renseig- 
nements). Caption  title. 


A2260 

Physicians  and  malpractice  insurance. 

[1995?].  1 sheet.  (Backgrounder  = Renseigne- 
ments). Issued  also  in  French  under  title:  Les 
médecins  et  l’assurance  civile  professionnelle. 

A2261 

Preventing  and  assessing  occupational 
exposures  to  selected  communicable  dis- 
eases : an  information  manual  for  designated 
officers  / prepared  by  the  Ontario  Ministry  of 
Health  with  the  assistance  of  the  Designated 
Officers  Manual  Working  Group.  Aug.  1994.  23, 
[13]  p.  : 1 form. 

A2262 

Progress  against  cancer  : report  of  the  Chief 
Medical  Officer  of  Health  / [Richard  Schabas]. 
cl 994. 18  p.  : col.  ill.  Cover  title.  At  head  of  title: 
Opportunities  for  health.  Issued  also  in  French 
under  title:  Échec  au  cancer. 

ISBN  0-7778-3595-9 

A2263 

Progress  against  cancer  : report  of  the  Chief 
Medical  Officer  of  Health  / [Richard  Schabas]. 
c1994.  18,  21  p.  : col.  ill.  Cover  title.  At  head  of 
title:  Opportunities  for  health.  Text  in  English  and 
French  with  French  text  on  inverted  pages.  Title 
on  added  t.p.:  Échec  au  cancer. 

ISBN  0-7778-3531-2 

A2264 

Promoting  healthy  body  image  : a report  and 
resource  list  for  program  planners  / by  Carla 
Rice.  [1994?].  44,  [60]  p.  : ill.  Cover  title.  At  head 
of  title:  Best  start  : community  action  for  healthy 
babies.  “Based  on  a workshop  held  in  October 
1993  for  the  Best  Start  demonstration  sites.”  Co- 
published by  Ontario  Prevention  Clearinghouse. 
Includes  bibliographical  references. 

A2265 

Promoting  healthy  body  image  : a guide  for 
program  planners  / by  Carla  Rice.  1995.  75, 
12  p.  : forms.  At  head  of  title:  Best  start  : com- 
munity action  for  healthy  babies.  “Prepared  for 
The  Ontario  Prevention  Clearinghouse”.  Issued 
also  in  French  under  title:  La  promotion  d’une 
image  corporelle  saine.  Includes  bibliographical 
references. 

A2266 

Rabies  : it’s  no  way  for  a friend  to  die.  [1995?]. 
1 poster  : col. 

Pub.  Ont.  001936  * Free 

A2267 

Rabies-  protect  your  pets  now!  c1995.  [2]  p. 
Cover  title.  Issued  also  in  French  under  title:  La 
rage-  protégez  vos  amis  sans  tarder. 

ISBN  0-7778-41 24-X 
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A2268 

Reaching  out  to  all  Ontarians.  [1995?].  [3]  p. 
(Health  card  backgrounder  : keeping  you  in  the 
picture).  Caption  title.  Issued  also  in  French 
under  title:  Rejoindre  tous  les  Ontariens  et 
Ontariennes. 

A2269 

Recommendations  for  the  primary  preven- 
tion of  cancer  : report  of  the  Ontario  Task  Force 
on  the  Primary  Prevention  of  Cancer.  Mar.  1995. 
64  p.  : 1 port.  Cover  title.  Submitted  to  Minister  of 
Health.  Issued  also  in  French  under  title: 
Recommandations  sur  la  prévention  primaire  du 
cancer.  Includes  bibliographical  references. 
ISBN  0-7778-3915-6 

Pub.  Ont.  105755  * $3.00 

A2270 

Recommendations  of  the  Joint  Review  Panel 
to  the  Joint  Management  Committee  re  the 
de-insuring  of  medical  procedures.  [1994?]. 
3, 2, 1 p.  Caption  title.  Includes:  De-insuring  phy- 
sician services  : concerns  re  the  process. 

A2271 

Registration  rules  are  changing.  [1995?].  [5]  p. 
(Health  card  backgrounder  : keeping  you  in  the 
picture).  Caption  title.  Issued  also  in  French 
under  title:  Modifications  des  règlements  d’in- 
scription. 

A2272 

Report  of  the  Chronic  Care  Implementation 
Task  Force.  Aug.  1995.  v,  139  p.  Cover  title. 
Summary  issued  in  French  under  title:  Rapport 
du  Groupe  d’étude  sur  la  prestation  des  soins 
aux  malades  chroniques  : sommaire.  Includes 
bibliographical  references. 

ISBN  0-7778-4725-6 

A2273 

Report  of  the  fact  finder  on  the  issue  of 
small/rural  hospital  emergency  department 
physician  service  / Graham  W.S.  Scott.  Mar. 
1995.  56  p.  Cover  title.  Running  title:  Fact  finder 
report.  Co-published  by  Ontario  Hospital  Asso- 
ciation and  Ontario  Medical  Association. 

A2274 

Rolling  out  the  new  health  card.  [1995?].  [4]  p. 
(Health  card  backgrounder  : keeping  you  in  the 
picture).  Caption  title.  Issued  also  in  French 
under  title:  L’arrivée  de  la  nouvelle  carte  santé. 

A2275 

A second  look  at  the  clients  in  the  communi- 
ty programs  for  people  with  cognitive  impair- 
ment in  Metro  Toronto  (January  1 to  March  31 , 
1994)/  Rhona  Phillips.  Apr.  1995.  28,  [29]  p.  : 1 
form.  Includes  bibliographical  references. 


A2276 

Small/rural  hospital  emergency  coverage 
fee.  Dec.  1995.  3 p.  (Backgrounder  = Renseig- 
nements). Caption  title.  Issued  also  in  French 
under  title:  Rémunération  horaire  pour  les 
médecins  urgentistes  exerçant  dans  les  petits 
hôpitaux  ou  en  milieu  rural. 

A2277 

Step  by  step.  Vol.  1,  issue  1 (spring  1995).  Title 
on  added  t.p.:  Pas  à pas.  Caption  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  “A  newsletter  about  mental  health 
reform”. 

ISSN  1201-7841 

A2278 

Strengthening  voices  : Ministry  of  Health 
anti-racism  strategy,  cl 995.  8,  8 p.  Cover  title. 
Text  in  English  and  French  with  French  text  on 
inverted  pages.  Title  on  added  t.p.:  Une  voix  plus 
forte  : stratégie  antiraciste  du  ministère  de  la 
Santé. 

ISBN  0-7778-3981-4 

Pub.  Ont.  105754  D * $2.00 

A2279 

Su  guia  acerca  de  la  tarjeta  de  salud  con  foto. 

cl 995.  17  p.  : ill.  Cover  title.  At  head  of  title: 
Sonrie  Ontario.  Running  title:  The  new  Ontario 
health  card.  Application  form  inserted. 

ISBN  0-7778-3789-7 

A2280 

Taking  charge  : a new  approach  to  prevent- 
ing diabetes  complications.  c1995.  20,  21  p. 
Cover  title.  On  cover:  Ontario  diabetes  strategy. 
Text  in  English  and  French  with  French  text  on 
inverted  pages.  Title  on  added  t.p.:  La  prise  en 
charge  : nouvelle  manière  de  prévenir  les  com- 
plications du  diabète. 

ISBN  0-7778-4100-2 

A2281 

Tilmaamaha  kaarka  cafimaadka  ee  Ontario  oo 
sawirka  leh.  c1995. 17  p.  : ill.  Cover  title.  At  head 
of  title:  Qosol  Ontario.  Running  title:  The  new 
Ontario  health  card.  Application  form  inserted. 
ISBN  0-7778-3788-9 

A2282 

Time  for  change-  : immigrant,  refugee  and 
racial  minority  women  and  health  care  needs, 
repr.  [1994],  18,  22  p.  : ill.  Cover  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Title  on  added  t.p.:  Ça  ne  peut  plus 
durer-  . 

ISBN  0-7778-2086-2 
A2283 

The  Tobacco  Control  Act  : what  it’s  all  about. 

c1994.  4,  4 p.  Cover  title.  Text  in  English  and 
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French  with  French  text  on  inverted  pages.  Title 
on  added  t.p.:  La  Loi  sur  la  réglementation  de 
l’usage  du  tabac  : de  quoi  s’agit-il? 

ISBN  0-7778-3432-4 

A2284 

Trillium  Drug  Program  = Programme  de  médi- 
caments Trillium.  [1995?].  3 pieces  in  envelope. 
Title  from  envelope.  Chiefly  forms.  Partial  con- 
tents: Application  - Keep  a record  of  your  pre- 
scription drug  receipts. 

A2285 

Trillium  Drug  Program.  c1995.  1 sheet. 
(Healthfacts).  Issued  also  in  French  under  title: 
Programme  de  médicaments  Trillium. 

A2286 

Twôj  przewodnik  dot.  karty  zdrowia  z foto- 
grafia.  cl  995. 17  p.  : ill.  Cover  title.  At  head  of  title: 
Usmiechnij  sie  Ontario.  Running  title:  The  new 
Ontario  health  card.  Application  form  inserted. 
ISBN  0-7778-3785-4 

A2287 

Listed  no  tendra  que  salir  de  su  casa  para 
obtener  la  ayuda  que  necesita.  c1995.  1 fold, 
sheet  : ill. 

ISBN  0-7778-4176-2 
A2288 

Você  nâo  deveria  ter  que  sair  de  casa  para 
receber  a ajuda  que  précisa.  c1995.  1 fold, 
sheet  : ill. 

ISBN  0-7778-4175-4 
A2289 

Waiting  period.  Dec.  1994.  [2]  p.  on  1 sheet. 
(Facts  about  Ontario  health  coverage). 

A2290 

Wellness  and  long-term  care  : a draft  frame- 
work. Jan.  1995.  32  p.  Cover  title.  Issued  also  in 
French  under  title:  Le  bien-être  et  les  soins  de 
longue  durée  : cadre  provisoire. 

A2291 

What  does  Neighbours  mean  to  long-term 
care  workers?  cl 995. 1 fold,  sheet.  Issued  also 
in  French  under  title:  Que  représentent  les  cen- 
tres Voisinage  pour  les  employés  du  domaine 
des  soins  de  longue  durée? 

ISBN  0-7778-4047-2 

Pub.  Ont.  001930  D Out-of-print 

A2292 

You  shouldn’t  have  to  leave  home  to  get  the 
help  you  need.  c1995. 1 fold,  sheet  : ill.  Text  in 
English  and  French  with  French  text  on  verso. 
Title  on  verso:  L’aide  à domicile  ou  faire  ses  val- 
ises? 

ISBN  0-7778-4036-7 

Pub.  Ont.  001938  D Out-of-print 


A2293 

[You  shouldn’t  have  to  leave  home  to  get  the 
help  you  need],  cl 995.  1 fold,  sheet  : ill.  Title 
and  text  in  Chinese. 

ISBN  0-7778-4173-8 

A2294 

[You  shouldn’t  have  to  leave  home  to  get  the 
help  you  need],  cl 995.  1 fold,  sheet  : ill.  Title 
and  text  in  Ukrainian. 

ISBN  0-7778-4174-6 

A2295 

Your  guide  to  Ontario’s  photo  health  card. 

c1995.  17,  17  p.  : col.  ill.  Cover  title.  At  head  of 
title:  Smile  Ontario.  Running  title:  The  new 
Ontario  health  card.  Text  in  English  and  French 
with  French  text  on  inverted  pages.  Title  on  add- 
ed t.p.:  La  carte  santé  à photo  : un  guide  à votre 
intention.  Application  form  inserted. 

ISBN  0-7778-3685-8 

A2296 

[Your  guide  to  Ontario’s  photo  health  card]. 

cl 995.  17  p.  : ill.  Cover  title.  Title  and  text  in 
Greek.  Running  title:  The  new  Ontario  health 
card.  Application  form  inserted. 

ISBN  0-7778-3778-1 

A2297 

[Your  guide  to  Ontario’s  photo  health  card]. 

c1995. 17  p.  : ill.  Covertitle.  Title  and  text  in  Urdu. 
Running  title:  The  new  Ontario  health  card. 
Application  form  inserted. 

ISBN  0-7778-3791-9 

A2298 

[Your  guide  to  Ontario’s  photo  health  card]. 

c1995.  17  p.  : ill.  Cover  title.  Title  and  text  in 
Punjabi.  Running  title:  The  new  Ontario  health 
card.  Application  form  inserted. 

ISBN  0-7778-3787-0 

A2299 

[Your  guide  to  Ontario’s  photo  health  card]. 

c1995. 17  p.  : ill.  Covertitle.  Title  and  text  in  Hindi. 
Running  title:  The  new  Ontario  health  card. 
Application  form  inserted. 

ISBN  0-7778-3779-X 

A2300 

[Your  guide  to  Ontario’s  photo  health  card]. 

cl 995. 17  p.  : ill.  Covertitle.  Title  and  text  in  Cree. 
Running  title:  The  new  Ontario  health  card. 
Application  form  inserted. 

ISBN  0-7778-3776-5 

A2301 

[Your  guide  to  Ontario’s  photo  health  card]. 

c1995.  17  p.  : ill.  Cover  title.  Title  and  text  in 
Ojibway.  Running  title:  The  new  Ontario  health 
card.  Application  form  inserted. 

ISBN  0-7778-3783-8 
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A2302 

[Your  guide  to  Ontario’s  photo  health  card], 

c1995.  17  p.  : ill.  Cover  title.  Title  and  text  in 
Ojicree.  Running  title:  The  new  Ontario  health 
card.  Application  form  inserted. 

ISBN  0-7778-3784-6 

A2303 

[Your  guide  to  Ontario’s  photo  health  card]. 

c1995.  17  p.  : ill.  Cover  title.  Title  and  text  in 
Korean.  Running  title:  The  new  Ontario  health 
card.  Application  form  inserted. 

ISBN  0-7778-3782-X 

A2304 

[Your  guide  to  Ontario’s  photo  health  card]. 

cl 995.  [17]  p.  : ill.  Cover  title.  Title  and  text  in 
Arabic.  Running  title:  The  new  Ontario  health 
card.  Application  form  inserted. 

ISBN  0-7778-3774-9 

A2305 

[Your  guide  to  Ontario’s  photo  health  card]. 

c1995. 17  p.  : ill.  Covertitle.  Title  and  text  in  Tamil. 
Running  title:  The  new  Ontario  health  card. 
Application  form  inserted. 

ISBN  0-7778-3979-2 

A2306 

[Your  guide  to  Ontario’s  photo  health  card]. 

C1995.  17  p.  : ill.  Cover  title.  Title  and  text  in 
Ukrainian.  Running  title:  The  new  Ontario  health 
card.  Application  form  inserted. 

ISBN  0-7778-3790-0 

A2307 

[Your  guide  to  Ontario’s  photo  health  card]. 

c1995.  [17]  p.  : ill.  Cover  title.  Title  and  text  in 
Farsi.  Running  title:  The  new  Ontario  health 
card.  Application  form  inserted. 

ISBN  0-7778-3980-6 

A2308 

[Your  guide  to  Ontario’s  photo  health  card]. 

c1995.  17  p.  : ill.  Cover  title.  Title  and  text  in 
Chinese.  Running  title:  The  new  Ontario  health 
card.  Application  form  inserted. 

ISBN  0-7778-3775-7 

A2309 

[Your  guide  to  Ontario’s  photo  health  card]. 

c1995.  17  p.  : ill.  Cover  title.  Title  and  text  in 
Japanese.  Running  title:  The  new  Ontario  health 
card.  Application  form  inserted. 

ISBN  0-7778-3781-1  (corr.) 

A2310 

[Your  guide  to  Ontario’s  photo  health  card]. 

c1995.  17  p.  : ill.  Cover  title.  Title  and  text  in 
Vietnamese.  Running  title:  The  new  Ontario 
health  card.  Application  form  inserted. 

ISBN  0-7778-3792-7 


Communications  and  Information 
Branch 

A2311 

Comm\info@HEalth*.  [1995?].  3 p.  Covertitle. 
Running  title:  Ministry  of  Health,  Communica- 
tions and  Information  Branch. 

A2312 

Steps  to  community  health.  Vol.  1,  no.  3 (win- 
ter 1994/95).  ill.  Irregular.  Title  on  added  t.p.: 
Action  santé  communautaire.  Caption  title.  Text 
in  English  and  French  with  French  text  on  in- 
verted pages. 

ISSN  1195-762X 

Emergency  Health  Services  Branch 

A2313 

10-eight.  Vol.  3,  issue  2 (Mar.  1994)-v.  3,  issue  3 
(Dec.  1994).  ill.  Covertitle. 

ISSN  1183-9724 

A2314 

Fleet  operating  report.  1994/95. 11,  [6]  p.  Cover 
title.  Report  year  ends  Mar.  31. 

A2315 

SDS  infolink.  Fall  1995.  Irregular.  Caption  title. 
Issued  by  Systems  Development  Section. 

A2316 

TSU  bulletin.  95-1  (Jan.  1995)  - 95-3  (Nov. 
1995).  Caption  title. 

Health  Promotion  Branch 

A2317 

Using  birth  and  census  data  : a technical  re- 
source kit  for  program  planners  / by  Lucy  Giglia. 
1993.  ix,  83,  [135]  p.  : ill.  Covertitle.  At  head  of  title: 
Best  start  : community  action  for  healthy  babies. 
Includes  bibliographical  references. 

Information,  Planning  and 
Evaluation  Branch 

A2318 

The  OHS  grapevine.  No.  5 (May  1995).  Caption 
title. 

A2319 

Ontario  health  expenditures  : analysis  of 
expenditures  by  major  programs,  counties 
and  health  districts.  1992/93.  27, 134,  [4]  p.  : ill. 
Running  title:  Health  expenditures.  Chiefly 
tables. 
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Laboratory  Services  Branch 

A2320 

Ontario’s  public  health  laboratories.  [1995?]. 
1 fold,  sheet  : ill. 

A2321 

PHLO  : public  health  laboratories  Ontario. 

Vol.  3,  issue  1 (winter  1995).  Caption  title. 

ISSN  1183-9732 


Long-Term  Care  Division 

A2322 

Placement  coordination  services  manual  : 
implementation  copy.  Draft  3.  July  1994.  1 v. 
(various  pagings)  : forms.  Issued  also  in  French 
under  title:  Guide  sur  le  programme  des  établis- 
sements de  soins  de  longue  durée  : document 
de  mise  en  oeuvre. 


Ontario  Substance  Abuse  Bureau 


A2323 

Provincial  substance  abuse  strategy  news- 
letter. Issue  no.  1 (Jan.  1995).  Caption  title. 
Issued  also  in  French  under  title:  Stratégie  pro- 
vinciale de  lutte  contre  la  toxicomanie  : bulletin. 


Policy,  Programs  and  Research 
Branch 

A2324 

Research  bulletin.  Issue  no.  3 (Oct.  1994)- 
issue  no.  4 (Mar.  1995). 


Public  Health  Branch 


A2325 

AIDS  in  Ontario.  4th  quarter,  1994  cumula- 
tive-2nd  quarter,  1995  cumulative,  ill.  Cover  title. 
Data  extracted  from  PHERO.  Issued  by  STD/ 
AIDS  Section,  Disease  Control  Service. 

A2326 

PHERO.  Vol.  6,  no.  1 (Jan.  27, 1995)-v.  6,  no.  12 
(Dec.  22, 1995).  ill.  Monthly.  Caption  title.  “Public 
health  & epidemiology  report  Ontario”. 

ISSN  1181-960X 


Residential  Services  Branch 

A2327 

List  of  provincially  regulated  long-term  care 
facilities  in  the  province  of  Ontario.  Feb. 
1995-Oct.  1995.  7 no.  Irregular.  Cover  title. 
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A2328 

The  1995  rent  control  guideline.  [1994].  [2]  p. 
on  1 sheet.  (Rent  control).  Issued  also  in  French 
under  title:  Le  taux  légal  d’augmentation  des 
loyers  de  1995. 

A2329 

Apartments  in  houses  : information  for 
homeowners.  [1994],  [12]  p.  Cover  title.  At  head 
of  title:  What  you  need  to  know  about  Ontario’s 
Residents’  Rights  Act.  Issued  also  in  French 
under  title:  Des  appartements  dans  les 

maisons  : information  à l’intention  des  pro- 
priétaires. 

ISBN  0-7778-3639-4  (corr.) 

Pub.  Ont.  001540  D Out-of-print 

A2330 

Apartments  in  houses  : information  for  ten- 
ants. [1994],  [10]  p.  Cover  title.  At  head  of  title: 
What  you  need  to  know  about  Ontario’s  Resi- 
dents’ Rights  Act.  Issued  also  in  French  under 
title:  Des  appartements  dans  les  maisons  : infor- 
mation à l’intention  des  locataires. 

ISBN  0-7778-3640-8 

Pub.  Ont.  001538  D Out-of-print 

A2331 

Apartments  in  houses  : municipal  guide.  July 
1994.  1 v.  (various  pagings)  : ill.,  forms.  Co- 
published by  Ministry  of  Municipal  Affairs  and 
Ministry  of  the  Solicitor  General  and  Correctional 
Services.  Includes:  Bill  120.  An  Act  to  amend 
certain  statutes  concerning  residential  property. 
Issued  also  in  French  under  title:  Des  apparte- 
ments dans  les  maisons  : guide  à l’intention  des 
municipalités. 

ISBN  0-7778-3026-4 

Pub.  Ont.  105448  D Out-of-print 

A2332 

Building  Materials  Evaluation  Commission 
authorizations.  No.  94-03-182,  94-04-183, 

94- 05-184  and  94-06-185  (Jan.  1995)  ; 

no.  95-01-186,  95-02-186,  95-02-187,  95-03-188, 

95- 04-189  and  95-05-190  (July  1995).  Irregular. 
Caption  title.  Continues:  Building  Materials  Eval- 
uation Commission  rulings.  Includes  author- 
ization reports  bound  together.  Issued  also  in 
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French  under  title:  Commission  d’évaluation  des 
matériaux  de  construction  : décisions.  Subse- 
quently issued  by  Ministry  of  Municipal  Affairs 
and  Housing.  Issued  by  Building  Materials 
Evaluation  Commission  (B.M.E.C.). 

A2333 

Chez  news.  Jan.  1995-June  1995.  5 no.  ill.  Irreg- 
ular. Caption  title.  “For  Ministry  of  Housing  staff 
and  for  members  and  staff  of  OHC,  and  the 
LHAs.”  Merged  with:  Municipal  affairs,  to 
become:  Musings. 

A2334 

Conflict  of  interest  handbook  for  non-profit 
housing  providers.  June  1995.  34  p.  : ill.,  forms. 
Cover  title.  Issued  also  in  French  under  title: 
Conflit  d’intérêts  : guide  à l’intention  des  four- 
nisseurs de  logements  à but  non  lucratif 

A2335 

Construction  guide  for  farm  buildings  / 

[Argue  & Associates  Ltd.],  cl 995.  1 v.  (various 
pagings)  : ill.  Co-published  by  Ministry  of  Agricul- 
ture, Food  and  Rural  Affairs  and  by  Canadian 
Farm  Builders  Association,  Ontario  Region. 
Includes  bibliographical  references. 

Pub.  Ont.  105700  * $40.00 

A2336 

Estimates  briefing  book  : program  and 
resource  information.  1995/96.  169  p.  : ill. 
Annual.  Issued  also  in  French  under  title:  Budget 
des  dépenses. 

ISSN  1198-4252 

A2337 

Evictions  in  care  homes,  cl 995.  [3]  p.  Caption 
title.  At  head  of  title:  Residents’  Rights  Act  fact 
sheet.  “Care  homes”.  Issued  also  in  French 
under  title:  Les  évictions  dans  les  maisons  de 
soins. 

Pub.  Ont.  001923  D * Free 

A2338 

Field  survey  of  24  homes  reveals  perfor- 
mance results  of  1993  code  amendments. 

[1994?].  [2]  p.  on  1 sheet  : ill.  (Research  brief). 
Co-published  by  Ontario  Hydro,  Ontario  Natural 
Gas  Association  and  Ontario  New  Home  War- 
ranty Program. 

A2339 

Garden  suites  : information  for  homeowners. 

[1994],  [5]  p.  Cover  title.  At  head  of  title:  What 
you  need  to  know  about  Ontario’s  Residents’ 
Rights  Act.  Issued  also  in  French  under  title:  Les 
pavillons-jardins  : information  à l’intention  des 
propriétaires. 

ISBN  0-7778-3641-6 

Pub.  Ont.  001536  D * Free 


A2340 

A guide  to  the  Landlord  and  Tenant  Act  : part 
IV  (residential  premises).  Rev.  Jan.  1995. 17  p. 
(Rent  control).  Cover  title.  Issued  also  in  French 
under  title:  Guide  de  la  Loi  sur  la  location  immo- 
bilière : quatrième  partie  (locaux  d’habitation). 
ISBN  0-7778-3605-X 

A2341 

Information  bulletin  : 1995  income  and  afford- 
able housing  price  data.  Apr.  1995.  [7]  p.  : 1 map. 
Cover  title.  Co-published  by  Ministry  of  Municipal 
Affairs.  Issued  also  in  French  under  title:  Bulletin 
d’information  : données  sur  les  revenus  et  les  prix 
des  logements  abordables  pour  1995. 

Pub.  Ont.  001917  D * Free 

A2342 

Is  your  care  home  covered?  cl  995.  [3]  p.  Cap- 
tion title.  At  head  of  title:  Residents’  Rights  Act 
fact  sheet.  “Care  homes”.  Issued  also  in  French 
under  title:  Cette  loi  s’applique-t-elle  à ma  mai- 
son de  soins? 

Pub.  Ont.  001927  D * Free 

A2343 

Making  choices  : alternative  development 
standards  guideline.  [Rev.].  Apr.  1995.  ii, 
145  p.  : ill.  (some  col.).  “This  guideline  was  pre- 
pared for  the  Ministry  of  Housing  and  the  Minis- 
try of  Municipal  Affairs  by  a consulting  team  con- 
sisting of  Marshall  Macklin  Monaghan  Limited, 
Consulting  Engineers,  and  Berridge  Lewinberg 
Greenberg  Dark  Gabor  Ltd.,  Urban  Design  and 
Planning  Consultants.”  Issued  also  in  French 
under  title:  Faire  des  choix  : lignes  directrices  sur 
les  normes  d’aménagement  alternatives. 
Includes  bibliographical  references. 

ISBN  0-7778-4092-8 

Pub.  Ont.  105693  D * $10.00 

A2344 

Mandatory  standards  for  non  profit  housing  : 

draft.  Draft.  Dec.  1993.  4,  9 p. 

A2345 

Mobile  home  parks  and  land  lease  communi- 
ties : your  rights  and  responsibilities.  [1994?]. 
19  p. 

ISBN  0-7778-2287-3 
A2346 

Newsletter.  Jan.  16,  1995-Sept.  13,  1995.  6 no. 
Irregular.  Caption  title.  Issued  also  in  French 
under  title:  Bulletin.  Subsequently  issued  by  Min- 
istry of  Municipal  Affairs  and  Housing. 

A2347 

Professional  development  for  Building  Code 
users.  Winter  1995.  Cover  title.  Includes  some 
text  in  French.  Subsequently  issued  by  Ministry 
of  Municipal  Affairs  and  Housing. 
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A2348 

Quarterly  report  on  the  operation  of  the  Ten- 
ant Placement  Branch  of  the  Metro  Toronto 
Housing  Authority.  [1st  quarter,  1995]-[2nd 
quarter,  1995].  ill.  Cover  title.  Subsequently 
issued  by  Ministry  of  Municipal  Affairs  and  Hous- 
ing. Issued  by  Metropolitan  Toronto  Housing 
Authority. 

A2349 

Rebuilding  MTHA  : volume  I,  principal  find- 
ings and  recommendations  / Ronald  S.  Hikel, 
Salvatore  M.  Badali.  Oct.  1994.  i,  47  p.  : ill.  Cover 
title.  At  head  of  title:  Project  report.  On  cover: 
KPMG  Centre  for  Government. 

Pub.  Ont.  005619  * Free 

A2350 

Rebuilding  MTHA  : volume  II,  operational 
review  / Ronald  S.  Hikel,  Salvatore  M.  Badali. 
Oct.  1994.  ii,  206  p.  : ill.,  forms.  At  head  of  title: 
Project  report.  On  cover:  KPMG  Centre  for  Gov- 
ernment. Contents:  v.  I.  Principal  findings  and 
recommendations  - v.  II.  Operational  review. 

A2351 

Rebuilding  MTHA  : volume  III,  overview 
report  on  forensic  investigation  / submitted 
by  Robert  W.  Chambers,  Norman  D.  Inkster. 
Dec.  1994. 11  p.  Cover  title.  At  head  of  title:  Pro- 
ject report.  On  cover:  KPMG  Forensic  and  Inves- 
tigative Accounting  Practice. 

A2352 

Rental  Housing  Protection  Act.  Rev.  Jan. 
1995.  15  p.  (Rent  control).  Cover  title.  Issued 
also  in  French  under  title:  La  Loi  sur  la  protection 
des  logements  locatifs. 

ISBN  0-7778-3591-6 

A2353 

Residents’  Rights  Bill  fact  sheet  : garden 
suites.  [1994],  [2]  p.  on  1 sheet. 

A2354 

Tenants’  right  to  privacy  in  care  home  units. 

c1995.  [2]  p.  on  1 sheet.  At  head  of  title:  Resi- 
dents’ Rights  Act  fact  sheet.  “Care  homes”. 
Issued  also  in  French  under  title:  Le  droit  à la  vie 
privée  dans  les  maisons  de  soins. 

Pub.  Ont.  001925  D * Free 

Corporate  and  Strategic  Analysis 
Branch 

A2355 

Housing  statistics.  Nov./Dec.  1994  and  year- 
end  1994  - Mar./Apr.  1995.  3 no.  Cover  title. 
Chiefly  tables.  Subsequently  issued  by  Ministry 
of  Municipal  Affairs  and  Housing,  Corporate  and 
Strategic  Analysis  Branch. 

ISSN  1192-0955 


A2356 

Rental  market  survey  : Ontario’s  census 
metropolitan  areas,  census  agglomerations  and 
municipalities  with  10,000  + population.  Oct. 

1994.  1 v.  (various  pagings).  Annual.  Chiefly 
tables.  Title  varies  slightly. 

ISSN  1193-4441 

A2357 

Vacancy  rate  survey  : Ontario’s  census  metro- 
politan areas,  census  agglomerations  and  muni- 
cipalities with  10,000+  population.  Oct.  1994. 
Previously  issued  by  the  Ministry,  Strategic 
Planning  and  Research  Branch.  Semi-annual. 
Chiefly  tables.  Subsequently  issued  by  Ministry 
of  Municipal  Affairs  and  Housing. 

ISSN  1192-2109 

Financial  Services  Branch 

A2358 

Budgets  : assisted  rental  housing  projects  : 
Field  Operations,  Central  Ontario  Region. 

1995.  1 v.  (various  pagings).  Co-published  by 
Ontario  Housing  Corporation.  Chiefly  tables. 

A2359 

Budgets  : assisted  rental  housing  projects  : 
Field  Operations,  Eastern  Ontario  Region. 

1995.  1 v.  (various  pagings).  Co-published  by 
Ontario  Housing  Corporation.  Chiefly  tables. 

A2360 

Budgets  : assisted  rental  housing  projects  : 
Field  Operations,  Housing  Operations.  1995. 

80  p.  Subtitle  varies.  Co-published  by  Ontario 
Housing  Corporation.  Chiefly  tables. 

A2361 

Budgets  : assisted  rental  housing  projects  : 
Field  Operations,  Metropolitan  Toronto.  1995. 

1 v.  (various  pagings).  Co-published  by  Ontario 
Housing  Corporation.  Chiefly  tables. 

A2362 

Budgets  : assisted  rental  housing  projects  : 
Field  Operations,  Northern  Ontario  Region. 

1995.  1 v.  (various  pagings).  Co-published  by  I 
Ontario  Housing  Corporation.  Chiefly  tables. 

A2363 

Budgets  : assisted  rental  housing  projects  : 
Field  Operations,  Northwestern  Ontario 
Region.  1995.  1 v.  (various  pagings).  Co- 
published by  Ontario  Housing  Corporation. 
Chiefly  tables. 

A2364 

Budgets  : assisted  rental  housing  projects  : | 
Field  Operations,  Southern  Ontario  Region.  ! 

1995.  1 v.  (various  pagings).  Co-published  by  li 
Ontario  Housing  Corporation.  Chiefly  tables. 
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A2365 

Budgets  : assisted  rental  housing  projects  : 
Field  Operations,  Southwestern  Ontario 
Region.  1995.  1 v.  (various  pagings).  Co- 
published by  Ontario  Housing  Corporation. 
Chiefly  tables. 

A2366 

Budgets  : rent  supplement  programs.  1995. 
114  p.  Co-published  by  Ontario  Housing  Corpo- 
ration. Chiefly  tables. 

Housing  Development  and 
Buildings  Branch 

A2367 

Building  action  newsletter.  No.  17  (Feb.  1995). 
Irregular.  Title  on  added  t.p.:  Le  bulletin  action 
construction.  Caption  title.  Text  in  English  and 
French  with  French  text  on  inverted  pages.  Sub- 
sequently issued  by  Ministry  of  Municipal  Affairs 
and  Housing. 

ISSN  0830-1409 


Library 

A2368 

Library  bulletin.  Oct.  1994/Jan.  1995-Feb./Mar. 
1995.  2 no.  Irregular.  “A  listing  of  recent  acquisi- 
tions for  the  Ministry  of  Housing  and  for  the  Min- 
istry of  Municipal  Affairs”.  Subsequently  issued 
by  Ministry  of  Municipal  Affairs  and  Housing. 


MINISTRY  OF 

INTERGOVERNMENTAL  AFFAIRS 


A2369 

Estimates  briefing  book.  1995/96.  33  leaves  : 
ill.  Annual.  Running  title:  The  estimates. 

ISSN  1198-5046 

A2370 

Ontarians  expect  fairness  from  the  federal 
government.  [Rev.].  Apr.  1995.  11,  13  p.  Cover 
title.  Text  in  English  and  French  with  French  text 
on  inverted  pages.  Title  on  added  t.p.:  La  popula- 
tion ontarienne  veut  un  traitement  équitable  de 
la  part  du  gouvernement  fédéral. 

Pub.  Ont.  001904  D * Free 

A2371 

Ontario  national  issues  study  : detailed  tablular 
[sic]  results  / prepared  by  Angus  Reid  Group,  Inc. 
Jan.  1994.  5,  [61]  p.  Cover  title.  Chiefly  tables. 


A2372 

The  Order  of  Ontario  = L’Ordre  de  l’Ontario. 
1995.  [20]  p.  : ports.  Annual. 
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A2373 

1,2-propylene  glycol.  “Updated”.  1993.  [2]  p. 
on  1 sheet.  (Health  and  safety  guidelines).  At 
head  of  title:  An  information  circular  on  occupa- 
tional health  and  safety.  Includes  bibliographical 
references. 

A2374 

Annual  report.  74th  (1992/93).  [7,  8]  p.  Title  on 
added  t.p.:  Rapport  annuel.  Text  in  English  and 
French  with  French  text  on  inverted  pages. 
Report  year  ends  Mar.  31.  Available  on  micro- 
fiche. 

ISSN  0318-4641 

Microfiche  5634-95  * f $1 .00  ( + PST) 

A2375 

Are  you  logging  on  Crown  or  private  land?  : if 

you  are  carrying  out  logging  operations-  on 
Crown  land  or  private  land  - you  need  to  know 
your  responsibilities  under  Ontario’s  workplace 
health  and  safety  laws.  Aug.  1995. 1 fold,  sheet. 
Issued  also  in  French  under  title:  Faites-vous  de 
l’exploitation  forestière  sur  une  terre  de  la  Cou- 
ronne ou  une  terre  privée? 

ISBN  0-7778-4553-9 

A2376 

Asplundh  aerial  lifts  : models  LR-40,  LR-42, 
LR-45,  LR-50,  LRII-45,  LRII-50,  serial  nos. 
86-9600  through  91-0138.  [1995],  [2]  p.  on  1 
sheet  : ill.  (Alert,  ISSN  1195-5228  ; #11).  Text  in 
English  and  French  with  French  text  on  verso. 
Title  on  verso:  Chariots  aériens  Asplundh. 
Issued  by  Construction  Health  and  Safety  Pro- 
gram. 

A2377 

Beam  clamps  (lever-action).  [1995].  [2]  p.  on  1 

sheet.  (Alert,  ISSN  1195-5228  ; #C7).  “Con- 
struction”. Text  in  English  and  French  with 
French  text  on  verso.  Title  on  verso:  Attaches- 
supports  pour  poutres  (mécanisme  à levier). 
Issued  by  Professional  and  Specialized  Ser- 
vices. 

A2378 

Clark  model  ECS  and  GCS  forklift  trucks. 

[1995].  [2]  p.  on  1 sheet.  (Alert,  ISSN  1195-5228  ; 
#110).  “Industrial”.  Text  in  English  and  French 
with  French  text  on  verso.  Title  on  verso:  Chariots 
élévateurs  Clark,  modèles  ECS  et  GCS.  Issued 
by  Industrial  Health  and  Safety  Program. 
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A2379 

Clinical  measures,  smoking,  radon  exposure 
and  lung  cancer  risk  among  Elliot  Lake  ura- 
nium miners  / Murray  M.  Finkelstein,  Robert  A. 
Kusiak.  May  1995.  [11],  37,  [20]  p.  : ill.  Cover  title. 
Includes  summary  in  French.  Includes  biblio- 
graphical references.  Issued  by  Health  and 
Safety  Studies  Unit. 

ISBN  0-7778-4393-5 

A2380 

Clinical  measures,  smoking,  radon  exposure 
and  lung  cancer  risk  among  Elliot  Lake  ura- 
nium miners  : executive  summary  = Mesures 
cliniques,  tabagisme,  exposition  au  radon  et  ris- 
que de  cancers  du  poumon  chez  les  travailleurs 
des  mines  d’uranium  à Elliot  Lake  : résumé  / 
Murray  Finkelstein,  Robert  A.  Kusiak.  May  1995. 
[8]  p.  Issued  by  Health  and  Safety  Studies  Unit. 
ISBN  0-7778-4394-3 

A2381 

Estimates  briefing  book.  1995/96.  105  p.  : ill. 
Annual.  “Descriptive  summaries  by  program 
and  activity,  as  of  Mar.  31, 1995”. 

A2382 

Eye  bolt  failure  in  rigging  and  hoisting. 

[1995].  [2]  p.  on  1 sheet  : ill.  (Alert,  ISSN 
1195-5228  ; #13).  Issued  also  in  French  under 
title:  Défaillance  d’un  boulon  à oeil  dans 
l’équipement  de  montage  et  de  levage.  Issued 
by  Professional  and  Specialized  Services. 

A2383 

Fall  prevention  and  protection.  [1995].  [2]  p.  on 
1 sheet  : ill.  (Alert,  ISSN  1195-5228  ; #C8).  “Con- 
struction”. Issued  also  in  French  under  title:  Pré- 
vention et  protection  contre  les  chutes.  Issued  by 
Construction  Health  and  Safety  Program. 

A2384 

Fall  protection  for  boilermaker  work.  Dec. 
1994.  32  p.  : ill.,  maps.  (Health  and  safety  guide- 
lines, ISSN  1201-1444).  Cover  title.  “Construc- 
tion”. Issued  also  in  French  under  title:  Protec- 
tion contre  les  chutes  durant  les  travaux  de 
chaudronnerie.  Issued  by  Construction  Health 
and  Safety  Program. 

A2385 

Fall  protection  for  structural  steel  erection. 

2nd  ed.  Aug.  1995. 18  p.  : ill.,  maps.  (Health  and 
safety  guidelines,  ISSN  1201-1444).  “Construc- 
tion”. Errata  inserted.  Issued  also  in  French 
under  title:  Protection  contre  les  chutes  pour  le 
montage  de  l’acier  de  structure.  Issued  by  Con- 
struction Health  and  Safety  Program. 

A2386 

Forms  guide  : a plain  language  approach  to 
forms  development  and  design.  May  1994. 
7 p.  Cover  title. 


A2387 

Guarding  sewer  access  holes.  [1995].  [2]  p.  on 
1 sheet.  (Alert,  ISSN  1195-5228  ; #113).  “Indus- 
trial”. Text  in  English  and  French  with  French  text 
on  verso.  Title  on  verso:  Surveillance  des 
bouches  d’accès  d’égout.  Issued  by  Industrial 
Health  and  Safety  Program. 

A2388 

Heat  stress  and  heat  stroke  in  outdoor  work. 

[1995],  [2]  p.  on  1 sheet.  (Alert,  ISSN  1195-5228  ; 
#C6).  “Construction”.  Issued  also  in  French 
under  title:  Contrainte  thermique,  coup  de  cha- 
leur et  travail  à l’extérieur.  Issued  by  Con- 
struction Health  and  Safety  Program. 

A2389 

HIAB  cranes  : models  190  (260/19),  205,  215, 
220,  260  and  290.  [1995],  [2]  p.  on  1 sheet  : ill. 
(Alert,  ISSN  1195-5228  ; #12).  Text  in  English 
and  French  with  French  text  on  verso.  Title  on 
verso:  Grues  HIAB.  Issued  by  Construction 
Health  and  Safety  Program. 

A2390 

Homeworkers.  July  1994.  [4]  p.  (Employment 
standards  fact  sheet,  ISSN  1192-4683  ; #14). 
Caption  title.  Issued  also  in  French  under  title: 
Les  travailleurs  à domicile. 

A2391 

[Homeworkers].  1994.  [4]  p.  ([Employment 
standards  fact  sheet]  ; #14).  Caption  title.  Title 
and  text  in  Hindi. 

A2392 

[Homeworkers].  1994.  [4]  p.  ([Employment 
standards  fact  sheet]  ; #14).  Caption  title.  Title 
and  text  in  Chinese. 

A2393 

Hopper  guards  for  concrete  ready-mix  trucks 
in  use  on  construction  projects.  [1995].  [2]  p. 
on  1 sheet.  (Alert,  ISSN  1195-5228  ; #C10). 
“Construction”.  Text  in  English  and  French  with 
French  text  on  verso.  Title  on  verso:  Utilisation 
sur  les  chantiers  de  construction  de  bétonnières 
pourvues  d’un  protège-trémie.  Issued  by  Con- 
struction Health  and  Safety  Program. 

A2394 

Hospital  records  : an  underutilized  source  of 
information  regarding  occupational  dis- 
eases and  exposures  / Gary  M.  Liss,  Robert  A. 
Kusiak,  Maris  M.  Gailitis.  June  1995. 19,  [1]  p.  : 1 
form.  Includes  bibliographical  references. 
Issued  by  Health  and  Safety  Studies  Unit. 

ISBN  0-7778-4418-4 

A2395 

Hours  of  work.  1995.  [3]  p.  (Employment  stand- 
ards fact  sheet,  ISSN  1192-4683).  Caption  title. 
Issued  also  in  French  under  title:  Heures  de  travail. 
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A2396 

Hydrofluoric  acid  exposure  from  acidic 
cleaning  agents.  [1995].  [2]  p.  on  1 sheet.  (Alert, 
ISSN  1195-5228  ; #9).  Issued  also  in  French 
under  title:  Exposition  à l’acide  fluorhydrique 
émanant  de  décapants  à l’acide. 

A2397 

Information  for  students  working  in  Ontario  : 

What  are  my  health  and  safety  rights  and  respon- 
sibilities? What  are  my  employment  rights  and 
obligations?  Oct.  1995. 1 fold,  sheet.  Issued  also 
in  French  under  title:  Renseignement  à l’attention 
des  étudiants  travaillant  en  Ontario. 

ISBN  0-7778-4740-X 

A2398 

Lifting  of  #30  stretchers.  July  1995.  [2]  p on  1 

sheet.  (Health  and  safety  guidelines).  Title  in 
English  and  French  with  French  text  on  verso. 
Title  on  verso:  Soulèvement  des  civières  no  30. 
Issued  by  Professional  and  Specialized  Services. 

A2399 

Loading  and  unloading  logging  trucks. 

[1995],  [2]  p.  on  1 sheet.  (Alert,  ISSN  1195-5228  ; 
#111).  “Industrial”.  Text  in  English  and  French 
with  French  text  on  verso.  Title  on  verso: 
Chargement  et  déchargement  des  grumiers. 
Issued  by  Industrial  Health  and  Safety  Program. 

A2400 

Materials  Testing  Laboratory  : products  & 
services  offered.  Apr.  1994.  [2]  p.  on  1 sheet. 
Issued  also  in  French  under  title:  Laboratoire 
d’essaie  des  matériaux  : produits  et  services 
offerts. 

A2401 

Mine  rescue  handbook  annex.  [Rev.].  1994. 
67  p.  : ill.  Sold  with  title:  Handbook  of  training  in 
mine  rescue  and  recovery  operations. 

ISBN  0-7778-3523-1 

A2402 

Minimum  wage.  1995.  [4]  p.  (Employment 
standards  fact  sheet,  ISSN  1192-4683).  Caption 
title.  Issued  also  in  French  under  title:  Salaire 
minimum. 

A2403 

Ministerial  review  of  the  Workplace  Health 
and  Safety  Agency  / Carolyn  Hughes  Tuohy. 
Feb.  1995.  xviii,  92  p.  Issued  also  in  French 
under  title:  Examen  ministériel  de  l’Agence  pour 
la  santé  et  la  sécurité  au  travail.  Includes  biblio- 
graphical references. 

ISBN  0-7778-3938-5 

A2404 

Mortality  among  employees  at  Courtaulds 
Fibres  Canada,  Cornwall,  Ontario  / Gary  M. 
Liss,  Murray  M.  Finkelstein.  Oct.  1994.  20  p. 


Includes  bibliographical  references.  Issued  by 
Health  and  Safety  Studies  Unit. 

A2405 

Mortality  and  cancer  incidence  among 
employees  of  Norton  Canada,  Inc.,  Hamilton, 
Ontario  / Murray  M.  Finkelstein.  May  1994.  iv, 
15,  [10]  p.  Cover  title.  Issued  by  Health  and  Safe- 
ty Studies  Unit. 

A2406 

The  newsletter.  Jan.  1995-Dec.  1995. 12  no.  ill. 
Irregular.  Caption  title. 

A2407 

Notice  of  amendments  to  the  regulations  for 
mines  and  mining  plants  (R.R.O.  854/90). 

1995.  [6]  p.  : 1 form.  (Information  alert  ; #28). 
Caption  title.  Includes  some  text  in  French. 

A2408 

Notice  of  proposed  changes  to  occupational 
exposure  limits  of  113  substances.  [1991?].  p. 
735-742.  Cover  title.  At  head  of  title:  Occupation- 
al exposure  limits  = Limites  d’exposition  profes- 
sionnelle. Running  title:  The  Ontario  gazette  = 
La  gazette  de  l’Ontario. 

Pub.  Ont.  105915  *$2.00 

A2409 

Notice  to  the  exploration  industry.  [1995]. 
[2]  p.  on  1 sheet.  Text  in  English  and  French  with 
French  text  on  verso.  Title  on  verso:  Avis  à 
l’industrie  minière  - exploration. 

A2410 

Ontario  mine  welding  procedure  manual  : 

guide  for  Ontario  mining  companies  for  certifica- 
tion to  CSA  W47.1  standard,  fusion  welding  of 
steel  structures  / prepared  by  Mines  Task  Force. 
1994- . 1 v.  (loose-leaf)  : ill.  Cover  title.  Taskforce 
consists  of  representatives  from  Ministry  of 
Labour,  Canadian  Welding  Bureau  and  the 
Ontario  mining  industry.  Issued  also  in  French 
under  title:  Manuel  des  procédures  de  soudage 
dans  les  mines  de  l’Ontario. 

A2411 

Ontario’s  building  and  construction  indus- 
try : what  Quebec  contractors  and  sub- 
contractors need  to  know  to  carry  on  busi- 
ness in  Ontario.  [1994?].  49  p.  Cover  title. 
Issued  also  in  French  under  title:  L’industrie  du 
bâtiment  et  de  la  construction  en  Ontario  : ce  que 
devraient  savoir  les  entrepreneurs  et  les  sous- 
traitants  du  Québec  s’ils  veulent  exercer  des 
activités  en  Ontario. 

ISBN  0-7778-3672-6 

A2412 

Ontario’s  construction  industry  : what 
Quebec  construction  workers  need  to  know 
to  work  in  Ontario.  [1994?].  36  p.  Cover  title. 
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Issued  also  in  French  under  title:  L’industrie  de  la 
construction  en  Ontario  : ce  que  devraient  savoir 
les  travailleurs  de  la  construction  du  Québec  s’ils 
veulent  travailler  dans  l’industrie  de  la  con- 
struction en  Ontario. 

ISBN  0-7778-3466-9 

A2413 

Overhead  hoists  and  cranes  : correct  use 
and  rigging  practices.  [1995].  [2]  p.  on  1 sheet  : 
ill.  (Alert,  ISSN  1195-5228  ; #8).  Issued  also  in 
French  under  title:  Treuils  et  grues  suspendus  ; 
utilisation  et  pratiques  de  montage  réglemen- 
taires. 

A2414 

Overtime  pay.  1995.  [4]  p.  (Employment  stand- 
ards fact  sheet,  ISSN  1192-4683).  Caption  title. 
Issued  also  in  French  under  title:  Salaire  pour  les 
heures  supplémentaires. 

A2415 

Pump  jack  scaffolds.  [1995].  [2]  p.  on  1 sheet. 
(Alert,  ISSN  1195-5228  ; #C9).  “Construction”. 
Text  in  English  and  French  with  French  text  on 
verso.  Title  on  verso:  Échafaudage  avec  cheva- 
let de  pompage.  Issued  by  Professional  and 
Specialized  Services. 

A2416 

Radiographic  abnormalities  and  lung  cancer 
risk  among  workers  in  the  Ministry  of  Labour 
silicosis  surveillance  database  / Murray  M. 
Finkelstein,  William  C.  Mountain.  June  1994.  iv, 
15,  [10]  p.  Cover  title.  Includes  bibliographical 
references.  Issued  by  Health  and  Safety  Studies 
Unit. 

A2417 

Radon.  “Updated”.  1994.  1 sheet.  At  head  of 
title:  An  information  circular  on  occupational 
health  and  safety. 

A2418 

Recharging  oxygen  cylinders.  [1995].  [2]  p.  on 
1 sheet.  (Alert,  ISSN  1195-5228  ; #6).  Text  in 
English  and  French  with  French  text  on  verso. 
Title  on  verso:  Recharge  de  bouteilles  d’oxygène. 
Issued  by  Mining  Health  and  Safety  Program. 

A2419 

Report  on  an  ergonomics  investigation  of 
fish  filleting  operations  in  the  southern 
Ontario  fishery  / Brian  Bone  ...  [et  al.].  Nov. 
1994.  37  p.  : ill.,  1 form.  Cover  title.  Includes 
bibliographical  references. 

A2420 

Report  on  permanent  and  indefinite  layoffs  in 
Ontario.  Dec.  1994-May  1995.  ill.  Monthly. 
Cover  title.  Subsequently  issued  by  the  Ministry, 
Employment  Practices  Branch. 


A2421 

Stihl  chain  saws.  [1995].  [2]  p.  on  1 sheet.  (Alert, 
ISSN  1195-5228  ; #19).  “Industrial”.  Text  in 
English  and  French  with  French  text  on  verso. 
Title  on  verso:  Scies  articulées  Stihl.  Issued  by 
Industrial  Health  and  Safety  Program. 

A2422 

A summary  of  accidents  involving  under- 
ground motor  vehicles  in  Ontario  mines  for 
the  year.  1994.  [18],  28  p.  : ill.  Cover  title. 

A2423 

A summary  of  fires  reported  at  mines  and 
mining  plants  in  Ontario  for  the  year.  1994. 
[41]  leaves  : ill.  Cover  title.  Issued  by  Mining 
Health  and  Safety  Program. 

A2424 

A summary  of  mine  hoisting  and  shaft  acci- 
dents in  Ontario  mines.  1994.  i,  24,  [11]  p.  : ill. 
Cover  title.  Title  varies  slightly. 

A2425 

Trabajadores  desde  casa.  1994.  [4]  p.  (Normas 
sobre  empleo  : hoja  de  informaciôn  ; #14).  Cap- 
tion title. 

A2426 

Trimethoxyvinylsilane.  “Updated”.  1993.  [2]  p. 
on  1 sheet.  (Health  and  safety  guidelines).  At 
head  of  title:  An  information  circular  on  occupa- 
tional health  and  safety.  Includes  bibliographical 
references. 

A2427 

Truck-mounted  mobile  cranes.  [1995].  [2]  p. 
on  1 sheet.  (Alert,  ISSN  1195-5228  ; #10).  Text  in 
English  and  French  with  French  text  on  verso. 
Title  on  verso:  Grues  mobiles  montées  sur 
camion.  Issued  by  Professional  and  Specialized 
Services. 

A2428 

Tuberculosis  infection  among  staff  at  an 
Ontario  hospital  / Gary  M.  Liss  ...  [et  al.].  Mar. 
1995.  18  p.  Includes  bibliographical  references. 
Issued  by  Health  and  Safety  Studies  Unit. 

A2429 

Underground  motor  vehicle  accidents  while 
being  operated  on  remote  control.  June  1994. 
14,  [2]  p.  Title  from  cover. 

A2430 

VDT  workstations  : layout  and  lighting.  Aug. 
1995.  9,  [1]  p.  : ill.  (Health  and  safety  guidelines, 
ISSN  1201-1444).  Cover  title.  Issued  also  in 
French  under  title:  Postes  de  travail  avec  termi- 
nal à écran  de  visualisation  : disposition  et 
éclairage.  Includes  bibliographical  references. 
Issued  by  Professional  and  Specialized  Ser- 
vices. 
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A2431 

Ventilation  inspection  and  records  for  health 
care  and  residential  facilities.  Mar.  1995.  4 p. 
(Health  and  safety  guidelines,  ISSN  1201-1444). 
Caption  title.  Issued  also  in  French  under  title: 
Inspection  et  documents  relatifs  à la  ventilation 
dans  les  établissements  de  santé  et  dans  les 
établissements  résidentiels.  Issued  by  Profes- 
sional and  Specialized  Services. 

A2432 

Welding  on  containers.  [1995].  [2]  p.  on  1 
sheet.  (Alert,  ISSN  1195-5228  ; #112).  Text  in 
English  and  French  with  French  text  on  verso. 
Title  on  verso:  Soudage  de  contenants.  Issued 
by  Industrial  Health  and  Safety  Program  and  by 
Professional  and  Specialized  Services. 

A2433 

You  and  chemicals  in  the  workplace.  [1995]. 
[2]  p.  on  1 sheet.  (Alert,  ISSN  1195-5228  ; #14). 
Text  in  English  and  French  with  French  text  on 
verso.  Title  on  verso:  Les  produits  chimiques 
dans  votre  lieu  de  travail.  Issued  by  Industrial 
Health  and  Safety  Program. 

A2434 

Your  rights  and  responsibilities  under 
Ontario’s  Labour  Relations  Act  : a fact  book 
for  employees.  [Rev.].  [1994].  19  p.  Cover  title. 
Issued  also  in  French  under  title:  Vos  droits  et 
responsabilités  en  vertu  de  la  Loi  sur  les  rela- 
tions de  travail  de  l’Ontario  : brochure  factuelle  à 
l’intention  des  employé(e)s. 

ISBN  0-7778-3341-7 

A2435 

Your  rights  and  responsibilities  under 
Ontario’s  Labour  Relations  Act  : a fact  book 
for  employers.  [Rev.].  [1994],  22  p.  Cover  title. 
Issued  also  in  French  under  title:  Vos  droits  et 
responsabilités  en  vertu  de  la  Loi  sur  les  rela- 
tions de  travail  de  l’Ontario  : brochure  factuelle  à 
l’intention  des  employeur(euse)s. 

ISBN  0-7778-3339-5 

Pub.  Ont.  001534  D Out-of-print 

Employment  Practices  Branch 

A2436 

Report  on  permanent  and  indefinite  layoffs  in 
Ontario.  June  1995-Dec.  1995.  ill.  Monthly. 
Cover  title. 

Labour  Management  Services 

A2437 

Collective  bargaining  : Ontario  highlights. 

Jan.  1995-Dec.  1995.  ill.  Monthly.  Issued  also  in 
French  under  title:  Négociations  collectives  : 


faits  saillants  en  Ontario.  Issued  by  Office  of  Col- 
lective Bargaining  Information. 

A2438 

Ontario  collective  bargaining  agreement 
expirations.  1995.  62  p.  Cover  title.  “Twenty- 
eighth  annual  report”.  Chiefly  tables. 

A2439 

Ontario  collective  bargaining  review.  1994. 
19  p.  : ill.  Annual.  Cover  title.  Issued  by  Office  of 
Collective  Bargaining  Information. 

A2440 

Ontario  wage  developments  : collective  bar- 
gaining settlements.  4th  quarter  and  annual 
1994-3rd  quarter  1995.  Quarterly.  Cover  title. 
Issued  by  Office  of  Collective  Bargaining  Infor- 
mation. 

A2441 

Wages,  hours  and  other  provisions  in  the 
industrial-commercial-institutional  collec- 
tive agreements  of  the  Ontario  construction 
industry.  [Rev.].  Mar.  1995.  1 v.  (various  pag- 
ings).  Cover  title.  “Prepared  for  the  Construction 
Industry  Advisory  Board”.  Issued  by  Office  of 
Collective  Bargaining  Information. 

ISBN  0-7778-0326-7 

A2442 

Work  stoppages  under  Ontario  jurisdiction. 

Nov.  1994-Dec.  and  annual  1995.  Monthly. 
Cover  title.  Issued  by  Office  of  Collective  Bar- 
gaining Information. 

ISSN  1193-2694 


Library  and  Information  Services 

A2443 

Infolink  : labour  relations  and  employment  = 

Infolink  : relations  de  travail  et  emploi.  B-Vol.  7, 
#1  (Jan.  20,  1995)  - B-v.7,  #7  (July  14,  1995). 
Monthly.  Cover  title.  Includes:  Labour  topics  = 
Sujets  se  rapportant  au  travail. 

ISSN  0836-1525 

A2444 

Infolink  : occupational  health  and  safety  = 

Infolink  : santé  et  sécurité  au  travail.  A-Vol.  7,  #1 
(Jan.  20,  1995)  - A-v.  7,  #12  (Dec.  15,  1995). 
Monthly.  Cover  title.  Includes:  Occupational 
health  and  safety  topics  = Sujets  se  rapportant  à 
la  santé  et  la  sécurité  au  travail. 

ISSN  0836-1525 
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Occupational  Health  and  Safety 
Branch 

A2445 

Background  ELF  : magnetic  fields  in  Ontario 
offices  / Maurice  Bitran,  David  Charron,  John 
Nishio.  Oct.  1995.  14  p.  : ill.  Summary  issued  in 
French  title:  Champs  magnétiques  d’ondes 
mégamétriques  de  fond  dans  les  bureaux  de 
l’Ontario.  Includes  bibliographical  references. 
Issued  by  Radiation  Protection  Section,  Non- 
Ionizing  Radiation  Section. 

ISBN  0-7778-4731-0 

A2446 

Hazard  alert  : chicots.  Rev.  Dec.  1994.  [2]  p.  on 
1 sheet  : ill.  Issued  also  in  French  under  title:  Avis 
de  danger  : chicots. 

A2447 

Hazard  alert  : explosion  of  tires  during  repair. 

Rev.  Nov.  1993.  [2]  p.  on  1 sheet.  Text  in  English 
and  French  with  French  text  on  verso.  Title  on 
verso:  Avis  de  danger  : explosion  de  pneus  pen- 
dant la  réparation. 

A2448 

Hazard  alert  : hang  up  trees.  Rev  Nov.  1993. 
[2]  p.  on  1 sheet  : ill.  Caption  title. 

A2449 

Hazard  alert  : isocyanates  : auto  body  shops. 

Rev.  May  1994.  [2]  p.  on  1 sheet.  Issued  also  in 
French  under  title:  Avis  de  danger:  isocyanates  : 
ateliers  de  débosselage. 

A2450 

Hazard  alert  : rotating  balancing  machines. 

Rev.  Nov.  1993.  [2]  p.  on  1 sheet  : ill.  Caption  title. 
Issued  also  in  French  under  title:  Avis  de 
danger  : machines  à équilibrer  rotatives. 

A2451 

Hazard  alert  : zipline  ride.  Rev.  Nov.  1993.  [2]  p. 
on  1 sheet  : ill.  Text  in  English  and  French  with 
French  text  on  verso.  Title  on  verso:  Avis  de 
danger  : descente  à la  corde. 

A2452 

The  Health  and  Safety  Studies  Unit.  Sept. 
1995.  1 fold,  sheet.  Text  in  English  and  French 
with  French  text  on  verso.  Title  on  verso:  Unité 
des  études  sur  la  santé  et  la  sécurité. 

ISBN  0-7778-4659-4 

A2453 

Notice  : certification  training  programs.  1995. 
[2]  p.  on  1 sheet.  Text  in  English  and  French  with 
French  text  on  verso.  Title  on  verso:  Avis  : pro- 
grammes de  formation  en  vue  de  l’accréditation. 


A2454 

Occupational  Health  Laboratory  services. 

[1995?].  [2]  p.  on  1 sheet.  Text  in  English  and 
French  with  French  text  on  verso.  Title  on  verso: 
Laboratoire  de  la  santé  au  travail.  Issued  by 
Occupational  Health  Laboratory. 

A2455 

Protection  of  workers  from  hepatitis  B in  the 
workplace.  [1995],  5,  [1]  p.  (Health  and  safety 
guidelines,  ISSN  1201-1444).  Issued  also  in 
French  under  title:  Protection  des  travailleurs 
contre  l’hépatite  B sur  les  lieux  de  travail. 

A2456 

Report  of  the  Mining  Health  and  Safety  Pro- 
gramme. Oct.-Dec.  1994  - Jan.-June  1995.  Gen- 
eral edition.  Quarterly.  Cover  title.  Includes: 
Summary  of  mining  unusual  occurrences 
received  during  ...  . 

A2457 

Unventilated  areas  in  underground  mines. 

[1995].  [2]  p.  on  1 sheet.  (Alert  ; #M3).  “Mining”. 
Text  in  English  and  French  with  French  text  on 
verso.  Title  on  verso:  Zones  non  aérées  dans  les 
mines  souterraines.  Issued  by  Mining  Health 
and  Safety  Program. 

A2458 

Welding  and  other  hot  work  on  containers. 

Mar.  1995.  4 p.  (Engineering  data  sheet  ; 
no.  4-14).  (Health  and  safety  guidelines,  ISSN 
1201-1444).  Caption  title.  Issued  also  in  French 
under  title:  Soudage  et  autre  travail  à chaud  sur 
les  récipients.  Includes  bibliographical  refer- 
ences. Issued  by  Professional  and  Specialized 
Services. 

Occupational  Health  and  Safety 
Division 

A2459 

Designated  substances  in  the  workplace  : a 
general  guide  to  the  regulations.  Rev.  July 
1995.  82  p.  : ill.  Includes  bibliographical  refer- 

pnrpQ 

ISBN  0-7778-4459-1 

Pub.  Ont.  103202  D * $3.00 

Operations  Division 

A2460 

Designated  substances  in  the  workplace  : a 
guide  to  the  asbestos  regulation  for  con- 
struction projects,  buildings  and  repair  oper- 
ations. [Rev.].  Jan.  1994.  iv,  81,  37  p.  : ill.  “April 
1987”.  Includes  bibliographical  references. 
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A2461 

A guide  for  joint  health  and  safety  commit- 
tees and  representatives  in  the  workplace. 

[Rev.].  Jan.  1995.  27,  [7]  p.  Issued  also  in  French 
under  title:  Guide  pour  les  comités  mixtes  sur  la 
santé  et  la  sécurité  et  pour  les  délégués  en  mili- 
eu de  travail.  Includes  bibliographical  references. 

A2462 

A guide  to  the  Occupational  Health  and  Safe- 
ty Act.  [Rev.].  Jan.  1995.  57  p.  Issued  also  in 
French  under  title:  Guide  de  la  Loi  sur  la  santé  et 
la  sécurité  au  travail.  Includes  bibliographical 
references. 

A2463 

A guide  to  the  Occupational  Health  and  Safe- 
ty Act.  [Rev.].  [1995].  66  p.  Issued  also  in  French 
under  title:  Guide  de  la  Loi  sur  la  santé  et  la 
sécurité  au  travail.  Includes  bibliographical  refer- 
ences. 

ISBN  0-7778-1437-4 
A2464 

Handbook  of  training  in  mine  rescue  and 
recovery  operations.  [Rev.].  1994.  xxv,  196  p.  : 
ill.,  forms.  Spine  title:  Mine  rescue  handbook. 
“For  the  use  of  persons  training  in  mine  rescue 
and  recovery  at  the  main  mine  rescue  stations 
and  substations  established  in  the  province.” 
Sold  with  title:  Mine  rescue  handbook  annex. 
ISBN  0-7778-3522-3 

A2465 

Publications  list.  Apr.  1994  (with  Jan.  1995 
addendum)-Apr.  1995.  2 no.  Cover  title. 

ISSN  1198-2314 

A2466 

Workplace  hazardous  materials  information 
system  (WHMIS)  : a guide  to  the  legislation. 

[1994?].  94,  [7]  p.  : ill.  “This  is  a photocopy  of  the 
May  1992  printing  of  this  publication.  Appen- 
dices V and  VI  have  been  replaced  with  more 
current  versions.”  “May  1989”.  Includes  biblio- 
graphical references. 
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A2467 

Comprehensive  set  of  policy  statements. 

[Rev.].  c1995.  38  p.  : ill.,  maps.  “Approved  by  the 
Lieutenant  Governor  in  Council,  Order  in  Council 
No.  336/95,  February  15,  1995.”  Issued  also  in 
French  under  title:  Ensemble  complet  des 
déclarations  de  principes. 

ISBN  0-7778-3834-6 

Pub.  Ont.  001734  D * Free 


A2468 

Consents.  c1995. 19,  [1]  p.  : ill.,  forms.  (Bulletin  : 
planning  reform  in  Ontario  ; 3).  Issued  also  in 
French  under  title:  Les  autorisations. 

ISBN  0-7778-3801 -X 

Pub.  Ont.  105552  D * $5.00 

A2469 

Cost  management  in  Pittsburgh  Township. 

1995.  128  p.  : ill.  +1  videocassette  (9  min.,  54 
sec.).  Issued  also  in  French  under  title:  La  ges- 
tion des  coûts  dans  le  canton  de  Pittsburgh. 
Includes  bibliographical  references. 

Pub.  Ont.  105819  * $25.00 

A2470 

Estimates  briefing  book.  1995/96.  iv,  171  p.  : ill. 
Annual. 

A2471 

Guide  to  planning  applications.  c1995.  1 v. 
(various  pagings)  : ill.,  forms,  maps.  “Planning 
reform  in  Ontario”.  Appendices  include  booklet: 
Comprehensive  set  of  policy  statements. 

ISBN  0-7778-4093-6 

Pub.  Ont.  105630  D * $35.00 

A2472 

Implementation  guidelines.  1st  ed.  c1995. 1 v. 
(various  pagings)  : ill.,  maps.  At  head  of  title: 
Comprehensive  policy  statements.  “Planning 
reform  in  Ontario”.  “These  implementation  guide- 
lines have  been  prepared  to  assist  in  the  under- 
standing of  the  Comprehensive  set  of  policy  state- 
ments”. Includes  bibliographical  references. 

ISBN  0-7778-3767-6 

Pub.  Ont.  105556  * $40.00 

A2473 

Municipal  affairs.  Jan.  1995-June  1995. 5 no.  ill. 
Caption  title.  “For  Ministry  of  Municipal  Affairs 
staff.”  Includes  some  text  in  French.  Merged 
with:  Chez  news,  to  become:  Musings. 

A2474 

Official  plans  and  amendments,  cl 995.  31, 
[2]  p.  : ill.,  forms.  (Bulletin  : planning  reform  in 
Ontario  ; 1).  Issued  also  in  French  under  title:  Les 
plans  officiels  et  les  modifications. 

ISBN  0-7778-3799-4 

Pub.  Ont.  105550  D * $5.00 

A2475 

Ontario  municipal  directory.  1995.  vi,  190  p. 

Annual.  Co-published  by  Association  of  Municipal 
Clerks  and  Treasurers  of  Ontario.  Issued  also  in 
French  under  title:  Annuaire  municipal  de  l’Ontario. 
Pub.  Ont.  105725  * $15.00 

A2476 

Ontario’s  new  planning  system.  Rev.  Dec. 
1994.  21  p.  : ill.  On  cover:  Empowering  munici- 
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palities,  protecting  the  environment,  streamlin- 
ing the  planning  process.  “Building  on  success  : 
Ontario’s  planning  reform”.  Issued  also  in 
French  under  title:  Le  nouveau  système  d’amén- 
agement du  territoire  en  Ontario. 

ISBN  0-7778-3646-7 

Pub.  Ont.  001890  D Out-of-print 

A2477 

Planning  in  northern  Ontario,  cl 995.  9 p. 
(Bulletin  : planning  reform  in  Ontario  ; 6).  Issued 
also  in  French  under  title:  L’aménagement  du 
territoire  dans  le  nord  de  l’Ontario. 

ISBN  0-7778-3804-4 

Pub.  Ont.  105555  D * $5.00 

A2478 

Plans  of  subdivision.  c1995.  23,  [1]  p.  : ill., 
forms.  (Bulletin  : planning  reform  in  Ontario  ; 2). 
Issued  also  in  French  under  title:  Les  plans  de 
lotissement. 

ISBN  0-7778-3800-1 

Pub.  Ont.  105551  D * $5.00 

A2479 

Projection  methodology  guideline  : a guide  to 
projecting  population,  housing  need,  employ- 
ment and  related  land  requirements.  c1995.  92, 
[8]  p.  : ill.,  1 map.  “Planning  reform  in  Ontario”. 
Co-published  by  Ministry  of  Housing,  Ministry  of 
Finance  and  Ministry  of  Agriculture,  Food  and 
Rural  Affairs. 

ISBN  0-7778-4183-5 

Pub.  Ont.  105773  D * $10.00 

A2480 

Report  of  the  Provincial-Municipal  Task 
Force  under  the  Municipal  Sectoral  Agree- 
ment: Social  Contract  Act.  1994.  xxi,  129  p. 
Cover  title.  Chair:  Allan  C.  Pilkey.  Issued  also  in 
French  under  title:  Rapport  du  Groupe  d’étude 
provincial-municipal  constitué  dans  le  cadre  de 
l’accord  du  secteur  municipal  prévu  par  la  Loi  sur 
le  contrat  social. 

A2481 

Transition  to  the  new  planning  system. 

c1995.  17  p.  : ill.  (Bulletin  : planning  reform  in 
Ontario  ; 5).  Issued  also  in  French  under  title:  La 
transition  au  nouveau  système  d’aménagement 
du  territoire. 

ISBN  0-7778-3803-6 

Pub.  Ont.  105554  D * $5.00 

A2482 

Zoning  and  minor  variances.  c1995.  22,  [2]  p.  : 

ill.,  forms.  (Bulletin  : planning  reform  in  Ontario  ; 
4).  Issued  also  in  French  under  title:  Le  zonage 
et  les  dérogations  mineures. 

ISBN  0-7778-3802-8 

Pub.  Ont.  105553  D * $5.00 


Municipal  Planning  Policy  Branch 

A2483 

Summary  of  amendments  to  the  Planning 
Act  and  related  legislation.  Feb.  1995.  21  p. 
“Planning  reform  in  Ontario”.  Issued  also  in 
French  under  title:  Sommaire  des  modifications 
apportées  à la  Loi  sur  l’aménagement  du  ter- 
ritoire et  aux  lois  connexes. 

ISBN  0-7778-3827-3 

Pub.  Ont.  105549  D * $5.00 
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A2484 

The  1996  rent  control  guideline.  [1995].  [2]  p. 
on  1 sheet.  (Rent  control).  Issued  also  in  French 
under  title:  Le  taux  légal  d’augmentation  des 
loyers  de  1996. 

A2485 

Building  Materials  Evaluation  Commission 
authorization  report.  No.  95-02-187  (June  29, 
1995),  95-06-1  91  (July  27,  1 995), 
95-07-192-95-09-194  (Aug.  24,  1995), 
95-10-195-95-11-196  (Oct.  18,  1995), 
95-13-198-95-14-199  (Nov.  30,  1995).  Irregular. 
Caption  title.  Issued  also  in  French  under  title: 
Commission  d’évaluation  des  matériaux  de 
construction  : décisions.  Previously  issued  by 
Ministry  of  Housing.  Issued  by  Building  Materials 
Evaluation  Commission  (B.M.E.C.). 

A2486 

Compendium  : Land  Use  Planning  and  Pro- 
tection Act,  1995.  [1995?].  20  p.  (Sessional 
paper  ; 361/029). 

A2487 

Fact  sheet  : changes  to  Ontario’s  planning 
process.  [1995].  [2]  leaves.  Caption  title.  Issued 
also  in  French  under  title:  Fiche  d’information  : 
modifications  du  système  d’aménagement  de 
l’Ontario. 

A2488 

Fact  sheet  : Development  Charges  Act. 

[1995].  [2]  leaves.  Caption  title.  Issued  also  in 
French  under  title:  Fiche  d’information  : Loi  sur 
les  redevances  d’exploitation. 

A2489 

Fact  sheet  : new  rules  for  apartments  in 
houses.  [1995].  1 sheet.  Issued  also  in  French 
under  title:  Fiche  d’information  : nouvelles  règles 
concernant  les  appartements  aménagés  dans 
les  maisons. 
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A2490 

Guide  for  design  of  rapid  transit  stations. 

cl 995.  ii,  80  p.  : ill.  Cover  title. 

Pub.  Ont.  106055  * $25.00 

A2491 

Housing  definitions.  July  1995. 1 sheet.  Issued 
also  in  French  under  title:  Définitions. 

A2492 

Municipal  financial  information  = Information 
financière  des  municipalités.  1993. 1 v.  (various 
pagings).  Annual.  (Sessional  paper  ; 361/024). 
Chiefly  tables.  Previously  issued  by  Ministry  of 
Municipal  Affairs. 

ISSN  1180-5994 

A2493 

Musings.  Summer  1995-winter  (Nov./Dec. 
1995).  4 no.  ill.  Caption  title.  “Published  for  Min- 
istry of  Municipal  Affairs  and  Housing  Staff,  and 
for  members  and  staff  of  the  Ontario  Municipal 
Board,  Ontario  Mortgage  Corporation,  Ontario 
Housing  Corporation  and  the  local  housing 
authorities.”  Merger  of:  Municipal  affairs,  and  of: 
Chez  news.  Summer  1995  issue  has  title:  Transi- 
tion issue. 

A2494 

Newsletter.  Oct.  16,  1995-Dec.  19,  1995.  8 
no.  Irregular.  Caption  title.  Issued  also  in  French 
under  title:  Bulletin.  Previously  issued  by  Minis- 
try of  Housing. 

A2495 

Professional  development  for  Building  Code 
users.  Fall  1995.  Previously  issued  by  Ministry 
of  Housing.  Cover  title.  Includes  some  text  in 
French. 

A2496 

Quarterly  report  on  the  operation  of  the  Ten- 
ant Placement  Branch  of  the  Metro  Toronto 
Housing  Authority.  [3rd  quarter,  1995]-[4th 
quarter,  1995].  ill.  Cover  title.  Previously  issued 
by  Ministry  of  Housing.  Issued  by  Metropolitan 
Toronto  Housing  Authority. 


Corporate  and  Strategic  Analysis 
Branch 


A2497 

Housing  statistics.  May/June  1995-Sept./Oct. 
1995. 3 no.  Cover  title.  Chiefly  tables.  Previously 
issued  by  Ministry  of  Housing. 

ISSN  1192-0955 

A2498 

Vacancy  rate  survey  : Ontario’s  CMAs,  CAs 
and  municipalities  with  10,000  population.  Apr. 
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1995.  Semi-annual.  Chiefly  tables.  Previously 
issued  by  Ministry  of  Housing. 

ISSN  1192-2109 


Housing  Development  and 
Buildings  Branch 

A2499 

Building  action  newsletter.  No.  18  (Aug.  1995). 
Irregular.  Title  on  added  t.p.:  Le  bulletin  action 
construction.  Caption  title.  Text  in  English  and 
French  with  French  text  on  inverted  pages.  Pre- 
viously issued  by  the  Ministry  of  Housing. 

ISSN  0830-1409 


Library 

A2500 

Library  bulletin.  Apr.  1995-June  1995  - July 
1995-Oct.  1995.  Irregular.  “A  listing  of  recent 
acquisitions  for  the  Ministry  of  Housing  and  for 
the  Ministry  of  Municipal  Affairs”.  Previously 
issued  by  Ministry  of  Housing 


Municipal  Finance  Branch 

A2501 

Municipal  financial  information  [computer  file] 
= Information  financière  des  municipalités.  1993. 
1 computer  disk.  Annual.  Title  from  title  screen. 
Chiefly  tables.  Previously  issued  by  Ministry  of 
Municipal  Affairs.  Versions  available  : ASCII  (3.5 
high  density  diskette),  WordPerfect  6.0  (3.5  high 
density  diskette),  WordPerfect  5.1  (3.5  high  den- 
sity or  double  density). 

ISSN  1198-2365 

Pub.  Ont.  205076  (ASCII);  205077  (WordPerfect 
6.0);  205078  (WordPerfect  5.1  high  density); 
205079  (WordPerfect  5.1  double  density) 

* $12.00  ( + PST)  for  each  version 
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A2502 

Aaron  Provincial  Park  interim  management 
statement,  cl 994.  6,  [2]  leaves  : maps.  Includes 
bibliographical  references. 

ISBN  0-7778-3179-1 
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A2503 

Access  management  strategy  in  the  Magpie 
Forest  (Dubreuilville  area)  = Stratégie  de  ges- 
tion d’accès  dans  la  forêt  Magpie  (région  de 
Dubreuilville).  Rev.  c1994.  1 fold,  sheet  : 1 col. 
map.  MNR  4637. 

ISBN  0-7778-3270-4 

A2504 

Aerial  survey  of  the  Pen  Islands  caribou  herd 
for  1994 /Stephen  J.  Scholten.  1994.  [6]  leaves  : 
1 map.  Includes  bibliographical  references. 

A2505 

Age,  size  and  regeneration  of  old  growth 
white  pine  at  Dividing  Lake  nature  reserve, 
Algonquin  Park,  Ontario /by  Richard  P.  Guyet- 
te  and  Daniel  C.  Dey.  c1995.  iii,  11  p.  : ill.  (Forest 
research  report,  ISSN  0381-3924  ; no.  131). 
“Cette  publication  scientifique  n’est  disponible 
qu’en  anglais.”  MNR  50728.  Includes  biblio- 
graphical references.  Issued  by  the  Ontario  For- 
est Research  Institute. 

ISBN  0-7778-4130-4 

A2506 

Algonquin  Provincial  Park.  Rev.  [1995],  1 
sheet  (fold.)  : ill.  (some  col.),  maps.  Includes 
publications  list  and  order  form.  Issued  also  in 
French  under  title:  Parc  provincial  Algonquin. 
MNR  5021. 

ISBN  0-7778-3469-3 

A2507 

[Algonquin  Provincial  Park].  [1995?].  1 fold, 
sheet  : 1 map.  Text  in  Chinese. 

A2508 

Algonquin  Provincial  Park  in  winter  = L’hiver 
dans  le  Parc  provincial  Algonquin.  1994/95.  1 
sheet  (fold.)  : ill.,  col.  maps.  Co-published  by 
Algonquin  Outfitters  and  Bear  Trail  Inn  Resort. 
MNR  3981. 

ISSN  1183-0034 

A2509 

Algonquin  Provincial  Park  : Ontario,  Kanada. 

[repr.  1995].  1 fold,  sheet  : 1 map.  Text  in  Ger- 
man. MNR  5021-2. 

ISBN  0-7778-3224-0 

A2510 

Algonquin  Provincial  Park  parkway 
corridor  : visitors’  information.  1995  season. 
16  p.  : ill.,  col.  maps.  Annual.  Running  title:  Park- 
way corridor.  Caption  title.  Co-published  by  The 
Friends  of  Algonquin  Park.  MNR  4553.  Issued 
also  in  French  under  title:  Parc  provincial 
Algonquin  : corridor  de  la  Route  60. 

ISSN  1189-0215 
ISBN  1-895709-08-3 


A2511 

Algonquin  Provincial  Park  : the  park  interior  : 

interior  users’  information.  1995  season.  8 p.  : ill., 
col.  maps.  Annual.  Running  title:  Algonquin  park 
interior.  Caption  title.  Co-published  by  The 
Friends  of  Algonquin  Park.  MNR  4554.  Issued 
also  in  French  under  title:  Parc  provincial 
Algonquin  : intérieur  du  parc. 

ISSN  1189-0207 
ISBN  1-895709-09-1 

A2512 

Alternative  vegetation  management  tech- 
niques : a workshop  for  forestry  profession- 
als : November  2 & 3, 1993  / compiled  by  Chris 
Hollstedt,  Kate  Wood.  c1995.  v,  21  p.  : ill.  (NWST 
workshop  proceedings  ; WP-002).  “Funding  for 
this  project  has  been  provided  in  part  by  the 
Northern  Ontario  Development  Agreement, 
Northern  Forestry  Program.”  “VMAP  : Vegeta- 
tion Management  Alternatives  Program”.  “Cette 
publication  spécialisée  n’est  disponible  qu’en 
anglais”.  Includes  bibliographical  references. 
Issued  by  Northwest  Science  and  Technology. 
ISBN  0-7778-4680-2 

A2513 

Amphibians  / compiled  by  Michael  J.  Oldham. 
Nov.  1994.  8,  [2]  p.  : 1 form.  Title  from  cover.  At 
head  of  title:  Natural  heritage  resources  of  On- 
tario. Caption  title:  Ontario  Natural  Heritage  Infor- 
mation Centre  list  of  the  amphibians  of  Ontario. 
Includes  bibliographical  references.  Issued  by 
Ontario  Natural  Heritage  Information  Centre. 

A2514 

The  angler  diary  report  on  Lake  Superior 
rainbow  trout,  1989-93  / Wayne  MacCallum, 
Bruce  Thacker,  Dan  Sarki.  1994.  lip.:  ill.  (KISS 
report  ; 94-4).  At  head  of  title:  Somewhere  over 
the  rainbow-  . Running  title:  Rainbow  trout 
angler  diary  report,  1989-93.  MNR  50639. 
Issued  by  Lake  Superior  Management  Unit. 
ISBN  0-7778-3593-2 

A2515 

The  angler  diary  report  on  Lake  Superior  rain- 
bow trout,  1989-93  & the  status  of  rainbow 
trout  in  Canadian  Lake  Superior,  1993  / Wayne 
MacCallum  ...  [et  al.].  1994.  50,  11  p.  : ill.,  maps. 
(KISS  report  ; 94-3).  (KISS  report  ; 94-4).  Title 
from  cover.  At  head  of  title:  Somewhere  over  the 
rainbow-  . Includes  bibliographical  references. 
Issued  by  Lake  Superior  Management  Unit. 

A2516 

Annual  report.  1991/92.  44,  44  p.  : ill.  Title  on 
added  t.p.:  Rapport  annuel.  Text  in  English  and 
French  with  French  text  on  inverted  pages. 
Report  year  ends  Mar.  31. 

ISSN  0383-5901 

Microfiche  5681  -95  * f $1 .00  ( + PST) 
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A2517 

Annual  report  of  the  St.  Lawrence  River  Sub- 
committee to  the  Lake  Ontario  Committee 
and  the  Great  Lakes  Fishery  Commission. 

1994.  1 v.  (various  pagings)  : ill.,  maps.  Cover 
title:  Annual  report  : St.  Lawrence  River  Sub- 
committee to  the  Lake  Ontario  Committee  and 
the  Great  Lakes  Fishery  Commission.  Title  var- 
ies. Co-published  by  New  York  State  Dept,  of 
Environmental  Conservation.  “Presented  at  the 
annual  meeting  of  the  Lake  Ontario  Committee 
of  the  Great  Lakes  Fishery  Commission, 
Niagara  Falls,  New  York,  March,  1994”.  Includes 
bibliographical  references. 

A2518 

Annual  report  : Ontario  Long-term  Ecologi- 
cal Research  Program  / edited  by  Anne  E. 
Hayes,  Margaret  Donnelly,  William  G.  Cole. 
1994.  vii,  41  p.  : ill.,  maps.  MNR  50770.  Includes 
bibliographical  references.  Issued  by  Ontario 
Forest  Research  Institute. 

A2519 

Anti-raccoon  rabies  campaign  in  Niagara 
region.  May  1995.  3 leaves.  Caption  title.  At 
head  of  title:  Rabies.  Issued  also  in  French  under 
title:  La  campagne  de  lutte  contre  la  rage  du 
raton  laveur  dans  la  région  du  Niagara. 

A2520 

An  approach  to  the  management  of  ground- 
water  resources  to  protect  and  enhance  fish 
habitat  / by  R.  Blackport,  R.  MacGregor  and  J. 
Imhof.  1995.  ix,  70  p.  : ill.  (Canadian  manuscript 
report  of  fisheries  and  aquatic  sciences,  ISSN 
0706-6473  ; 2284).  Includes  summary  in  French. 
Co-published  by  Canada  Dept,  of  Fisheries  and 
Oceans.  Includes  bibliographical  references. 

A2521 

Aquaculture.  Jan.  1995.  3 leaves.  (Fact  sheet  = 
Actualités).  Caption  title. 

A2522 

Aquaculture  questions  & answers.  Jan.  1995. 
5 p.  (Fact  sheet  = Actualités).  Caption  title. 

A2523 

Aquatic  habitat  compliance  reference 
manual  / prepared  by  S.J.  Kerr,  G.J.  Shearer,  S. 
Bowcott.  June  1994.  94  leaves  : 1 form.  Includes 
bibliographical  references. 

A2524 

Aski.  Vol.  20,  no.  1 (spring  1995)-v.  21,  no.  1 (sum- 
mer/fall 1995).  ill.  Irregular.  Cover  title.  MNR  5655. 

A2525 

The  autecology  of  selected  understory  vege- 
tation in  Central  Ontario  / by  Cathy  V.  Bentley 
and  Fred  Pinto,  cl 994.  iv,  169  p.  : ill.  (CRST 
technical  report  ; no.  31).  (VMAP  technical 
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report  ; no.  93-08).  Cover  title  varies  slightly. 
“VMAP  Vegetation  Management  Alternatives 
Program”.  MNR  50527.  Includes  bibliographical 
references.  Issued  by  Central  Region  Science 
and  Technology. 

ISBN  0-7778-2667-4 

A2526 

Available  Crown  cottage  lots.  1995.  [7] 
leaves  : 1 map.  Cover  title.  Issued  also  in  French 
under  title:  Disponibilité  des  lots  de  la  Couronne 
pour  la  construction  de  chalets. 

A2527 

Awenda  Provincial  Park  : information  guide  = 

Le  parc  provincial  Awenda  : guide  d’information. 
1995.  30,  [2]  p.  : ill.,  maps  (1  col.).  Cover  title.  Co- 
published by  Star  Community  Newspapers. 
MNR  4119. 

ISSN  1181-6007 

A2528 

Backpacking  trails  of  Algonquin  Provincial 
Park  [map].  Scale  [1:50,688].  cl 995.  4 maps  : 
col.  Includes  text.  Co-published  by  the  Friends  of 
Algonquin  Park.  Issued  also  in  French  under 
title:  Sentiers  de  longue  randonnée  du  parc  pro- 
vincial Algonquin.  MNR  4556. 

ISBN  1-895709-10-5 

A2529 

Backyard  maple  syrup  production.  c1995. 
[8]  p.  : ill.  (Extension  notes,  ISSN  1198-3744). 
Caption  title.  Co-published  by  LandOwner 
Resource  Centre.  “Agdex  383”.  MNR  50515. 
Issued  also  in  French  under  title:  Production, 
domestique  du  sirop  d’érable. 

A2530 

Balsam  Lake  Provincial  Park  : information 
guide.  1995. 16  p.  : ill.,  1 col.  map.  Annual.  Cover 
title.  “Published  by  the  Kawartha  Lakes  Civitan 
Club  in  co-operation  with  the  Ministry”.  MNR 
4417. 

ISSN  1181-649X 
A2531 

Bartt  precision  seeder  trial  : fifth  year 
results  / by  B.  Bulley  and  C.  Bowling.  May  1995. 
v,  10  p.  : ill.  (some  col.),  maps.  (Technical  report, 
ISSN  1192-8654  ; TR-88).  “Cette  publication 
spécialisée  n’est  disponible  qu’en  anglais.” 
“Funding  for  this  project  has  been  provided 
through  the  Northern  Ontario  Development 
Agreement,  Northern  Forestry  Program.”  Co- 
published by  Natural  Resources  Canada,  Cana- 
dian Forest  Service.  Includes  bibliographical  ref- 
erences. Issued  by  Northwest  Region  Science 
and  Technology. 

ISBN  0-7778-4146-0 
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A2532 

Bass  Lake,  Mara  & McRae  provincial  parks  : 
information  guide.  1995.  16  p.  : ill.,  col.  maps. 
Cover  title.  Title  varies  slightly.  Co-published  by 
Star  Community  Newspapers.  MNR  4122. 

ISSN  0838-4045 

A2533 

Bass  management  in  Ontario  : workshop 
proceedings  : October  3,  1994,  Queen’s  Uni- 
versity Biological  Station  / editors  S.J.  Kerr  and 
R.  Cholmondeley.  [1995].  iv,  106  p.  : ill.,  maps. 
(Southern  Region  Science  & Technology  Trans- 
fer Unit  workshop  proceedings  ; WP-004).  “Cet- 
te publication  spécialisée  n’est  disponible  qu’en 
anglais.”  MNR  50665.  Includes  bibliographical 
references. 

ISBN  0-7778-3764-1 

A2534 

The  bay  and  basin  bulletin.  Vol.  1,  no.  2 (Jan. 
1995).  Caption  title.  “The  Moose  River  Basin 
project  newsletter”. 

A2535 

The  beaver  handbook  : a guide  to  understand- 
ing and  coping  with  beaver  activity  / by  Robert  G. 
D’Eon  ...  [et  al.].  Mar.  1995.  54,  [6]  p.  : ill.,  1 form. 
(NEST  field  guide,  ISSN  1195-4588  (corr.)  ; 
FG-006).  “Funding  for  this  project  and  for  the 
publication  of  this  field  guide  has  been  provided 
through  the  Northern  Ontario  Development 
Agreement  (NODA).”  “Cette  publication  spé- 
cialisée n’est  disponible  qu’en  anglais”.  Co- 
published by  Natural  Resources  Canada,  Cana- 
dian Forest  Service.  Includes  bibliographical  ref- 
erences. Issued  by  Northeast  Science  & Tech- 
nology. 

ISBN  0-7778-3745-5 
A2536 

Beaver  Pond  trail  : Algonquin  beaver  ecology  / 
text  by  Dan  Strickland  ; drawings  by  Howard 
Coneybeare.  [repr.]  1995.  [14]  p.  : ill.,  1 map. 
Cover  title.  Co-published  by  Friends  of  Algon- 
quin Park.  MNR  4580.  Issued  also  in  French 
under  title:  Sentier  Beaver  Pond. 

ISBN  1-895709-14-8 

A2537 

A bibliography  of  selected  fish  habitat  pro- 
tection guidelines  and  references  / S.J.  Kerr. 
Sept.  1993.  2 v.  Contents  of  each  volume  con- 
tained on  3 1/2  in.  floppy  disk  in  pocket  at  back  of 
each  volume.  Contents:  v.  1.  Aquatic  habitat  - v. 
2.  Impacts  of  activities  on  aquatic  habitat. 

A2538 

Bird  checklist  : Awenda  Provincial  Park. 

[1995].  [11]  p.  : 1 map.  Cover  title.  Co-published 
by  Friends  of  Awenda  Park. 

ISBN  0-7778-4441-9 


A2539 

Birds  /compiled  by  Donald  A.  Sutherland.  Nov. 
1994.  22,  [2]  p.  : 1 form.  Title  from  cover.  At  head 
of  title:  Natural  heritage  resources  of  Ontario. 
Caption  title:  Ontario  Natural  Heritage  Informa- 
tion Centre  list  of  the  birds  of  Ontario.  Includes 
bibliographical  references.  Issued  by  Ontario 
Natural  Heritage  Information  Centre. 

A2540 

Bon  Echo  Provincial  Park  : facilities  and  pro- 
grammes. 1995. 11,  [1]  p.  : ill.,  col.  maps.  Subtitle 
varies.  Cover  title.  MNR  3335. 

ISSN  0828-1009 

A2541 

Bon  Echo  Provincial  Park  = Parc  provincial 
Bon  Echo.  Rev.  c1995. 1 sheet  (fold.)  : ill.  (some 
col.),  col.  maps.  MNR  5529. 

ISBN  0-7778-3471-5 

A2542 

Bronte  Creek  Provincial  Park  = Parc  provincial 
Bronte  Creek.  Rev.  cl 995.  1 fold,  sheet  : ill. 
(some  col.),  col.  maps.  MNR  5545. 

ISBN  0-7778-3472-3 

A2543 

Bronte  Creek  Provincial  Park  : information 
guide.  Summer  1995-fall/winter  1995/96.  2 
no.  Cover  title. 

ISSN  1203-3405 

A2544 

Bullfrog  management  in  Ontario  : workshop 
proceedings  : October  3,  1994,  Kingston, 
Ontario  / editors  K.  Coleman  and  R.  Cholmon- 
deley. [1995],  ii,  38  p.  : ill.,  1 map.  (Southern 
Region  Science  & Technology  Transfer  Unit 
workshop  proceedings  ; WP-005).  “Cette  pub- 
lication spécialisée  n’est  disponible  qu’en 
anglais.”  MNR  50796. 

ISBN  0-7778-4711-6 

A2545 

Butterflies /compiled  by  Donald  A.  Sutherland. 
“Draft”.  Nov.  1994.  12,  [2]  p.  : 1 form.  Title  from 
cover.  At  head  of  title:  Natural  heritage 
resources  of  Ontario.  Caption  title:  Ontario  Natu- 
ral Heritage  Information  Centre  list  of  the  but- 
terflies of  Ontario.  Includes  bibliographical  refer- 
ences. Issued  by  Ontario  Natural  Heritage 
Information  Centre. 

A2546 

Canisbay  campground  : Algonquin  Provin- 
cial Park  = Terrain  de  camping  Canisbay  : Parc 
provincial  Algonquin.  Rev.  c1995. 1 fold,  sheet  : 
maps  (1  col.).  MNR  5944. 

ISBN  0-7778-3918-0 
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A2547 

Canoe  routes  of  Algonquin  Provincial  Park 

[map].  [Rev.].  Scale  1:126,720.  c1995. 1 map  : col. 
Text  on  verso:  Algonquin  Provincial  Park  - The 
Algonquin  interior  and  its  regulations  - Tips  for 
canoeists.  Co-published  by  Friends  of  Algonquin 
Park.  Issued  also  in  French  under  title:  Parcours  de 
canotage  du  Parc  provincial  Algonquin.  MNR  4555. 
ISSN  1191-1832 
ISBN  1-895709-07-5 

Pub.  Ont.  105867  D * $4.95  ( + PST) 

A2548 

Carmody  and  Doucett  prescribed  burn  : pre- 
liminary report.  Sept.  1995.  14,  [33]  p.  : ill.,  1 
form,  maps.  Cover  title.  Issued  also  in  French 
under  title:  Brûlage  dirigé  dans  les  cantons  de 
Carmody  et  de  Doucett  : rapport  préliminaire. 

A2549 

Catch  and  possession  limits  for  three-year 
conservation  and  seasonal  fishing  licences. 

New  version.  Sept.  1995.  2 p.  on  1 sheet.  (Fact 
sheet  = Actualités).  Issued  also  in  French  under 
title:  Limites  de  prise  et  de  possession  pour  les 
permis  de  pêche  écologiques  et  saisonniers  de 
trois  ans. 

A2550 

Cavity  trees  are  refuges  for  wildlife,  cl 995. 
[4]  p.  : ill.  (Extension  notes,  ISSN  1198-3744). 
Caption  title.  Co-published  by  LandOwner 
Resource  Centre.  “Agdex  487/365”.  MNR 
50515.  Issued  also  in  French  under  title:  Les 
arbres  à cavités  servent  de  refuge  à la  faune. 

A2551 

Central  Region  Science  & Technology 
annual  report.  1994/95.  38  p.  “Canada  Ontario 
Northern  Ontario  Development  Agreement,  For- 
estry”. “Cette  publication  spécialisée  n’est  dis- 
ponible qu’en  anglais.”  Co-published  by  Natural 
Resources  Canada,  Canadian  Forest  Service. 
Continues:  Central  Region  Science  & Tech- 
nology- North  Bay  : annual  report.  MNR  50423. 
Includes  bibliographical  references. 

ISSN  1201-2009 

A2552 

Central  Region  white-tailed  deer  habitat  sup- 
ply model  : background,  algorithm  and  function- 
al relations/ Jim  D.  Broadfoot,  Tim  J.  Bellhouse 
and  Brian  J.  Naylor.  Oct.  1994.  iii,  85  p.  : ill.,  1 
map.  (Technical  report  ; no.  36).  “Funding  for  this 
project  has  been  provided  in  part  by  the  Northern 
Ontario  Development  Agreement,  Northern  For- 
estry Program”.  Co-published  by  Natural  Re- 
sources Canada,  Canadian  Forest  Service. 
MNR  50651.  Includes  bibliographical  refer- 
ences. Issued  by  Central  Region  Science  and 
Technology. 

ISBN  0-7778-3727-7 


A2553 

Charleston  Lake  Provincial  Park  : facilities 
and  programmes.  1995.  7,  [1]  p.  : ill.,  col.  maps. 
Cover  title.  MNR  333.6. 

ISSN  0835-1546 

Pub.  Ont.  001916  * Free 

A2554 

Checklist  of  the  conspicuous  fungi  of  Algon- 
quin Provincial  Park  / by  Greg  Thorn.  Rev.  1994. 
25  p.  (Algonquin  park  technical  bulletin  ; no.  6). 
Caption  title.  Co-published  by  the  Friends  of  Al- 
gonquin Park.  Includes  bibliographical  references. 
ISBN  1-895709-00-8 

A2555 

A checklist  of  vertebrate  animals  and  vascu- 
lar plants  : Frontenac  Provincial  Park.  May 

1995.  44  p.  : ill.  Cover  title.  At  head  of  title:  Front- 
enac Provincial  Park.  Co-published  by  Friends 
of  Frontenac  Park. 

ISBN  0-9699599-0-7 

A2556 

Clearing  the  way  : preparing  the  site  for  tree 
planting.  c1995.  [4]  p.  : ill.  (Extension  notes, 
ISSN  1198-3744).  Caption  title.  Co-published  by 
LandOwner  Resource  Centre.  “Agdex  322”. 
MNR  50515. 

A2557 

A comparison  of  trapnet  and  hoopnet 
catches  on  Lake  Simcoe  and  Buckhorn 
Lake  / Jeff  M.  Wiltshire.  [1994?].  ii,  18  p.  : ill.,  1 
form.  (Kawartha  Lakes  Fisheries  Assessment 
Unit  report  ; 1994-1).  Includes  bibliographical  ref- 
erences. Issued  by  Southern  Region  Science  & 
Technology  Transfer  Unit. 

A2558 

Compendium  II  : projects  approved  under 
Natural  Resources  Canada,  Canadian  Forest 
Service’s  requests  for  proposals  under  the 
applied  research,  technology  development 
and  transfer,  decision  support,  and  socio- 
economic analysis  components  / R.L.  Mac- 
naughton.  c1994.  viii,  53  p.  (NODA/NFP  techni- 
cal report  ; TR-5).  Includes  summary  in  French. 
“Funding  for  this  report  has  been  provided 
through  the  Northern  Ontario  Development 
Agreement’s  Northern  Forestry  Program.”  Co- 
published by  Natural  Resources  Canada,  Cana- 
dian Forest  Service.  Issued  also  in  French  under 
title:  Recueil  II  : recueil  des  projets  approuvés  en 
vertu  de  demandes  de  propositions  faites  par  le 
Service  canadien  des  forêts,  Ressources  natu- 
relles Canada,  en  vertu  des  sous-programmes 
suivants  : recherche  appliquée,  développement 
et  transfert  de  technologie,  aide  à la  décision  et 
analyse  socio-économique. 

ISBN  0-662-22405-1 
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A2559 

Conservation  authorities  directory.  1995. 
14  p.  Cover  title.  Title  varies  slightly.  “Information 
contained  within  this  directory  is  current  to  July 
4,  1995”.  Compiled  by  the  Conservation 
Authorities  Operations  of  the  Ministry. 

A2560 

Conservation  officers-  it’s  their  nature,  cl 995. 
9, 9 p.  : ill.,  forms.  Cover  title.  “A  Ministry  of  Natural 
Resources  Education  Program  Supplement  for 
Project  WILD,  Focus  on  Forests,  and  Fish  Ways”. 
“Canada  Ontario  Northern  Ontario  Development 
Agreement,  Forestry”.  Text  in  English  and  French 
with  French  text  on  inverted  pages.  Title  on  added 
t.p.:  Les  agentes  et  agents  de  protection-  c’est 
leur  nature.  MNR  50247. 

ISBN  0-7778-3851-6 

A2561 

Conservation  reserves  : a draft  policy  for 
review.  [1995].  1 fold,  sheet.  At  head  of  title: 
Keep  it  wild.  Text  in  English  and  French  with 
French  text  on  verso.  Title  on  verso:  Réserves 
de  conservation  : politique  provisoire  aux  fins 
d’examen.  MNR  50660. 

ISBN  0-7778-3748-X 

A2562 

Container  stock  establishment  on  thick 
organic  matter  over  boulder  till  in  the  Car- 
ibou East  Management  Unit /by  RE.  Whaley, 
I.  Ross,  M.S.  McLaughlan.  Aug.  1995.  vi,  7 p.  : 
ill.,  1 map.  (NWST  technical  report  ; TR-91). 
“Funding  for  this  project  has  been  provided 
through  the  Northern  Ontario  Development 
Agreement,  Northern  Forestry  Program.”  “Cette 
publication  spécialisée  n’est  disponible  qu’en 
anglais.”  Co-published  by  Natural  Resources 
Canada,  Canadian  Forest  Service.  MNR  59764. 
Includes  bibliographical  references.  Issued  by 
Northwest  Science  and  Technology. 

ISBN  0-7778-4551-2 

A2563 

Contingency  planning  in  Ontario  : a com- 
munity response  to  the  threat  of  raccoon 
rabies.  Apr.  1995.  5 leaves.  Caption  title.  At 
head  of  title:  Rabies.  Issued  also  in  French  under 
title:  Planification  d’urgence  en  Ontario  ; réponse 
communautaire  face  à la  menace  de  la  rage  du 
raton  laveur. 

A2564 

Controlling  fox  rabies  in  Ontario.  May  1995.  3 
leaves.  Caption  title.  At  head  of  title:  Rabies. 
Issued  also  in  French  under  title:  La  lutte  contre 
la  rage  chez  le  renard. 

A2565 

Coon  Lake  campground  : Algonquin  Provin- 
cial Park  = Terrain  de  camping  Coon  Lake  : Parc 
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provincial  Algonquin.  Rev.  cl 995.  1 fold,  sheet  : 
ill.,  col.  maps.  MNR  5938. 

ISBN  0-7778-3923-7 

A2566 

Cover  crops  for  forest  vegetation  manage- 
ment : a literature  review  / by  Chris  Hollstedt. 
Sept.  1995.  iv,  14  p.  : ill.  (NWST  technical  report  ; 
TR-93).  (VMAP  technical  report  ; 95-01).  “Fund- 
ing for  the  printing  of  the  publication  has  been 
made  available  through  the  Northern  Ontario 
Development  Agreement,  Northern  Forestry  Pro- 
gram.” “Cette  publication  spécialisée  n’est  dis- 
ponible qu’en  anglais”.  Co-published  by  Natural 
Resources  Canada,  Canadian  Forest  Service. 
MNR  50765.  Includes  bibliographical  references. 
Issued  by  Northwest  Science  and  Technology. 
ISBN  0-7778-4552-0 

A2567 

Cover  crops  help  tree  seedlings  beat  weed 
competition.  c1994.  1 fold,  sheet  ([6]  p.)  : ill. 
(Extension  notes,  ISSN  1198-3744).  Caption 
title.  Co-published  by  LandOwner  Resource 
Centre.  “Agdex  324/645”.  MNR  50515. 

A2568 

The  Crown  Forest  Sustainability  Act  - back- 
ground. Dec.  1994.  4 p.  (Fact  sheet  = Actu- 
alités). Caption  title.  Issued  also  in  French  under 
title:  Renseignements  généraux  sur  la  Loi  sur  la 
durabilité  des  forêts  de  la  Couronne. 

A2569 

The  Crown  Forest  Sustainability  Act  - back- 
ground information.  Mar.  1995. 3 p.  (Fact  sheet 
= Actualités).  Caption  title. 

A2570 

Cultural  heritage  resource  predictive  modell- 
ing project.  Mar.  1994.  6 v.  : ill.  (some  col.), 
maps.  Includes  bibliographical  references.  Con- 
tents: v.  1 . Introduction  to  the  research  / by  Scott 
Hamilton  and  Linda  Larcombe  - v.  2.  Boreal  for- 
est aboriginal  land  use  patterns  : an  evaluation 
of  the  ethnographic  literature  / by  Linda  Lar- 
combe - v.  3.  Methodological  considerations  / 
by  Luke  Dalla  Bona  - v.  4.  A predictive  model  of 
prehistoric  activity  locations  for  Thunder  Bay 
District,  Ontario  / by  Luke  Dalla  Bona  - v.  5. 
Summary  and  recommendations  / by  Scott 
Hamilton,  Luke  Dalla  Bona  and  Linda  Larcombe 
- v.  6.  Appendices  : reports  of  archaeological 
surveys  / by  Luke  Dalla  Bona. 

A2571 

Darlington  Provincial  Park  = Parc  provincial 
Darlington.  Rev.  c1995.  1 fold,  sheet  : ill.  (some 
col.),  col.  maps.  MNR  5696. 

ISBN  0-7778-3444-8 
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A2572 

Darlington  Provincial  Park  : programme  and 
facilities.  1995.  7,  [1]  p.  : ill.,  1 col.  map.  Cover 
title.  Subtitle  varies. 

ISSN  1181-6481 

A2573 

Deer  hunter’s  fact  sheet.  1995.  6,  6 p.  Annual. 
Title  on  added  t.p.:  Bulletin  d’actualités  sur  la 
chasse  au  chevreuil.  Caption  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  MNR  5471. 

ISSN  0843-4999 

A2574 

Designing  and  caring  for  windbreaks.  c1995. 
1 fold,  sheet  ([6]  p.)  : ill.  (Extension  notes,  ISSN 
1198-3744).  Caption  title.  Co-published  by  Uni- 
versity of  Toronto  and  LandOwner  Resource 
Centre.  “Agdex  573”.  MNR  50515.  Issued  also  in 
French  under  title:  Les  bienfaits  des  brise-vent. 

A2575 

Development  of  a landscape  ecological 
model  for  management  on  Ontario  forests  : 

phase  2,  extension  over  an  east/west  gradient 
over  the  province  / prepared  by  Larry  E.  Band. 
C1993.  41,  [22]  p.  : ill.  (some  col.),  1 map.  (Forest 
fragmentation  and  biodiversity  project  report  ; 
no.  17).  At  head  of  title:  Forest  Landscape  Ecol- 
ogy Program.  “Cette  publication  scientifique 
n’est  disponible  qu’en  anglais.”  MNR  4938. 
Includes  bibliographical  references.  Issued  by 
the  Ontario  Forest  Research  Institute. 

ISBN  0-7778-3500-2 

A2576 

Development  of  index  netting  standards  for 
Ontario  lakes  / Cam  Wilcox,  Nigel  Lester. 
[1994?].  10  p.  : ill.  (Fisheries  assessment  unit 
network  report  ; 1994-1).  Includes  bibliographical 
references. 

A2577 

Development  of  silvicultural  keys  to  support 
integrated  vegetation  management  decision 
making  in  forest  renewal  / P.W.  Street  ...  [et 
al.].  1994.  15  p.  : col.  ill.,  1 map.  (Northwest 
Region  Science  and  Technology  technical  note, 
ISSN  1192-7070  ; TN-28).  Caption  title.  “Cette 
publication  spécialisée  n’est  disponible  qu’en 
anglais.”  “Funding  for  the  printing  of  the  publica- 
tion has  been  made  available  through  the  North- 
ern Ontario  Development  Agreement,  Northern 
Forestry  Program.”  Four  fold,  sheets  in  pocket. 
Co-published  by  Natural  Resources  Canada, 
Canadian  Forest  Service.  MNR  5075.  Includes 
bibliographical  references.  Issued  by  Northwest 
Region  Science  and  Technology. 


A2578 

Direction  ’90s-  : moving  ahead  1995.  c1994. 
18,  18  p.  Cover  title.  Text  in  English  and  French 
with  French  text  on  inverted  pages.  Title  on  add- 
ed t.p.:  Direction  90- : étape  1995.  MNR  4434-1. 
ISBN  0-7778-3253-4 

A2579 

Directory  of  ecological  land  classification 
plot  data  in  northwestern  region  / by  Allan 
Harris  and  Gerald  Racey.  Apr.  1995.  ii,  135  p.  : 
maps.  (Technical  report,  ISSN  1192-8654  ; #86). 
“Cette  publication  spécialisée  n’est  disponible 
qu’en  anglais.”  Includes  bibliographical  refer- 
ences. Issued  by  Northwest  Region  Science  and 
Technology. 

ISBN  0-7778-3978-4 

A2580 

Discourage  raccoons  from  moving  in.  [Rev.]. 
May  1995.  2 leaves.  Caption  title.  At  head  of  title: 
Rabies.  Issued  also  in  French  under  title:  Com- 
ment empêcher  les  ratons  laveurs  de  s’établir 
sur  votre  propriété. 

A2581 

Distribution  and  abundance  of  pitch  pine  in 
Ontario  / by  Dendron  Resource  Surveys  Inc. 
c1995.  iii,  20  p.  : ill.,  1 col.  map.  (Southern  Region 
Science  & Technology  Transfer  Unit  information 
report  ; IR-005).  “Submitted  to  Southern  Ontario 
Forest  Genetics  Group”.  “Cette  publication  spé- 
cialisée n’est  disponible  qu’en  anglais.”  MNR 
50693.  Includes  bibliographical  references. 
Issued  by  Southern  Region  Science  & Technol- 
ogy Transfer  Unit. 

ISBN  0-7778-3956-3 

A2582 

Distribution  and  movements  of  tagged  lake 
trout  (Salvelinus  namaycush)  during  the  fall 
spawning  season  in  two  Algonquin  Park 
lakes  / Brian  P.  Monroe  and  Richard  R. 
Hawkins.  July  1994. 18  p.  : maps.  Includes  biblio- 
graphical references.  Issued  by  Central  Region. 

A2583 

The  distribution  and  significance  of  scle- 
roderris  disease  in  Ontario  / A.A.  Hopkin  and 
D.W.  McKenney.  cl 995.  lip.:  ill.,  maps.  (NODA/ 
NFP  technical  report,  ISSN  1195-2334  ; TR-7). 
Includes  abstract  in  French.  “Funding  for  this 
report  has  been  provided  through  the  Northern 
Ontario  Development  Agreement’s  Northern 
Forestry  Program.”  Co-published  by  Natural 
Resources  Canada,  Canadian  Forest  Service. 
Includes  bibliographical  references. 

ISBN  0-662-22623-2 
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A2584 

The  Durham  Regional  Forestand  demonstra- 
tion area.  [1995].  1 fold,  sheet  : ill.,  maps.  Text  in 
English  and  French  with  French  text  on  verso. 
Title  on  verso:  Forêt  régionale  de  Durham,  zone 
de  démonstration.  Co-published  by  Durham  Re- 
gion and  Durham  Board  of  Education.  MNR  50769. 
ISBN  0-7778-4561 -X 

A2585 

È l’habitat  di  286  specie  di  uccelli,  dà  rifugio 
ad  altre  309  tipi  di  animali,  sostiene  3,320 
variété  di  piante,  ma  non  è una  foresta  trop- 
icale. [1995?].  1 sheet  (fold.)  : col.  ill. 

A2586 

Earl  Rowe  Provincial  Park  : information 
guide.  1995. 16  p.  : ill.,  maps  (2  col.).  Cover  title. 
Co-published  by  Star  Group  of  Community 
Newspapers.  MNR  4121. 

ISSN  0838-4010 

A2587 

Eastern  hemlock,  cl 995.  [4]  p.  : ill.  (Extension 
notes,  ISSN  1198-3744).  Caption  title.  Co- 
published by  LandOwner  Resource  Centre  and 
Sir  Sandford  Fleming  College.  “Agdex  330”.  MNR 
50515.  Includes  bibliographical  references. 

A2588 

Eastern  white  pine,  cl 994. 1 fold,  sheet  ([6]  p.)  : ill. 
(Extension  notes,  ISSN  1198-3744).  Caption  title. 
Co-published  by  LandOwner  Resource  Centre  and 
Sir  Sandford  Fleming  College.  “Agdex  330”.  MNR 
50515.  Issued  also  in  French  under  title:  Le  pin 
blanc.  Includes  bibliographical  references. 

A2589 

An  ecological  approach  to  the  integration  of 
resource  inventories  for  the  evaluation  of 
moose  habitat  in  northeastern  Ontario  / by 

David  J.  Archibald  ...  [et  al.].  Feb.  1995. 16  p.  : ill., 
maps  (some  col.).  (NEST  technical  report,  ISSN 
1192-8182  ; TR-020).  “Cette  publication  spé- 
cialisée n’est  disponible  qu’en  anglais”.  MNR 
50642.  Includes  bibliographical  references. 
Issued  by  Northeast  Science  and  Technology. 
ISBN  0-7778-3619-X 

A2590 

The  ecological  function  of  down  woody 
debris  in  the  forests  of  central  Ontario  / Tim 

Bellhouse  and  Brian  Naylor.  May  1995.  23  p.  : ill. 
(Technical  report  ; no.  43).  “Funding  for  this  pro- 
ject has  been  provided  in  part  by  the  Northern 
Ontario  Development  Agreement,  Northern  For- 
estry Program”.  Co-published  by  Natural 
Resources  Canada,  Canadian  Forest  Service. 
Errata  inserted.  MNR  50748.  Includes  bibli- 
ographical references.  Issued  by  Central  Region 
Science  and  Technology. 

ISBN  0-7778-4439-7 


A2591 

Economic  analysis  of  forestry  management 
practices  with  an  application  to  a white  pine 
improvement  cut  in  Ontario  / Kimberly 
Rollins  ...  [et  al.].  c1994.  5,  [1]  p.  : ill.  (NODA 
notes,  ISSN  1198-2233  ; no.  3).  Caption  title. 
“Canada-Ontario  Northern  Ontario  Develop- 
ment Agreement,  Forestry”.  Co-published  by 
Natural  Resources  Canada,  Canadian  Forest 
Service.  Includes  bibliographical  references. 
ISBN  0-662-22536-8 

A2592 

Ecotourism  : a community-based  approach 
to  the  challenge  / Margaret  Wanlin,  Peter 
Meyer  and  Bruce  Hyer.  c1994.  5 p.  (NODA 
notes,  ISSN  1198-2233  ; no.  2).  Caption  title. 
“Canada-Ontario  Northern  Ontario  Develop- 
ment Agreement,  Forestry”.  Co-published  by 
Natural  Resources  Canada,  Canadian  Forest 
Service. 

ISBN  0-662-22510-4 
A2593 

Ecotourism  at  the  boreal  edge  / A.  Salmoni ... 
[et  al.].  C1995.  iii,  18  p.  : ill.,  1 map.  (NODA/NFP 
technical  report,  ISSN  1195-2334  ; TR-9). 
Includes  abstract  in  French.  “Funding  for  this 
report  has  been  provided  through  the  Northern 
Ontario  Development  Agreement’s  Northern 
Forestry  Program.”  Co-published  by  Natural 
Resources  Canada,  Canadian  Forest  Service. 
Includes  bibliographical  references. 

ISBN  0-662-23078-7 

A2594 

The  effect  of  deep  planting  black  spruce  : 
fifth-year  field  results  / by  Robert  E.  Whaley, 
Glen  Niznowski,  Lisa  J.  Buse.  Aug.  1995.  vi, 
6 p.  : ill.,  1 map.  (NWST  technical  report  ; TR-92). 
“Funding  for  this  project  has  been  provided 
through  the  Northern  Ontario  Development 
Agreement,  Northern  Forestry  Program.”  “Cette 
publication  spécialisée  n’est  disponible  qu’en 
anglais.”  Co-published  by  Natural  Resources 
Canada,  Canadian  Forest  Service.  MNR  50763. 
Includes  bibliographical  references.  Issued  by 
Northwest  Science  and  Technology. 

ISBN  0-7778-4550-4 

A2595 

The  effect  of  gap  size  and  colour  on  the  catch 
of  six-foot  trapnets  in  Buckhorn  Lake  and 
Lake  Simcoe  / J.M.  Wiltshire,  P.J.  Fulford. 
[1995?].  v,  37  p.  : ill.,  1 form.  (Kawartha  Lakes 
Fisheries  Assessment  Unit  report  ; 1995-1). 
(Lake  Simcoe  Fisheries  Assessment  Unit 
report  ; 1995-1).  Includes  bibliographical  refer- 
ences. Issued  by  Southern  Region  Science  & 
Technology  Transfer  Unit. 
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A2596 

Effects  of  stand  density  (spacing)  on  wood 
quality  / by  A.  Willcocks  and  W.  Bell.  Feb.  1995. 
11  p.  : ill.  (NEST  technical  note,  ISSN  1192-2133  ; 
TN-007).  Caption  title.  “Cette  publication  spé- 
cialisée n’est  disponible  qu’en  anglais”.  “Can- 
ada Ontario  Northern  Ontario  Development 
Agreement,  Forestry”.  Co-published  by  Natural 
Resources  Canada,  Canadian  Forest  Service. 
MNR  50428.  Includes  bibliographical  references. 
Issued  by  Northeast  Science  & Technology. 

A2597 

Emily  Provincial  Park  : facilities  and  pro- 
grammes. 1995.  7,  [1]  p.  : ill.,  1 col.  map.  Cover 
title.  Subtitle  varies.  MNR  4415. 

ISSN  1181-6503 

A2598 

Engineering  unit  work  report  / prepared  by 
NEST  Engineering  Unit.  1994/95.  37  p.  (NEST 
information  report,  ISSN  1192-9782  ; IR-022). 
“Cette  publication  spécialisée  n’est  disponible 
qu’en  anglais”.  Continues:  Engineering  unit 
annual  report.  MNR  50547.  Issued  by  Northeast 
Science  & Technology. 

ISSN  1201-8880 

A2599 

Environmental  advocacy  weeks.  Feb.  1995. 
3 p.  (Fact  sheet  = Actualités).  Caption  title. 

A2600 

Environmental  Bill  of  Rights  : a pocket  guide 
for  MNR  staff.  [1995].  1 fold,  sheet.  “This  sum- 
mary is  for  general  information  purposes  only. 
For  detailed  direction,  reference  should  be  made 
to  the  MNR  EBR  Procedures  Manual”.  MNR 
50724. 

A2601 

Environmental  factors  predispose  container- 
grown  conifer  seedlings  to  gray  mold  / P.G. 
Zhang,  A.A.  Hopkin  and  J.C.  Sutton.  c1994.  2, 
[1]  p.  : ill.  (NODA  notes,  ISSN  1198-2233  ; no.  5). 
Caption  title.  “Canada-Ontario  Northern  Ontario 
Development  Agreement,  Forestry”.  Co- 
published by  Natural  Resources  Canada,  Cana- 
dian Forest  Service.  Includes  bibliographical  ref- 
erences. 

ISBN  0-662-22725-5 
A2602 

Environmental  guidelines  for  access  roads 
and  water  crossings,  repr.  [1995].  64  p.,  1 fold, 
leaf  : ill.  MNR  5183.  Issued  also  in  French  under 
title:  Directives  environnementales  pour  la  con- 
struction de  routes  d’accès  et  de  traversées  de 
cours  d’eau.  Includes  bibliographical  refer- 
ences. 

ISBN  0-7729-3471-1 


A2603 

Esker  Lakes.  [1995].  3,  [2],  3 p.  : maps.  Caption 
title.  At  head  of  title:  Esker  Lakes  Provincial 
Park.  Text  in  English  and  French  with  French  text 
on  inverted  pages.  Title  on  added  t.p.:  Esker 
Lakes.  MNR  4617. 

ISBN  0-7778-3971-7 

A2604 

Establishment  and  growth  of  seeded  upland 
black  spruce  : 7-12  year  response  / R.L.  Flem- 
ing and  D.S.  Mossa.  c1995.  13  p.  : ill.  (NODA/ 
NFP  technical  report,  ISSN  1195-2334  ; TR-8). 
Includes  abstract  in  French.  “Funding  for  this 
report  has  been  provided  through  the  Northern 
Ontario  Development  Agreement’s  Northern 
Forestry  Program.”  Co-published  by  Natural 
Resources  Canada,  Canadian  Forest  Service. 
Includes  bibliographical  references. 

ISBN  0-662-223077-9 

A2605 

Estimates  briefing  book.  1995/96.  80  p.  : ill. 
Annual.  Running  title:  The  estimates.  Issued 
also  in  French  under  title:  Document  d’informa- 
tion sur  le  budget  des  dépenses. 

A2606 

An  evaluation  of  stocking  walleye  fingerlings 
in  ten  eastern  Ontario  lakes,  1984-93  / Daryl  E. 
Seip.  [1995].  vi,  83,  [59]  p.  : ill.,  1 map.  (Technical 
report  ; TR-007).  “Cette  publication  spécialisée 
n’est  disponible  qu’en  anglais.”  MNR  50679. 
Includes  bibliographical  references.  Issued  by 
Southern  Region  Science  & Technology  Trans- 
fer Unit. 

ISBN  0-7778-3998-9 
A2607 

Exponential  fertilization  of  white  spruce 
greenhouse  transplants  at  Orono  Nursery  = 

Fertilisation  exponentielle  de  plants  repiqués 
d’épinette  blanche  à la  pépinière  d’Orono  / by 
Brad  Miller ...  [et  al.].  c1995. 13  p.  (Nursery  notes 
= Bulletin  sur  les  pépinières,  ISSN  0228-3719  ; 
no.  130).  Caption  title.  MNR  5738.  Includes  bib- 
liographical references. 

A2608 

Fact  sheet  : expansion  of  Wabakimi  protected 
area.  Apr.  1995.  [3]  p.  Caption  title.  At  head  of  title: 
Keep  it  wild  : our  natural  heritage  areas. 

A2609 

Fact  sheet  : Long  Point  tip.  Apr.  1995.  2,  [1]  p.  : 
1 map.  Caption  title.  At  head  of  title:  Keep  it  wild  : 
our  natural  heritage  areas. 

A2610 

Fact  sheet  : prescribed  burning.  Oct.  1995.  [2] 
leaves.  (Fact  sheet  = Actualités).  Caption  title. 
Issued  also  in  French  under  title:  Bulletin 
d’actualités  : brûlages  dirigés. 
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A2611 

Fallingsnow  Ecosystem  Workshop  : pro- 
gram and  abstracts  : Thunder  Bay,  Ontario, 
June  27  & 28,  1995  / compiled  by  Kate  Wood 
and  Chris  Hollstedt.  c1995.  xv,  54  p.  : ill.  (some 
col.).  (NWST  workshop  proceedings  ; WP-001). 
“This  workshop  is  sponsered  [sic]  by  Northwest 
Region  Science  & Technology  and  Ontario  For- 
est Research  Institute”.  On  cover:  VMAP  : Vege- 
tation Management  Alternatives  Program. 

ISBN  0-7778-4375-7 

A2612 

FAU  update.  Issue  94-1  - issue  95-5.  ill.  Irregular. 
A2613 

Ferris  Provincial  Park  = Parc  provincial  Ferris. 
Rev.  cl 995.  1 fold,  sheet  : ill.  (some  col.),  col. 
maps.  MNR  5679. 

ISBN  0-7778-3445-6 

A2614 

A field  guide  to  forest  ecosystems  of  north- 
eastern Ontario  / by  T.G.  McCarthy  ...  [et  al.]. 
Dec.  1994. 1 v.  (various  pagings)  : ill.  (some  col.), 
1 map.  (NEST  field  guide,  ISSN  1195-4588  ; 
FG-001).  “Funding  forthe  printing  of  this  publica- 
tion has  been  made  available  through  the  North- 
ern Ontario  Development  Agreement,  Northern 
Forestry  Program  (NODA).”  “Cette  publication 
spécialisée  n’est  disponible  qu’en  anglais”.  Co- 
published by  Natural  Resources  Canada,  Cana- 
dian Forest  Service.  MNR  50393.  Includes  bib- 
liographical references.  Issued  by  Northeast 
Science  & Technology. 

ISBN  0-7778-1788-8 

A2615 

Field  guide  to  the  autecology  of  selected 
crop  trees  and  competitor  species  in  north- 
eastern Ontario  / by  R.W.  Arnup  ...  [et  al.]  ; 
illustrations  by  Shayna  LaBelle-Beadman.  Mar. 
1995.  v,  152,  [5]  p.  : ill.  (NEST  field  guide,  ISSN 
1195-4588  ; FG-005).  “This  project  was  funded 
by  the  Ontario  Ministry  of  Natural  Resources, 
Sustainable  Forestry  Initiative  (SFI),  Vegetation 
Management  Alternatives  Program  (VMAP).” 
“Cette  publication  spécialisée  n’est  disponible 
qu’en  anglais”.  Includes  bibliographical  refer- 
ences. Issued  by  Northeast  Science  & Technol- 
ogy. 

ISBN  0-7778-3744-7 
A2616 

A field  guide  to  the  Durham  Regional  Demon- 
stration Forest.  [1995].  60  p.  : ill.,  col.  maps. 
Cover  title.  Co-published  by  Regional  Munici- 
pality of  Durham  and  Durham  Board  of  Educa- 
tion. MNR  50755. 

ISBN  0-7778-4502-4 


A2617 

Final  plan  amendment  for  Sioux  Lookout  dis- 
trict fisheries  management  plan,  1987-2000. 

[1993?].  19  p.  Caption  title.  “Revision  #93-0001”. 
“Amendment  proposed  by  Paul  MacMahon”. 

A2618 

Fishing  in  Algonquin  Provincial  Park/ by  Dan 

Strickland.  Rev.  1995.  32  p.  : ill.,  1 map.  Co- 
published by  Friends  of  Algonquin  Park. 

ISBN  1-895709-16-4 

A2619 

Fishing  in  provincial  parks.  [Rev.].  Jan.  1994. 

6 p.  (Fact  sheet  = Actualités). 

A2620 

Fishy  business!  : active  education  about  fish 
and  their  needs  : leader’s  guide.  c1995.  29  p.  : 
ill.,  1 form.  At  head  of  cover  title:  Ontario  Family 
Fishing  Weekend.  “Developed  for  The  Steering 
Committee,  Ontario  Family  Fishing  Weekend”. 
MNR  50536.  Issued  also  in  French  under  title: 
Pensons  poissons!  : activités  éducatives  sur  les 
poissons  et  leurs  besoins. 

ISBN  0-7778-4033-2 

A2621 

Fitzroy  Provincial  Park  = Parc  provincial  Fitz- 
roy.  Rev.  c1995.  1 fold,  sheet  : ill.  (some  col.), 
maps.  MNR  5553. 

ISBN  0-7778-3446-4 

A2622 

Five  year  (1994-1999)  life  science  strategic 
plan  / John  E.  Thompson.  Mar.  1995.  i,  27  p. 
(Life  science  report;  no.  3).  At  head  of  title:  Life 
science  : Northeast  Region  provincial  parks. 
Includes  bibliographical  references. 

A2623 

Focus  on  forests.  Rev.  cl 995. 1 fold,  sheet  : col. 
ill.  Text  in  English  and  French  with  French  text  on 
verso.  Title  on  verso:  Objectif  forêts.  Co- 
published by  Natural  Resources  Canada,  Cana- 
dian Forest  Service.  MNR  4363. 

ISBN  0-7778-3443-X 

Pub.  Ont.  005706  * Free 

A2624 

Forest  Ecosystem  Health  Management  Pro- 
gram : developing  and  using  new  ways  to  man- 
age pests  and  forest  health,  cl  995. 1 fold,  sheet  : 
col.  ill.  MNR  50701 . Issued  by  the  Ontario  Forest 
Research  Institute. 

ISBN  0-7778-3982-2 

A2625 

Forest  growth  and  yield  program  : monitor- 
ing and  modelling  Ontario’s  forests.  c1995. 1 
fold,  sheet  : col.  ill.  MNR  50739.  Issued  also  in 
French  under  title:  Programme  de  croissance  et 
rendement  forestier  : surveillance  et  modélisa-  j 
tion  des  forêts  de  l’Ontario. 

ISBN  0-7778-4381-1 
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A2626 

Forest  information  manual.  “Draft”.  Aug.  1994. 
1 v.  (various  pagings)  : ill.,  1 map.  Cover  title. 

A2627 

Forest  management  agreements  : five  year 
reviews.  1987-1992.  256  p.  : ill.,  1 map.  Subtitle 
varies.  MNR  50684.  Issued  also  in  French  under 
title:  Ententes  de  gestion  forestière. 

ISSN  0838-3286 

A2628 

Forest  management  planning  manual. 

“Draft”.  Aug.  1994.  351, 24  p.  : forms.  Cover  title. 

A2629 

Forest  operations  and  silviculture  manual. 

“Draft”.  Aug.  1994.  108  p.  Cover  title. 

A2630 

Forest  operations  and  silviculture  manual  : 

prepared  under  the  authority  of  the  Crown  For- 
est Sustainability  Act.  1st  ed.  Feb.  1995.  viii,  64  p. 
MNR  50690.  Includes  bibliographical  references. 

A2631 

Forest  plants  of  northeastern  Ontario  / 

written  by  Karen  Legasy  ; illustrated  by  Shayna 
LaBelle-Beadman  ; edited  by  Brenda  Cham- 
bers. cl 995.  352  p.  : ill.  (some  col.),  1 map. 
([NEST  field  guide,  ISSN  1195-4588  ; FG-004]). 
“Funding  for  the  development  and  printing  of  this 
publication  has  been  made  available  in  part 
through  the  Northern  Ontario  Development 
Agreement,  Northern  Forestry  Program 
(NODA).”  Co-published  by  Lone  Pine  Publishing 
and  Natural  Resources  Canada,  Canadian  For- 
est Service.  Includes  bibliographical  references. 
Issued  by  Northeast  Science  & Technology. 
ISBN  1-55105-064-1 

A2632 

The  Forest  Renewal  Group  : from  seed  to 
stand.  c1995.  [2]  p.  : col.  ill.  Cover  title.  MNR 
50711.  Issued  by  Ontario  Forest  Research 
Institute. 

ISBN  0-7778-4122-3 
A2633 

Forest  structure  in  eastern  North  America  / 

prepared  by  Cathy  Keddy.  Oct.  1994.  ii,  39, 
[32]  p.  : ill.,  maps.  (Information  report  ; no.  9).  At 
head  of  title:  Eastern  Ontario  Model  Forest  = 
Forêt  modèle  de  l’est  de  l’Ontario.  “Prepared  for 
Eastern  Ontario  Model  Forest”.  Includes  biblio- 
graphical references. 

ISBN  1 -896392-1 3-X 

A2634 

Foundation  document  : supplementary  infor- 
mation to  the  environmental  information 
partnership  proposal  for  the  Moose  River 
Basin.  [1994?].  1 v.  (various  pagings)  : ill.,  maps. 
Cover  title.  Includes  bibliographical  references. 


A2635 

French  River  Provincial  Park  [map].  Rev.  Scale 
1 :50,000.  cl 995. 2 maps  : col.  Includes  text  and  ill. 
MNR  4658.  Issued  also  in  French  under  title:  Parc 
provincial  de  la  Rivière  des  Français. 

ISBN  0-7778-4295-5 

A2636 

Freshwater  fishes  / compiled  by  Donald  A. 
Sutherland.  “Draft”.  Nov.  1994. 12,  [2]  p.  : 1 form. 
Title  from  cover.  At  head  of  title:  Natural  heritage 
resources  of  Ontario.  Caption  title:  Ontario  Natu- 
ral Heritage  Information  Centre  list  of  the  fresh- 
water fishes  of  Ontario.  Includes  bibliographical 
references.  Issued  by  Ontario  Natural  Heritage 
Information  Centre. 

A2637 

Frontenac  Provincial  Park  : programme.  1995. 
9,  [3]  p.  : ill.,  col.  maps.  Annual.  Covertitle.  Subti- 
tle varies.  MNR  3441. 

ISSN  0835-8842 

Pub.  Ont.  005624  * Free 

A2638 

Fun  fishing  lines  = La  pêche  au  plaisir.  [1993?]. 
1 sheet  : ill. 

A2639 

Fur  harvest,  fur  management,  conservation 
course,  book  1 : introduction  and  prepara- 
tion. 1st  ed.  repr.  1995.  56  p.  : ill.,  maps.  Cover 
title  varies  slightly.  Co-published  by  Ontario 
Trappers  Association.  MNR  4750.  Published  by 
Ontario  Trappers  Association. 

ISBN  0-7729-9026-3 
ISBN  0-7729-9025-5  (3  v.  set) 

A2640 

Fur  harvest,  fur  management,  conservation 
course,  book  2 : aquatic  furbearers.  1st  ed. 

repr.  1995.  61  p.  : ill.,  maps.  Cover  title  varies 
slightly.  Co-published  by  Ontario  Trappers  Asso- 
ciation. MNR  4750-1 . Published  by  Ontario  Trap- 
pers Association. 

ISBN  0-7729-9027-1  (corr.) 

ISBN  0-7729-9025-5  (3  v.  set) 

A2641 

Fur  harvest,  fur  management,  conservation 
course,  book  3 : land  furbearers.  Rev.  1995. 
88  p.  : ill.,  maps.  Cover  title  varies  slightly.  Co- 
published by  Ontario  Trappers  Association. 
MNR  4750-2.  Published  by  Ontario  Trappers 
Association. 

ISBN  0-7778-3742-0 
ISBN  0-7729-9025-5  (3  v.  set) 

A2642 

Fushimi  Lake  Provincial  Park  = Parc  provin- 
cial Fushimi  Lake.  Rev.  c1995. 1 fold,  sheet  : ill., 
col.  maps.  MNR  5706. 

ISBN  0-7778-3447-2 
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A2643 

The  G.  Howard  Ferguson  Forest  Station  man- 
agement trail.  cl 994. 18, 18  p.  : ill.,  1 map.  Cover 
title.  Text  in  English  and  French  with  French  text 
on  inverted  pages.  Title  on  added  t.p.:  Sentier  de 
gestion  forestière  : Station  forestière  G.  Howard 
Ferguson.  MNR  50529. 

ISBN  0-7778-2678-X 

A2644 

Getting  trees  started.  [1995?].  1 v.  : ill.  (some 
col.).  Cover  title.  Includes  some  text  in  French. 
VMAP  : Vegetation  Management  Alternatives 
Program”.  Co-published  by  LandOwner 
Resource  Centre.  Loose-leaf  for  updating. 
Includes  col.  slides  in  pocket. 

A2645 

GRASP  : a GIS-based  ranking  system  for  red 
and  white  pine  forests  in  Ontario  / David  J.B. 
Baldwin  ...  [et  al.].  c1994. 1 v.  (various  pagings)  : 
ill.,  maps.  (Forest  fragmentation  and  biodiversity 
project  report  ; no.  15).  “GRASP  : GIS-based 
ranking  system  for  pine”.  At  head  of  title:  Forest 
Landscape  Ecology  Program.  “Cette  publication 
scientifique  n’est  disponible  qu’en  anglais.” 
MNR  4938.  Includes  bibliographical  references. 
Issued  by  the  Ontario  Forest  Research  Institute. 
ISBN  0-7778-2817-0 

A2646 

Greenwater  Provincial  Park  = Parc  provincial 
Greenwater.  Rev.  c1995. 1 fold,  sheet  : ill.  (some 
col.),  maps.  MNR  5559. 

ISBN  0-7778-3448-0 

A2647 

Ground  application  of  herbicides  in  forestry  : 
a review  of  literature  / completed  by  M.M. 
Sidahmed  and  R.B.  Brown.  Jan.  1994.  ii,  61 
leaves.  Cover  title  varies  slightly.  On  cover: 
VMAP  : Vegetation  Management  Alternatives 
Program.  Co-published  by  University  of  Guelph. 
Includes  bibliographical  references.  Issued  by 
Ontario  Forest  Research  Institute. 

A2648 

Growth  and  yield  master  plan  for  the  Central 
Region  : “monitoring  and  modelling  Ontario’s 
forests” /by  Murray  E.  Woods.  1995.  v,  68 p.  : ill., 
maps.  (Technical  report  ; no.  40).  Cover  title  var- 
ies slightly.  “Funding  for  this  project  has  been 
provided  in  part  by  the  Northern  Ontario  Devel- 
opment Agreement,  Northern  Forestry  Pro- 
gram”. “Cette  publication  spécialisée  n’est  dis- 
ponible qu’en  anglais.”  Co-published  by  Natural 
Resources  Canada,  Canadian  Forest  Service. 
MNR  50670.  Includes  bibliographical  refer- 
ences. Issued  by  Central  Region  Science  and 
Technology. 

ISBN  0-7778-3831-1 


A2649 

Growth  and  yield  regional  master  plan  / by  W. 

Lewis.  Jan.  1995.  28  p.  : ill.,  maps.  (NEST  infor- 
mation report,  ISSN  1192-9782  ; IR-004).  “Fund- 
ing for  the  printing  of  this  publication  has  been 
made  available  through  the  Northern  Ontario  De- 
velopment Agreement,  Northern  Forestry  Pro- 
gram”. “Cette  publication  spécialisée  n’est  dis- 
ponible qu’en  anglais”.  Co-published  by  Natural 
Resources  Canada,  Canadian  Forest  Service. 
MNR  50448.  Includes  bibliographical  references. 
Issued  by  Northeast  Science  & Technology. 

ISBN  0-7778-2241-5 

A2650 

Grundy  Lake  Provincial  Park.  1995. 12  p.  : ill.,  1 
col.  map.  Cover  title.  MNR  4632.  Co-published 
with  the  Parry  Sound  North  Star. 

ISSN  1188-6404 

A2651 

A guide  to  common  plants  of  the  boreal  for- 
est provincial  parks  : northeast  region  pro- 
vincial parks  = Brochure  des  plantes  commu- 
nes de  la  forêt  boréale  dans  les  parcs  provin- 
ciaux : parcs  provinciaux  de  la  région  nord-est. 
cl 995.  17  p.  : ill.  Cover  title.  MNR  50733. 

ISBN  0-7778-4368-4 

A2652 

Guide  to  environmental  advocacy  weeks. 

1995.  [2]  p.  Cover  title.  MNR  4805.  Issued  also  in 
French  under  title:  Guide  des  semaines  de  pro- 
motion de  l’environnement. 

A2653 

A guide  to  Lonesome  Bog  trail  : Esker  Lakes 
Provincial  Park.  [1995].  15,  [1]  p.  : ill.,  1 map. 
Cover  title.  MNR  4222.  Issued  also  in  French 
under  title:  Brochure  du  Sentier  de  Lonesome 
Bog  : Parc  provincial  Esker  Lakes. 

ISBN  0-7778-4306-4 

A2654 

A guide  to  NEST  workshops.  1995/96. 13, 15  p. 
Annual.  (NEST  information  report  ; IR-023). 
Running  title:  NEST  workshop  guide.  Cover  title. 
With  A guide  to  NWST  workshops  on  inverted 
pages.  Co-published  by  Natural  Resources 
Canada,  Canadian  Forest  Service.  Issued  by 
Northeast  Science  & Technology. 

A2655 

A guide  to  NWST  workshops.  1995/96.  15, 
13  p.  Annual.  (NWST  information  report  ; 
IR-001).  Running  title:  NWST  workshops.  Cover 
title.  With  A guide  to  NEST  workshops  on  inver- 
ted pages.  Co-published  by  Natural  Resources 
Canada,  Canadian  Forest  Service.  Issued  by 
Northwest  Science  & Technology. 
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Guide  to  the  group  shelterwood  cutting 
method  for  regenerating  northern  red  oak  / 

by  George  Stroempl  and  Paul  Winston  Seeker. 
Mar.  1995.  iii,  45  p.  : ill.  (Forest  research  informa- 
tion paper,  ISSN  0319-9118  ; no.  120).  “Cette 
publication  scientifique  n’est  disponible  qu’en 
anglais.”  MNR  50683.  Includes  bibliographical 
references.  Issued  by  Ontario  Forest  Research 
Institute. 

ISBN  0-7778-3927-X 
A2657 

Halfway  Lake  Provincial  Park  = Parc  provincial 
Halfway  Lake.  Rev.  c1995.  1 sheet  (fold.)  : ill. 
(some  col.),  maps.  MNR  5566. 

ISBN  0-7778-3607-6 

A2658 

Hardwood  tree  crown  measurement  guide  / 

by  William  G.  Cole.  Jan.  1995.  i,  18  p.  : ill.  “Cette 
publication  scientifique  n’est  disponible  qu’en 
anglais.”  MNR  50654.  Includes  bibliographical 
references.  Issued  by  the  Ontario  Forest 
Research  Institute. 

ISBN  0-7778-3765-X 

A2659 

Hiking  trails  : Lake  Superior  Provincial  Park  = 

Sentiers  de  randonnée  : Parc  provincial  du  lac 
Supérieur.  [Rev.].  c1995. 1 sheet  (fold.)  : ill.,  1 col. 
map.  MNR  3111. 

ISBN  0-7778-4236-X 

A2660 

A history  of  fire,  disturbance,  and  growth  in  a 
red  oak  stand  in  the  Bancroft  District, 
Ontario  / by  Richard  Guyette,  Dan  Dey.  cl 995. 
14  p.  : ill.,  1 map.  (Forest  research  information 
paper,  ISSN  0319-9118  ; no.  119).  “Cette  publica- 
tion scientifique  n’est  disponible  qu’en  anglais.” 
MNR  50653.  Includes  bibliographical  references. 
Issued  by  Ontario  Forest  Research  Institute. 
ISBN  0-7778-3686-6 

A2661 

Homes  for  fish  = Chez  les  poissons.  [1993?].  1 
sheet  : ill.  Co-published  by  Fisheries  and 
Oceans  Canada. 

A2662 

Hooking  mortality  of  lake  trout  : summary  / 

Richard  Hawkins.  Aug.  1994. 19  leaves.  Includes 
bibliographical  references. 

A2663 

How  initial  forest  plantation  density  affects 
future  stand  growth  / by  A.  Willcocks  and  W. 
Bell.  Mar.  1995. 15  p.  : ill.  (NEST  technical  note, 
ISSN  1192-2133  ; TN-008).  Caption  title.  “Cette 
publication  spécialisée  n’est  disponible  qu’en 
anglais”.  “Canada  Ontario  Northern  Ontario 
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Development  Agreement,  Forestry”.  Co- 
published by  Natural  Resources  Canada,  Cana- 
dian Forest  Service.  MNR  50429.  Includes  bib- 
liographical references.  Issued  by  Northeast 
Science  & Technology. 

A2664 

Hunting  licence  examinations.  [Rev.].  Mar. 
1994.  1 sheet.  (Fact  sheet  = Actualités).  Issued 
also  in  French  under  title:  Examen  du  permis  de 
chasse. 

A2665 

Hunting  regulations  : summary.  Fall  1995- 
spring  1996.  52  p.  : ill.,  col.  maps.  Annual.  MNR 
5612.  Cover  title.  At  head  of  title:  Ontario.  Issued 
also  in  French  under  title:  Résumé  des  règle- 
ments de  la  chasse. 

ISSN  0822-1936  (corr.) 

A2666 

Ice  fishing.  Jan.  1995.  [2]  p.  on  1 sheet.  (Fact 
sheet  = Actualités). 

A2667 

If  raccoon  rabies  is  confirmed  in  Ontario. 

[Rev.].  May  1995.  2 leaves.  Caption  title.  At  head 
of  title:  Rabies.  Issued  also  in  French  under  title: 
Si  la  rage  du  raton  laveur  se  répand  en  Ontario. 

A2668 

If  you  or  a family  member  has  been  exposed 
to  rabies.  [Rev.].  May  1995.  2 leaves.  Caption 
title.  At  head  of  title:  Rabies.  Issued  also  in 
French  under  title:  Si  vous,  ou  un  membre  de 
votre  famille,  avez  été  exposé  à la  rage. 

A2669 

If  you  suspect  your  family  pet  has  been 
exposed  to  rabies.  [Rev.].  May  1995.  2 leaves. 
Caption  title.  At  head  of  title:  Rabies.  Issued  also 
in  French  under  title:  Si  vous  soupçonnez  que 
votre  animal  domestique  a été  exposé  à la  rage. 

A2670 

Implementation  tools  : an  evaluation  of 
potential  legislative,  planning  and  admin- 
istrative tools  to  implement  an  Oak  Ridges 
Moraine  area  strategy.  Oct.  1994.  68,  [13]  p. 
(Background  study  to  the  Oak  Ridges  Moraine 
area  study  ; no.  15).  “Prepared  for  the  Oak 
Ridges  Moraine  Technical  Working  Committee”. 
Includes  bibliographical  references.  Issued  by 
Greater  Toronto  Area  District. 

A2671 

The  influence  of  residual  stocking  and  time 
since  harvest  on  winter  browse  supply  for 
white-tailed  deer  / Heather  Whitlaw,  Brian 
Naylor  and  Tim  Bellhouse.  Aug.  1993.  8 [i.e. 
10]  p.  : ill.  (Technical  report  ; no.  32).  “Funding  for 
this  project  has  been  provided  in  part  by  the 
Northern  Ontario  Development  Agreement, 
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Northern  Forestry  Program.”  Includes  biblio- 
graphical references.  Issued  by  Central  Region 
Science  and  Technology  Development  Unit. 

A2672 

Interactions  between  deer  and  vegetation  in 
southern  Ontario,  Canada  : monitoring  and 
restoration  of  overgrazed  plant  communities  in 
Pinery  and  Rondeau  provincial  parks  / David  L. 
Pearl ...  [et  al.].  [1995].  vi,  49  p.  : ill.,  maps.  (Tech- 
nical report  ; TR-010).  “Cette  publication  spé- 
cialisée n’est  disponible  qu’en  anglais.”  MNR 
50795.  Includes  bibliographical  references. 
Issued  by  Southern  Region  Science  & Technol- 
ogy Transfer  Unit. 

ISBN  0-7778-4704-3 

A2673 

Interpreting  fire  danger  in  northwestern 
Ontario  based  upon  site  hazard  and  forest 
operation  / by  R.  Wiltshire  ...  [et  al.].  May  1995. 
8 p.  : ill.  (Northwest  Region  Science  and  Tech- 
nology technical  note,  ISSN  1192-7070  ; TN-32). 
Caption  title.  “Cette  publication  spécialisée  n’est 
disponible  qu’en  anglais.”  “Funding  for  the 
printing  of  this  publication  has  been  made  avail- 
able through  the  Northern  Ontario  Development 
Agreement,  Northern  Forestry  Program.”  Co- 
published by  Natural  Resources  Canada,  Cana- 
dian Forest  Service.  MNR  5075.  Field  card 
inserted.  Includes  bibliographical  references. 
Issued  by  Northwest  Region  Science  and  Tech- 
nology. 

A2674 

Ipperwash  Provincial  Park  = Parc  provincial 
Ipperwash.  Rev.  c1995. 1 fold,  sheet  : ill.  (some 
col.),  col.  maps.  MNR  5128. 

ISBN  0-7778-3449-9 

A2675 

Ipperwash  Provincial  Park  : information 
guide.  1995. 23  p.  : ill.,  maps.  Covertitle.  Subtitle 
varies.  MNR  4131. 

ISSN  0838-4886 

A2676 

It’s  home  to  286  species  of  birds,  it  shelters 
309  other  kinds  of  animals,  it  supports  3,320 
types  of  plants,  but  it’s  not  rainforest.  [1995?]. 
1 sheet  (fold.)  : col.  ill.  Issued  also  in  French 
under  title:  Voici  le  refuge  de  286  sortes 
d’oiseaux,  l’habitat  de  309  autres  espèces  ani- 
males, le  terrain  où  poussent  3 320  types  de 
plantes.  Une  forêt  tropicale?  Non. 

A2677 

[It’s  home  to  286  species  of  birds,  it  shelters 
309  other  kinds  of  animals,  it  supports  3,320 
types  of  plants,  but  it’s  not  rainforest].  [1995?]. 
1 sheet  (fold.)  : col.  ill.  Title  and  text  in  Chinese. 


A2678 

Ivanhoe  Lake.  [1995],  4,  [3],  5 p.  : ill.,  maps. 
Caption  title.  At  head  of  title:  Ivanhoe  Lake  Pro- 
vincial Park.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  Ivanhoe  Lake.  MNR  4326. 

ISBN  0-7778-3970-9 

A2679 

Ivanhoe  Lake  Provincial  Park  = Parc  provincial 
Ivanhoe  Lake.  Rev.  cl 995.  1 fold,  sheet  : ill. 
(some  col.),  col.  maps.  MNR  5685. 

ISBN  0-7778-3450-2 

A2680 

Jack  pine  density  management  diagram  for 
boreal  Ontario  / by  D.J.  Archibald  and  C.  Bowl- 
ing. Mar.  1995.  19  p.  : ill.  (NEST  technical  note, 
ISSN  1192-2133  ; TN-005).  (NWST  ; TN-31).  Cap- 
tion title.  “Cette  publication  spécialisée  n’est  dis- 
ponible qu’en  anglais”.  “Canada  Ontario  Northern 
Ontario  Development  Agreement,  Forestry”. 
“Funding  for  the  publication  of  this  Technical  Note 
has  been  provided  through  the  Northern  Ontario 
Development  Agreement  (NODA),  Northern  For- 
estry Program.”  Co-published  by  Natural 
Resources  Canada,  Canadian  Forest  Service. 
MNR  50425.  Includes  bibliographical  references. 
Issued  by  Northeast  Science  & Technology. 

A2681 

John  E.  Pearce  Provincial  Park  management 
plan,  cl 994. 12  p.  : maps.  MNR  3915-1.  Includes 
bibliographical  references. 

ISBN  0-7778-2953-3 

A2682 

Kap  Kig  Iwan.  [1995].  [4]  p.  : 1 map.  Caption  title. 
At  head  of  title:  Kap  Kig  Iwan  Provincial  Park. 
Text  in  English  and  French  with  French  text  on 
inverted  pages.  Title  on  added  t.p.:  Kap  Kig 
Iwan.  MNR  4616. 

ISBN  0-7778-3972-5 

A2683 

Kearney  Lake  campground  : Algonquin  Pro- 
vincial Park  = Terrain  de  camping  Kearney 
Lake  : Parc  provincial  Algonquin.  Rev.  c1995.  1 
fold,  sheet  : ill.,  1 col.  map.  MNR  5941. 

ISBN  0-7778-3921-0 

A2684 

Kettle  Creek  Conservation  Authority  conser- 
vation news.  1994.  16  p.  : ill.,  1 map.  Caption 
title.  “The  annual  report  of  the  programs  and 
services  offered  by  Kettle  Creek  Conservation 
Authority”.  Co-published  by  Kettle  Creek  Con- 
servation Authority. 

A2685 

Kettle  Lakes.  [1995].  6,  [3],  7 p.  : ill.,  forms, 
maps.  Caption  title.  At  head  of  title:  Kettle  Lakes 
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Provincial  Park.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  Kettle  Lakes.  MNR  50318. 

ISBN  0-7778-3740-4 

A2686 

Killarney.  1995. 15,  [1]  p.  : ill.  (some  col.),  maps. 
Caption  title.  MNR  50495.  Co-published  by  the 
Friends  of  Killarney  Park. 

ISSN  1203-3057  (corr.) 

A2687 

Killbear  Provincial  Park.  1995. 16  p.  : ill.,  maps 
(some  col.).  Cover  title.  MNR  4631. 

ISSN  1188-6382 

A2688 

Lake  Erie  aerial  creel  survey,  1992  / L. 

Sztramko.  c1995.  v,  56  p.  : ill.,  1 form,  maps. 
(Lake  Erie  Management  Unit  report  ; 1995-02). 
Co-published  by  Ontario  Federation  of  Anglers  & 
Hunters.  MNR  4802.  Includes  bibliographical 
references. 

ISSN  1188-4967 

A2689 

Lake  Erie  angler  diary  programme,  1992  / L. 

Sztramko.  c1995.  vii,  30  p.  : ill.,  maps.  (Lake  Erie 
Management  Unit  report  ; 1995-01).  MNR  4636. 
Includes  bibliographical  references. 

ISSN  0838-4487 

A2690 

Lake  Erie  fisheries  report.  1994.  66  p.  : ill., 
maps.  Prepared  by  the  Ministry,  Great  Lake 
Branch,  for  the  Lake  Erie  Committee  Meeting, 
Great  Lakes  Fishery  Commission.  MNR  4271. 
ISSN  0835-3042 

A2691 

Lake  Huron  Management  Unit  annual  report. 

1994.  ii,  80,  xi  p.  : ill.,  maps.  MNR  50614. 
Includes  bibliographical  references. 

ISSN  1198-9637 

A2692 

Lake  of  the  Woods  Provincial  Park  = Parc  pro- 
vincial Lake  of  the  Woods.  Rev.  cl 995.  1 fold, 
sheet  : ill.  (some  col.),  col.  maps.  MNR  5577. 
ISBN  0-7778-3451-0 

A2693 

Lake  of  Two  Rivers  campground  : Algonquin 
Provincial  Park  = Terrain  de  camping  Lake  of 
Two  Rivers  : Parc  provincial  Algonquin.  Rev. 
cl 995. 1 fold,  sheet  : ill.,  1 col.  map.  MNR  5942. 
ISBN  0-7778-3920-2 

A2694 

Lake  on  the  Mountain  Provincial  Park  = Parc 
provincial  Lake  on  the  Mountain.  Rev.  c1995.  1 
fold,  sheet  : ill.  (some  col.),  col.  maps.  MNR  5573. 
ISBN  0-7778-3452-9 


A2695 

Lake  Ontario  Management  Unit  annual 
report.  1994.  1 v.  (various  pagings)  : ill.,  maps. 
“Prepared  for  the  Lake  Ontario  Committee 
Meeting,  Great  Lakes  Fishery  Commission”. 
Continues:  Lake  Ontario  Fisheries  Unit  annual 
report.  Includes  bibliographical  references. 

A2696 

Lake  Simcoe  environmental  management 
strategy.  Mar.  1995.  2 p.  on  1 sheet.  (Fact  sheet 
= Actualités). 

A2697 

Lake  Simcoe  fishing  report.  Winter  1995-fall 
1995.  4 no.  On  cover:  Resources  report  = Rap- 
port sur  les  ressources 

A2698 

Lake  Simcoe  littoral  zone  study,  1994  : areas 
4A  and  5,  Barrie  to  Carthew  Bay  : volume  1- 
summary  report,  appendices  A,  B and  C /Trevor 
Middel,  Krista  Barfoot  and  Kim  Seeger.  [1995?]. 
iv,  61,  [15]  p.  : ill.,  maps,  1 form.  (Lake  Simcoe 
Fisheries  Assessment  Unit  report  ; 1995-2). 
Includes  bibliographical  references. 

A2699 

Lake  Superior  Management  Unit  : QUIK 
reports.  1994.  1 v.  (various  pagings)  : ill.,  maps. 
Continues:  Lake  Superior  Fisheries  Unit  : reports. 

A2700 

Lake  Superior  Provincial  Park  = Parc  provin- 
cial du  lac  Supérieur.  [1995].  15,  [1]  p.  : ill.  (some 
col.),  col.  maps.  Cover  title.  “Published  by  the 
Niijkiwenhwag-Friends  of  Lake  Superior  Park  in 
co-operation  with  the  ...  Ministry”.  MNR  4141. 
ISSN  0838-5068 

A2701 

Lake  Superior  Provincial  Park  management 
plan.  c1995.  iv,  33  p.  : ill.,  maps  (some  col.).  One 
col.  map  on  1 fold,  sheet  inserted.  MNR  4140-4. 
Issued  also  in  French  under  title:  Plan  de  gestion 
du  parc  provincial  du  lac  Supérieur.  Includes  bib- 
liographical references. 

ISBN  0-7778-0990-7 

A2702 

Land  use  patterns  on  the  Oak  Ridges  Mor- 
aine area  within  the  Greater  Toronto  Area. 

Dec.  1994.  60,  [1]  p.  (some  fold.)  : maps.  (Back- 
ground study  to  the  Oak  Ridges  Moraine  area 
study  ; no.  1).  “Prepared  for  the  Oak  Ridges 
Moraine  Technical  Working  Committee”.  In- 
cludes bibliographical  references.  Issued  by 
Greater  Toronto  Area  District. 

A2703 

Larder  River  Provincial  Park  preliminary 
management  plan.  c1995.  [5],  43,  [2]  p.  : ill., 
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1 form,  maps  (some  fold.).  Includes  summary  in 
French.  MNR  4162. 

ISBN  0-7729-4292-7 

A2704 

Leslie  M.  Frost  Natural  Resources  Centre  : 
50th  anniversary.  Apr.  1995.  2 p.  on  1 sheet. 
(Fact  sheet  = Actualités). 

A2705 

A life  science  inventory  of  the  Salmon  River 
Alvar  area  of  natural  and  scientific  interest  / 

Todd  Norris.  1994.  v,  68  p.  : maps.  Two  maps  on 

2 fold,  sheets  in  pocket.  MNR  50674.  Includes 
bibliographical  references. 

ISBN  0-7778-3874-5 

A2706 

List  of  timber  management  plans  being  initi- 
ated and  under  preparation  in  1995.  [1995?]. 
[3]  p.  : 1 map.  Caption  title.  Issued  also  in  French 
under  title:  Liste  des  plans  de  gestion  du  bois 
amorcés  et  en  cours  d’élaboration  en  1995. 

A2707 

MacGregor  Point  Provincial  Park  : information 
guide.  1995.  32  p.  : ill.,  col.  maps.  Cover  title. 
MNR  5992. 

ISSN  0835-5037 

A2708 

Mammals  / compiled  by  Donald  A.  Sutherland. 
“Draft”.  Nov.  1994.  9,  [2]  p.  : 1 form.  Title  from 
cover.  At  head  of  title:  Natural  heritage 
resources  of  Ontario.  Caption  title:  Ontario  Natu- 
ral Heritage  Information  Centre  list  of  the  mam- 
mals of  Ontario.  Includes  bibliographical  refer- 
ences. Issued  by  Ontario  Natural  Heritage 
Information  Centre. 

A2709 

Management  options  for  old-field  sites  in 
southern  Ontario  : guidelines  and  literature 
review  / Geomatics  International  Inc.  ; B.  David- 
son, S.  Strobl,  editors.  [1995].  v,  78  p.  : maps. 
(Technical  report  ; TR-009).  “Cette  publication 
spécialisée  n’est  disponible  qu’en  anglais.” 
MNR  50772.  Includes  bibliographical  refer- 
ences. Issued  by  Southern  Region  Science  & 
Technology  Transfer  Unit. 

ISBN  0-7778-4590-3 

A2710 

Managing  young  hardwood  stands  for 
sawlog  production.  c1994.  [4]  p.  : ill.  (Extension 
notes,  ISSN  1198-3744).  Caption  title.  Co- 
published by  LandOwner  Resource  Centre. 
“Agdex  325”.  MNR  50515.  Issued  also  in  French 
under  title:  Gestion  de  jeunes  peuplements  de 
feuillus  pour  produire  des  billes  de  sciage. 
Includes  bibliographical  references. 


A2711 

Mapping  Ontario’s  forests  : the  forest 
resources  inventory  [videorecording].  [1994?]. 

1 videocassette  (12  min.)  : sd.,  col.  with  b&w 
sequences.  Title  from  label.  Produced  by  Video 
Memories.  Issued  by  Natural  Resources  Inven- 
tory Section. 

A2712 

The  Massasauga  Provincial  Park.  1995. 12  p.  : 
ill.,  1 col.  map.  Cover  title.  MNR  50508. 

ISSN  1198-3337 

A2713 

May  is  rabies  awareness  month.  Feb.  1995. 

2 p.  on  1 sheet.  (Fact  sheet  = Actualités). 

A2714 

May  is  rabies  awareness  month.  May  1995.  2 
leaves.  Caption  title.  At  head  of  title:  Rabies. 
Issued  also  in  French  under  title:  Mai  : mois  de 
sensibilisation  à la  rage. 

A2715 

McRae  Point  Provincial  Park  = Parc  provincial 
McRae  Point,  cl 995.  1 fold,  sheet  : ill.  (some 
col.),  col.  maps.  MNR  5533. 

ISBN  0-7778-3453-7 

A2716 

Metro  Toronto  waterfront  fish  communities  : 
summary  and  assessment,  1989-1993  / 

Richard  H.  Strus.  Nov.  1994.  50,  [20]  p.  : ill., 
maps.  “Metro  Toronto  Remedial  Action  Plan”. 
“Cette  publication  technique  n’est  disponible 
qu’en  anglais.”  MNR  50646.  Includes  biblio- 
graphical references.  Issued  by  Greater  Toronto 
Area  District. 

A2717 

Mew  Lake  campground  : Algonquin  Provin- 
cial Park  = Terrain  de  camping  Mew  Lake  : Parc 
provincial  Algonquin.  Rev.  c1995. 1 fold,  sheet  : 
ill.,  1 col.  map.  MNR  5939. 

ISBN  0-7778-3919-9  (corr.) 

A2718 

Middle  Falls  Provincial  Park  = Parc  provincial 
Middle  Falls.  Rev.  c1995. 1 fold,  sheet  : ill.  (some 
col.),  col.  maps.  MNR  5572. 

ISBN  0-7778-3473-1 

A2719 

Ministry  of  Natural  Resources  statement  of 
environmental  values.  [1995].  12  p.  Cover  title. 
At  head  of  title:  Environmental  Bill  of  Rights. 
MNR  50725.  Issued  also  in  French  under  title: 
Ministère  des  richesses  naturelles  : déclarations 
sur  les  valeurs  environnementales. 

ISBN  0-7778-4308-0 

A2720 

Minnesing  Mountain  Bike  Trail  : Algonquin 
Provincial  Park  = Piste  cyclable  Minnesing  : 
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Parc  provincial  Algonquin.  [Rev.].  c1995.  1 fold, 
sheet  : 1 map.  MNR  4859. 

ISBN  0-7778-4121-5 

A2721 

Missinaibi.  [1995].  3,  [3],  2 p.  : ill.,  maps.  Caption 
title.  At  head  of  title:  Missinaibi  Provincial  Park. 
Text  in  English  and  French  with  French  text  on 
inverted  pages.  Title  on  added  t.p.:  Missinaibi. 
MNR  4324. 

ISBN  0-7778-3969-5 

A2722 

Mixedwood  silviculture  : managing  forest 
diversity  : Mixedwood  Silviculture  Program, 
Ontario  Forest  Research  Institute,  Sault  Ste. 
Marie,  Ontario.  c1995.  13  p.  : ill.  MNR  50584-1. 
Issued  by  the  Ontario  Forest  Research  Institute. 
ISBN  0-7778-4179-7 

A2723 

MNR  and  education.  [Rev.].  Feb.  1995.  5 p. 
(Fact  sheet  = Actualités).  Caption  title.  Issued 
also  in  French  under  title:  Les  programmes 
éducatifs  du  MRN. 

A2724 

MNR’s  move  to  Peterborough.  [Rev.].  Apr. 
1995.  2 p.  on  1 sheet.  (Fact  sheet  = Actualités). 

A2725 

Moose  hunter’s  fact  sheet.  1995.  [14, 14]  p.  : ill., 
forms,  ports.  Title  on  added  t.p.:  Actualités  de  la 
chasse  à l’orignal.  Text  in  English  and  French 
with  French  text  on  inverted  pages.  MNR  4296. 
ISSN  0843-7580 

A2726 

Mosses  / compiled  by  Michael  J.  Oldham. 
“Draft”.  Nov.  1994.  23,  [2]  p.  : 1 form.  Title  from 
cover.  At  head  of  title:  Natural  heritage 
resources  of  Ontario.  Caption  title:  Ontario  Natu- 
ral Heritage  Information  Centre  list  of  the 
mosses  of  Ontario.  Includes  bibliographical  ref- 
erences. Issued  by  Ontario  Natural  Heritage 
Information  Centre. 

A2727 

Moving  toward  ecosystem  management  in 
Centrai  Region  : proceedings  of  the  1992  Cen- 
* tral  Region  Timber/Wildlife  Workshop  / compiled 
by  Brian  Naylor,  Al  Corlett  and  Ken  Morrison. 
Oct.  1994.  1 v.  (various  pagings)  : ill.,  1 map. 
(Technical  report  ; no.  39).  “Funding  for  this  pro- 
ject has  been  provided  in  part  by  the  Northern 
Ontario  Development  Agreement,  Northern  For- 
estry Program.”  MNR  50661.  Includes  biblio- 
graphical references.  Issued  by  Central  Region 
Science  and  Technology. 

A2728 

Murphys  Point  Provincial  Park  = Parc  provin- 
cial Murphys  Point.  Rev.  c1995. 1 fold,  sheet  : ill. 
(some  col.),  col.  maps.  MNR  5772. 

ISBN  0-7778-3454-5 


A2729 

Nagagamisis  Provincial  Park  = Parc  provincial 
Nagagamisis.  Rev.  c1995.  1 fold,  sheet  : ill. 
(some  col.),  col.  maps.  MNR  5581. 

ISBN  0-7778-3455-3 

A2730 

Name  that  fish!  [1993?].  [2]  p.  on  1 sheet  : ill.  Text 
in  English  and  French  with  French  text  on  verso. 
Title  on  verso:  Comment  s’appelle  ce  poisson? 

A2731 

Natural  channel  systems  : an  approach  to 
management  and  design.  June  1994. 103  p.  (1 
fold.)  : ill.  “Cette  publication  spécialisée  n’est  dis- 
ponible qu’en  anglais.”  MNR  50525.  Includes 
bibliographical  references. 

ISBN  0-7778-2669-0 

A2732 

Nearshore  community  index  netting.  [1994?].  [3] 
leaves  : ill.  (Fact  sheet  = Actualités).  Caption  title. 

A2733 

The  NFP  newsline.  Vol.  3,  no.  1 (1995).  ill.  Semi- 
annual. Caption  title.  “A  Northern  Forestry  Pro- 
gram newsletter”.  Co-published  by  Canadian 
Forest  Service  of  Natural  Resources  Canada. 
Issued  also  in  French  under  title:  Info  PFN. 
ISSN  1192-6724 

A2734 

North  Beach  Provincial  Park  = Parc  provincial 
North  Beach.  Rev.  cl 995. 1 fold,  sheet  : ill.  (some 
col.),  col.  maps.  MNR  5571. 

ISBN  0-7778-3456-1 

A2735 

Northwest  Region  Natural  Resource  Centre  : 
natural  resource  education  programs  refer- 
ence guide,  1995.  [1995].  i,  22  p.  : ill.,  maps. 
Cover  title.  “Funding  for  this  project  has  been 
provided  through  the  Northern  Ontario  Develop- 
ment Agreement,  Northern  Forestry  Program.” 
“Cette  publication  spécialisée  n’est  disponible 
qu’en  anglais.”  Co-published  by  Natural 
Resources  Canada,  Canadian  Forest  Service. 
MNR  50662.  Issued  by  Northwest  Region  Sci- 
ence and  Technology. 

ISBN  0-7778-3750-1 

A2736 

Northwest  Science  and  Technology  work 
plan.  1995/96.  1 v.  (various  pagings).  Title  var- 
ies. “Funding  for  the  printing  of  this  publication 
has  been  made  available  through  the  Northern 
Ontario  Development  Agreement,  Northern  For- 
estry Program.”  “Cette  publication  spécialisée 
n’est  disponible  qu’en  anglais.”  Co-published  by 
Natural  Resources  Canada,  Canadian  Forest 
Service.  MNR  4666.  Issued  by  Northwest  Sci- 
ence and  Technology. 

ISSN  1182-4506 
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A2737 

The  Oak  Ridges  Moraine  strategy  for  the 
Greater  Toronto  Area  : an  ecosystem  approach 
for  long-term  protection  and  management  / by 
the  Oak  Ridges  Moraine  Technical  Working 
Committee.  Nov.  1994.  vi,  133  p.  (some  fold.)  : 
ill.,  maps.  MNR  50535.  Issued  by  Oak  Ridges 
Moraine  Technical  Working  Committee  and  Oak 
Ridges  Moraine  Citizens’  Advisory  Committee. 
ISBN  0-7778-3601-7 

A2738 

Oak  Ridges  Moraine  trail  study  : phase  I - 
inventory  mapping  / Metropolitan  Toronto  & 
Region  Conservation  Authority.  Dec.  1994.  18, 
[1]  p.  (1  fold.)  : maps.  (Background  study  to  the 
Oak  Ridges  Moraine  area  study  ; no.  9).  “Pre- 
pared for  The  Oak  Ridges  Moraine  Technical 
Working  Committee”.  One  map  on  1 fold,  sheet 
in  pocket. 

A2739 

Oastler  Lake  Provincial  Park.  1995.  9,  [3]  p.  : 

ill.,  maps  (1  col.).  Cover  title.  MNR  4831. 

ISSN  1188-6390 

A2740 

Obabika  Lake  North  old  growth  forest.  Feb. 
1995.  3,  [2]  p.  : maps.  (Fact  sheet  = Actualités). 
Caption  title.  Issued  also  in  French  under  title: 
Forêt  ancienne  du  lac  Obabika  Nord. 

A2741 

Obatanga.  Rev.  [1995].  5,  3 p.  : ill.,  maps.  Cap- 
tion title.  At  head  of  title:  Obatanga  Provincial 
Park.  Text  in  English  and  French  with  French  text 
on  inverted  pages.  Title  on  added  t.p.: 
Obatanga.  MNR  50317. 

ISBN  0-7778-3937-0 

A2742 

Obatanga  Provincial  Park  = Parc  provincial 
Obatanga.  Rev.  c1995.  1 fold,  sheet  : ill.,  col. 
maps.  MNR  5705. 

ISBN  0-7778-3457-X 

A2743 

On  line  to  central  Ontario  science  & technol- 
ogy developments.  Winter  1995.  ill.  Caption 
title.  MNR  4778. 

ISSN  1183-756X 

A2744 

On  line  to  northwestern  Ontario.  Vol.  6,  no.  3 
(Jan.  1995)-v.  7,  no.  1 (Apr.  1995).  ill.  Quarterly. 
Caption  title.  “Canada  Ontario  Northern  Ontario 
Development  Agreement,  Forestry”.  MNR  4745. 
Issued  by  Northwest  Region  Science  and  Tech- 
nology. 

ISSN  1192-9847 


A2745 

Ontario  community  forestry  pilot  project  : 
lessons  learned  1991-1994  : taking  stock  of 
Ontario’s  community  forestry  experience  / 
Community  Forestry  Group.  Jan.  1995.  71, 
[50]  p.  : ill.,  1 map.  Project  leader:  Stephen 
Harvey.  “Cette  publication  spécialisée  n’est  dis- 
ponible qu’en  anglais”.  MNR  50643. 

ISBN  0-7778-3632-7 

A2746 

Ontario  Growth  and  Yield  Program  quality 
assurance  procedures  for  permanent  sam- 
ple plots  / by  J.  Kerley  ...  [et  al.].  c1995.  9 p.  : 
forms.  (Forest  research  information  paper,  ISSN 
0319-9118  ; no.  121).  “Cette  publication  scientifi- 
que n’est  disponible  qu’en  anglais.”  MNR  50671 . 
Includes  bibliographical  references.  Issued  by 
Ontario  Forest  Research  Institute. 

ISBN  0-7778-3832-X 

A2747 

Ontario  Natural  Heritage  Information  Centre 
newsletter.  Vol.  2,  no.  1 (winter  1995)-v.  2,  no.  3 
(fall  1995).  ill.  Caption  title.  Title  varies  slightly. 
Includes  bibliographical  references. 

A2748 

Ontario  provincial  parks  guide  = Ontario 
parcs  provinciaux,  guide.  1995.  63  p.  : ill.,  col. 
maps.  Annual.  Cover  title.  Title  varies.  MNR 
5403. 

ISSN  0828-1920 

Pub.  Ont.  005707  D Out-of-print 

A2749 

Ontario  provincial  parks  : statistics  = Parcs 
provinciaux  de  l’Ontario  : statistiques.  1994. 
78  p.  : ill.,  1 map.  Annual.  Chiefly  tables.  MNR 
5628. 

ISSN  0704-2094 
A2750 

Ontario  Raccoon  Rabies  Task  Force.  Apr. 
1995.  3 leaves.  Caption  title.  At  head  of  title: 
Rabies.  Issued  also  in  French  under  title: 
Groupe  de  travail  sur  la  rage  du  raton  laveur  en 
Ontario. 

A2751 

Ontario  Wetland  Evaluation  System  : south- 
ern manual  : covering  Hill’s  site  regions  6 and  7. 
3rd  ed.,  rev.  May  1994. 1 v.  (various  pagings)  : ill., 
forms,  maps.  (NEST  technical  manual,  ISSN 
1192-8484  ; TM-002).  “Cette  publication  spé- 
cialisé [sic]  n’est  disponible  qu’en  anglais”.  MNR 
50254-1.  Includes  bibliographical  references. 

A2752 

Ontario’s  1994  experimental  airboat  duck 
banding  project/by  J.  Chris  Davies,  Richard  C. 
Brust,  Carl  Ferguson.  Feb.  1995.  7 p.  : ill.  (NEST 
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information  report,  ISSN  1192-9782  ; IR-019). 
“Cette  publication  spécialisée  n’est  disponible 
qu’en  anglais”.  MNR  50669.  Issued  by  North- 
east Science  & Technology. 

ISBN  0-7778-3823-0 

A2753 

Oshki.  Vol.  1,  no.  4 (Mar.  1995)-v.  3,  no.  2 (Oct. 
1995).  ill.  Three  times  per  year.  Caption  title. 
“The  Northeast  Science  & Technology  technical 
newsletter”.  MNR  3022.  “Canada  Ontario  North- 
ern Ontario  Development  Agreement,  Forestry”. 
Issued  by  the  Ministry,  Northeast  Science  and 
Technology,  60  Wilson  Ave.,  2nd  fl.,  Timmins 
P4N  2S7. 

ISSN  1192-7089 

A2754 

Osprey  management  guidelines  in  north- 
eastern Ontario  : a review/ by  Robert  G.  D’Eon 
and  W.  Robert  Watt.  Nov.  1994.  22  p.  : ill.  (NEST 
technical  report,  ISSN  1192-8182  (corr.)  ; 
TR-018).  “Funding  for  the  publication  of  this 
Technical  Report  has  been  provided  through  the 
Northern  Ontario  Development  Agreement 
(NODA),  Northern  Forestry  Program.”  “Cette 
publication  spécialisée  n’est  disponible  qu’en 
anglais”.  Co-published  by  Natural  Resources 
Canada,  Canadian  Forest  Service.  MNR  50425. 
Includes  bibliographical  references.  Issued  by 
Northeast  Science  and  Technology. 

ISBN  0-7778-3257-7 

A2755 

Our  shared  resources  : planning  together  for 
the  future  : summary  of  ministry  recommen- 
dations. Mar.  1995.  6 p.  Running  title:  Summary 
of  ministry  recommendations.  Issued  also  in 
French  under  title:  Nos  ressources  : planifions 
ensemble  pour  l’avenir  : résumé  des  recomman- 
dations du  ministère. 

A2756 

Our  shared  resources  : planning  together  for 
the  future  : the  planning  system  review  min- 
istry recommendations.  Mar.  1995.  40  p.  Run- 
ning title:  The  planning  system  review  ministry 
recommendations.  “Cette  publication  spécial- 
isée n’est  disponible  qu’en  anglais”. 

A2757 

An  overview  of  ecology  of  red  and  white  pine 
old-growth  forests  in  Ontario /T.P.  Clark,  A H. 
Perera.c1995. 29  p.  : ill.,  maps.  (Forest  fragmen- 
tation and  biodiversity  project  report  ; no.  18).  At 
head  of  title:  Forest  Landscape  Ecology  Pro- 
gram. “Cette  publication  scientifique  n’est  dis- 
ponible qu’en  anglais.”  MNR  4938.  Includes  bib- 
liographical references.  Issued  by  the  Ontario 
Forest  Research  Institute. 

ISBN  0-7778-3737-4 


A2758 

Overview  of  forestry  applications  for  the  Ford 
Versatile  tractor  / Kevin  Ride  and  F.  Wayne  Bell. 
c1995.  7,  [1]  p.  : ill.  (Forest  research  note,  ISSN 
0381-2650  ; no.  52).  Caption  title.  “VMAP  : Vege- 
tation Management  Alternatives  Program”.  “Cette 
publication  scientifique  n’est  pas  [sic]  disponible 
qu’en  anglais.”  MNR  50618.  Includes  bibliograph- 
ical references.  Issued  by  Ontario  Forest 
Research  Institute. 

A2759 

Pakwash  Provincial  Park  : interim  manage- 
ment statement,  cl 994.  12  leaves  : maps. 
Cover  title.  MNR  3230-1.  Includes  bibliographi- 
cal references. 

ISBN  0-7778-3900-8 

A2760 

Parc  provincial  Fitzroy  : guide  d’information 

= Fitzroy  Provincial  Park  : information  guide. 
[1995].  15,  [1]  p.  : ill.,  col.  maps.  Cover  title. 
ISSN  1201-8260 

A2761 

Park  news  : Lake  of  the  Woods.  [1995].  [4]  p.  : 
ill.  Caption  title.  “Pelican  press”. 

A2762 

Park  notes.  Vol.  1 , no.  1 (summer  1995).  ill.  Cap- 
tion title. 

ISBN  0-7778-4304-9  (corr.) 

A2763 

Parks  Ontario  and  persons  with  disabilities. 

June  1995. 4 p.  (Resources  report  = Rapport  sur 
les  ressources).  Caption  title.  Issued  also  in 
French  under  title:  Les  parcs  provinciaux  de 
l’Ontario  et  les  personnes  ayant  un  handicap. 

A2764 

Partnerships  for  community  involvement  in 
forestry  : a comparative  analysis  of  com- 
munity involvement  in  natural  resource  man- 
agement / prepared  by  Anthony  Usher  Planning 
Consultant ...  [et  al.].  Nov.  1994.  290,  [1]  p.  “Pre- 
pared for  Community  Forestry  Project”.  “Cette 
publication  n’est  disponible  qu’en  anglais”.  MNR 
50644.  Includes  bibliographical  references. 
ISBN  0-7778-3631-9 

A2765 

Partnerships  for  community  involvement  in 
forestry  : a comparative  analysis  of  com- 
munity involvement  in  natural  resource  man- 
agement : part  1,  overview  / prepared  by 
Anthony  Usher  Planning  Consultant  ...  [et  al.]. 
Nov.  1994. 31  p.  : maps.  “Prepared  for  Communi- 
ty Forestry  Project”.  “Cette  publication  n’est  dis- 
ponible qu’en  anglais”.  MNR  50645. 

ISBN  0-7778-3643-2 
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A2766 

Peck  Lake  trail  : ecology  of  an  Algonquin  lake  / 
text  by  Dan  Strickland  ; drawings  by  Howard 
Coneybeare.  [Rev.].  1995.  [18]  p.  : ill.,  1 map. 
Cover  title.  Issued  also  in  French  under  title: 
Sentier  Peck  Lake.  MNR  4568. 

ISBN  1 -895709-1 3-X 

A2767 

Pennock  Creek  Trail.  [1995?].  44,  16  p.  : ill., 
maps.  Cover  title.  Text  in  English  and  French 
with  French  text  on  inverted  pages.  Title  on  add- 
ed t.p.:  Sentier  du  ruisseau  Pennock.  MNR 
50629. 

ISBN  0-7778-3411-1 
A2768 

A pictorial  history  of  Algonquin  Provincial 
Park  / by  Ron  Tozer  and  Dan  Strickland.  Rev. 
1995.  48  p.  : ill.  Co-published  by  Friends  of 
Algonquin  Park.  Includes  bibliographical  refer- 

pnppQ 

ISBN  1-895709-15-6 
A2769 

Pigeon  Lake  walleye  transfers  from  Bob- 
cay  geon  to  Omemee,  1989-1992  / prepared  by 
Larry  Little.  Jan.  1993.  ii,  12  leaves  : ill.,  maps. 
(KLFAU  report  ; 1993-2). 

A2770 

Pinery  Provincial  Park  : information  guide. 

1995. 32  p.  : ill.,  maps  (1  col.).  Covertitle.  Subtitle 
varies.  MNR  5965. 

ISSN  0825-5806 

A2771 

Planning  a school  tree  plant.  c1995.  [4]  p.  : ill. 
(Extension  notes,  ISSN  1198-3744).  Caption 
title.  Co-published  by  LandOwner  Resource 
Centre.  “Agdex  322”.  MNR  50515.  Issued  also  in 
French  under  title:  Projet  scolaire  de  plantation 
d’arbres. 

A2772 

Planning  for  tree  planting.  c1995.  [4]  p.  : ill. 
(Extension  notes,  ISSN  1198-3744).  Caption 
title.  Co-published  by  LandOwner  Resource 
Centre.  “Agdex  322”.  MNR  50515. 

A2773 

Pog  Lake  campground  : Algonquin  Provin- 
cial Park  = Terrain  de  camping  Pog  Lake  : Parc 
provincial  Algonquin.  Rev.  c1995.  1 fold,  sheet  : 
ill.,  1 col.  map.  MNR  5945. 

ISBN  0-7778-3922-9 

A2774 

Point  Farms  Provincial  Park  = Parc  provincial 
Point  Farms.  Rev.  c1995. 1 fold,  sheet  : ill.  (some 
col.),  col.  maps.  MNR  5773. 

ISBN  0-7778-3458-8 


A2775 

Policy  framework  for  sustainable  forests. 

cl 995.  6,  6 p.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  Plan  d’action  pour  la  durabilité  des  forêts. 
MNR  50726. 

ISBN  0-7779-4315-3 

A2776 

Port  Burwell  Provincial  Park  : information 
guide.  1995. 31  p.  : ill.,  maps.  Annual.  Covertitle. 
MNR  4431.  Title  varies. 

ISSN  1183-496X 

A2777 

Precious  values  / prepared  by  Hardy  Steven- 
son and  Associates  Limited.  Dec.  1994.  38, 
[14]  p.  “Prepared  for  Forest  Values,  Sustainable 
Forestry  Program”.  On  cover:  A report  by  the 
Colloquium  on  Non-Commercial  Forest  Values. 
“Cette  publication  n’est  disponible  qu’en 
anglais.”  MNR  50696.  Includes  bibliographical 
references. 

ISBN  0-7778-3965-2 

A2778 

Predicting  moose  population  size  using  har- 
vest survey  information  / by  Patty  Hogg  ...  [et 
al.].  June  1995.  7 p.  : ill.  (NEST  technical  report, 
ISSN  1192-8182  ; TR-021).  Cover  title.  “Funding 
for  the  printing  of  this  publication  has  been  made 
available  through  the  Northern  Ontario  Develop- 
ment Agreement  (NODA),  Northern  Forestry  Pro- 
gram.” “Cette  publication  spécialisée  n’est  dis- 
ponible qu’en  anglais”.  Co-published  by  Natural 
Resources  Canada,  Canadian  Forest  Service. 
MNR  50706.  Includes  bibliographical  references. 
Issued  by  Northeast  Science  and  Technology. 
ISBN  0-7778-4085-5 

A2779 

Prediction  of  spray  deposition  and  drift  from 
the  Algonquin  airblast  sprayer /by  R.B.  Brown 
and  M.M.  Sidahmed.  Aug.  1994.  iv,  53  leaves  : ill. 
On  cover:  VMAP  : Vegetation  Management  Alter- 
natives Program.  Co-published  by  University  of 
Guelph.  Includes  bibliographical  references. 
Issued  by  Ontario  Forest  Research  Institute. 

A2780 

Prescribed  burn  program  review,  1995. 

[1995],  17,  [63]  p.  : ill.  (some  col.),  1 form,  maps. 
Covertitle.  Executive  summary  inserted.  Issued 
also  in  French  under  title:  Examen  du  pro- 
gramme de  brûlage  dirigé,  1995.  Includes  biblio- 
graphical references. 

A2781 

Prescribed  burn  review  team.  Oct.  1995.  1 
sheet.  (Fact  sheet  = Actualités).  Issued  also  in 
French  under  title:  Groupe  d’étude  sur  les 
brûlages  dirigés. 
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A2782 

A presettlement  fire  history  in  an  oak-pine 
forest  near  Basin  Lake,  Algonquin  Park, 
Ontario  / by  Richard  P.  Guyette  and  Daniel  C. 
Dey.  cl 995.  iii,  7 p.  : ill.  (Forest  research  report, 
ISSN  0381-3924  ; no.  132).  “Cette  publication 
scientifique  n’est  disponible  qu’en  anglais.” 
MNR  50729.  Includes  bibliographical  refer- 
ences. Issued  by  the  Ontario  Forest  Research 
Institute. 

ISBN  0-7778-4131-2 
A2783 

The  Presqu’île  lighthouse  : its  history  and  its 
keepers  / [by  Myron  McShane].  1994.  32  p.  : ill., 
maps.  Co-published  by  Friends  of  Presqu’île 
Park. 

ISBN  1-895785-04-9 
A2784 

Presqu’île  Provincial  Park  : facilities,  ser- 
vices and  programmes.  1995. 11,  [1]  p.  : ill.,  col. 
maps.  Annual.  Cover  title.  MNR  3325. 

ISSN  0835-1554 

A2785 

Proceedings  of  the  Seed  & Stock  Gathering 

’94  : G.  Howard  Ferguson  Forest  Station,  Kem- 
ptville,  Ontario,  August  29,  30,  31, 1994.  [1995?]. 
[91]  p.  : ill.,  maps.  Cover  title:  Seed  & Stock  Gath- 
ering ’94. 

A2786 

A proposal  for  an  environmental  information 
partnership  in  the  Moose  River  Basin.  c1994. 
20  p.  : maps.  “Cette  publication  spécialisée  n’est 
disponible  qu’en  anglais.”  MNR  50393.  Includes 
bibliographical  references. 

ISBN  0-7778-3102-3 

A2787 

A prospectus  for  the  mixedwood  silviculture 
program  at  the  Ontario  Forest  Research 
Institute  /by  G.  Blake  MacDonald  and  David  H. 
Weingartner.  Dec.  1994.  16  p.  : ill.  (Forest 
research  information  paper,  ISSN  0319-9118  ; 
no.  116).  “Cette  publication  scientifique  n’est  dis- 
ponible qu’en  anglais.”  MNR  50550.  Includes 
bibliographical  references.  Issued  by  Ontario 
Forest  Research  Institute. 

ISBN  0-7778-2806-5 

A2788 

Protecting  trees  from  vole  damage,  cl 995. 
[4]  p.  : ill.  (Extension  notes,  ISSN  1198-3744). 
Caption  title.  Co-published  by  LandOwner 
Resource  Centre.  “Agdex  681”.  MNR  50515. 
Issued  also  in  French  under  title:  Protéger  les 
arbres  contre  les  campagnols.  Includes  biblio- 
graphical references. 


A2789 

Proven  steel  shot  loads  for  waterfowl.  Aug. 
1995.  [2]  p.  on  1 sheet.  “Reproduced  ...  with  per- 
mission from  CONSEP  and  U.S.  Fish  and  Wild- 
life Service.”  Text  in  English  and  French  with 
French  text  on  verso.  Title  on  verso:  Charges  de 
grenaille  d’acier  pour  la  chasse  au  gibier  d’eau. 

A2790 

Quetico  Provincial  Park.  Summer  1995. 16  p.  : 
ill.  (some  col.),  maps.  Cover  title. 

A2791 

Quetico  Provincial  Park  : revised  park  policy, 
1995.  [1995].  26  p.  : col.  maps.  Cover  title.  Run- 
ning title:  Revised  park  policy,  1995.  Co- 
published by  Lac  La  Croix  First  Nation.  MNR 
5388.  Includes  bibliographical  references. 

ISBN  0-7778-3958-X 

A2792 

Rabies-  protecting  your  family  and  your 
pets.  May  ,1995.  2 leaves.  Caption  title.  At  head 
of  title:  Rabies.  Issued  also  in  French  under  title: 
La  rage  du  raton  laveur-  protéger  votre  famille 
et  vos  animaux  domestiques. 

A2793 

The  rabies  reporter.  Vol.  5,  no.  4 (Mar.  1995)-v. 
6,  no.  3 (Nov.  1995).  Quarterly.  Caption  title.  Co- 
published by  Ministry  of  Health,  Agriculture  Can- 
ada and  Queens  University.  Issued  by  Rabies 
Research  Unit. 

ISSN  1186-8961 

A2794 

Raccoon  rabies  approaches  southern 
Ontario  : an  information/activity  package  for 
educators  of  intermediate  level  students  in 
Ontario  / Laura  S.  Bincik,  author  ; drawings  by 
Amy  J.  Wallner.  c1995.  v,  97,  [26]  p.  : ill.,  forms,  1 
map.  Title  from  cover.  Co-published  by  Ministry 
of  Health,  Ministry  of  Agriculture,  Food  and  Rural 
Affairs,  Ministry  of  Municipal  Affairs,  and  Agricul- 
ture and  Agri-Food  Canada.  With:  Rabies- 
protect  your  pets  now!  and:  Rabies-  it’s  not  wor- 
th the  risk.  MNR  50727.  Issued  also  in  French 
under  title:  La  rage  du  raton  laveur  menace  le 
sud  de  l’Ontario. 

ISBN  0-7778-4316-1 

A2795 

Raccoon  rabies -the  facts.  [Rev.].  May  1995. 2 
leaves.  Caption  title.  At  head  of  title:  Rabies. 
Issued  also  in  French  under  title:  La  rage  du 
raton  laveur-  les  faits. 

A2796 

Rainbow  Falls  Provincial  Park  = Parc  provin- 
cial Rainbow  Falls.  Rev.  cl 995. 1 fold,  sheet  : ill. 
(some  col.),  col.  maps.  MNR  5549. 

ISBN  0-7778-3459-6 
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A2797 

Rare  vascular  plants  / compiled  by  Michael  J. 
Oldham.  Nov.  1994.  48,  [2]  p.  : 1 form.  Title  from 
cover.  At  head  of  title:  Natural  heritage 
resources  of  Ontario.  Caption  title:  Ontario  Natu- 
ral Heritage  Information  Centre  list  of  the  rare 
vascular  plants  of  Ontario.  Includes  bibliographi- 
cal references.  Issued  by  Ontario  Natural 
Heritage  Information  Centre. 

A2798 

Recognizing  the  symptoms  of  raccoon 
rabies.  [Rev.].  May  1995.  2 leaves.  Caption  title. 
At  head  of  title:  Rabies.  Issued  also  in  French 
under  title:  Comment  reconnaître  les  symp- 
tômes de  la  rage  du  raton  laveur. 

A2799 

Red  oak.  cl 995.  [4]  p.  : ill.  (Extension  notes, 
ISSN  1198-3744).  Caption  title.  Co-published  by 
LandOwner  Resource  Centre  and  Sir  Sandford 
Fleming  College.  “Agdex  330”.  MNR  50515. 
Includes  bibliographical  references. 

A2800 

Red  oak  (Quercus  rubra  L.)  acorn  collection, 
nursery  culture  and  direct  seeding  : a litera- 
ture review  / by  Dan  Dey,  Marshall  Buchanan. 
c1995.  iv,  46  p.  : ill.  (Forest  research  information 
paper,  ISSN  0319-9118  ; no.  122).  “Funded  by 
the  Sustainable  Forestry  Initiative”.  “Cette  pub- 
lication scientifique  n’est  disponible  qu’en 
anglais.”  MNR  50689.  Includes  bibliographical 
references.  Issued  by  Ontario  Forest  Research 
Institute. 

ISBN  0-7778-3894-X 
A2801 

Red-shouldered  hawk  habitat  supply  analy- 
sis for  Bruton  and  Clyde  townships,  Algon- 
quin Park,  1990-2000  / Brian  Naylor ...  [et  al.]. 
May  1994.  i,  10  leaves  : ill.  (Technical  report  ; 
no.  34).  “Funding  for  this  project  has  been  pro- 
vided in  part  by  the  Northern  Ontario  Develop- 
ment Agreement,  Northern  Forestry  Program”. 
Co-published  by  Forestry  Canada.  Includes  bib- 
liographical references.  Issued  by  Central 
Region  Science  and  Technology. 

A2802 

Regeneration  pest  management  program 
1994  annual  report  / Sylvia  Greifenhagen, 
Glenna  Halicki  Hayden.  c1995.  21,  [1]  p.  Cover 
title:  Regeneration  pest  management  1994 
annual  report.  MNR  50686.  Issued  by  Ontario 
Forest  Research  Institute. 

ISBN  0-7778-3820-6 

A2803 

Regulations  to  be  made  under  Bill  171,  the 
Crown  Forest  Sustainability  Act,  1994.  “Draft”. 
Aug.  1994. 1 v.  (various  pagings).  Cover  title. 


A2804 

Remote  tourism  in  North  Algoma  : visitor  sur- 
vey 1991  / Wolfgang  Haider  and  Lisa  Carlucci. 
Feb.  1994.  xi,  186  p.  : ill.,  maps.  Two  survey  book- 
lets inserted.  Includes  bibliographical  references. 

A2805 

Report  of  the  provincial  representative, 
Moose  River  Basin  consultations  / by  David 
de  Launay.  Apr.  1992.  32  p.  : 1 map.  Running 
title:  Moose  River  Basin  consultations.  “Cette 
publication  spécialisée  n’est  disponible  qu’en 
anglais.”  MNR  50672. 

ISBN  0-7778-3853-2 

A2806 

Reptiles /compiled  by  Michael  J.  Oldham.  Nov. 
1994.  8,  [2]  p.  : forms.  Title  from  cover.  At  head  of 
title:  Natural  heritage  resources  of  Ontario.  Cap- 
tion title:  Ontario  Natural  Heritage  Information 
Centre  list  of  the  reptiles  of  Ontario.  Includes 
bibliographical  references.  Issued  by  Ontario 
Natural  Heritage  Information  Centre. 

A2807 

Resource  facts  : sustainable  forestry  is-  . 

[1995].  [4]  p.  : ill.,  1 map.  Caption  title.  MNR 
50708-1.  Issued  also  in  French  under  title: 
Ressources  actualités  : la  foresterie  durable 
c’est— 

ISBN  0-7778-4090-1 
A2808 

Restoring  shorelines  with  willows.  c1995. 
[4]  p.  : ill.  (Extension  notes,  ISSN  1198-3744). 
Caption  title.  Co-published  by  LandOwner 
Resource  Centre.  “Agdex  573”.  MNR  50515. 
Issued  also  in  French  under  title:  Remise  en  val- 
eur de  la  zone  riveraine  avec  des  saules.  Issued 
by  Southern  Region  Science  and  Technology 
Transfer  Unit. 

A2809 

A review  of  aquatic  invertebrates  studies  con- 
ducted in  the  Moose  River  Basin  / by  Wayne 
Fiset.  Aug.  1995.  vi,  49  p.  : ill.,  maps.  (NEST  tech- 
nical report,  ISSN  1192-8182  ; TR-024).  “Cette 
publication  spécialisée  n’est  disponible  qu’en  i 
anglais”.  MNR  50743.  Includes  bibliographical  \ 
references.  Issued  by  Northeast  Science  and  ? 
Technology,  Large  River  Ecosystem  Unit. 

ISBN  0-7778-4400-1 

A2810 

A review  of  the  mortality  of  caught  and 
released  fish  / M.J.  Powell,  R.  Hawkins.  I 
[1994?].  [11]  leaves.  Cover  title.  Includes  biblio-  I 
graphical  references. 

A2811 

Rideau  River  Provincial  Park  = Parc  provincial  j 
de  la  rivière  Rideau.  c1995.  1 fold,  sheet  : ill.  j 
(some  col.),  col.  maps.  MNR  5562. 

ISBN  0-7778-3460-X 
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A2812 

Rock  Lake  campground  : Algonquin  Provin- 
cial Park  = Terrain  de  camping  Rock  Lake  : Parc 
provincial  Algonquin.  Rev.  cl 995. 1 fold,  sheet  : 
ill.,  col.  maps.  MNR  5943. 

ISBN  0-7778-3924-5 

A2813 

Rock  Point  Provincial  Park  : visitor  informa- 
tion. 1995.  24  p.  : ill.,  1 map.  Annual.  Cover  title. 
Title  varies. 

A2814 

Rondeau  Provincial  Park  : information  guide. 

1995.  31  p.  : ill.,  maps  (1  col.).  Annual.  Covertitle. 
MNR  3351. 

ISSN  0825-6039 

A2815 

The  ruffe  : bad  news  for  Ontario’s  fisheries!  = 

La  grémille  : coup  dur  pour  les  pêches  en 
Ontario!  Rev.  c1995. 1 fold,  sheet  : ill.,  1 map.  Co- 
published by  Canadian  Coast  Guard  and  Ontario 
Federation  of  Anglers  & Hunters.  MNR  4858. 
ISBN  0-7778-3966-0 

A2816 

Ruffe  watch.  [1995?].  1 card  : ill.  (one  col.).  Co- 
published by  University  of  Minnesota  Sea  Grant 
Extension. 

A2817 

Sandbanks  Provincial  Park  : facilities,  ser- 
vices and  programmes.  1995. 13,  [3]  p.  : ill.,  col. 
maps.  Annual.  Cover  title.  MNR  3334. 

ISSN  0828-1211 

Pub.  Ont.  001547  * Free 

A2818 

Sandbar  Lake  Provincial  Park  = Parc  provin- 
cial Sandbar  Lake.  Rev.  c1995. 1 fold,  sheet  : ill. 
(some  col.),  maps.  MNR  5567. 

ISBN  0-7778-3474-X 

A2819 

Sauble  Falls  Provincial  Park  = Parc  provincial 
Sauble  Falls.  Rev.  c1995.  1 sheet  (fold.)  : ill. 
(some  col.),  col.  maps.  MNR  5556. 

ISBN  0-7778-3461-8 

A2820 

Sauble  Falls  Provincial  Park  : information 
guide.  1995.  28  p.  : ill.,  1 col.  map.  Cover  title. 
MNR  4139. 

ISSN  1180-422X 

A2821 

Scaling  manual.  “Draft”.  Aug.  1994. 121,  [40]  p. 
Cover  title. 

A2822 

Scaling  manual  : prepared  under  the  authority 
of  the  Crown  Forest  Sustainability  Act.  1st  ed. 
Feb.  1995.  xi,  124  p.  : ill.  Covertitle.  MNR  5430. 
Includes  bibliographical  references. 

ISBN  0-7778-3940-7 


A2823 

Science  & Technology  Unit  annual  report. 

1994/95.  28  p.  : ill.  (NEST  information  report, 
ISSN  1192-9782  ; IR-020).  Covertitle:  NEST  Sci- 
ence & Technology  annual  report.  “Canada- 
Ontario  Northern  Ontario  Development  Agree- 
ment, Forestry”.  “Cette  publication  spécialisée 
n’est  disponible  qu’en  anglais”.  Co-published  by 
Natural  Resources  Canada,  Canadian  Forest 
Service.  MNR  50469. 

ISSN  1198-130X 

A2824 

Science  & Technology  Unit  work  plan.  1995/ 
96.  May  1995.  34  p.  : ill.  (NEST  information 
report,  ISSN  1192-9782  ; IR-021).  “Cette  publica- 
tion spécialisée  n’est  disponible  qu’en  anglais”. 
“Canada  Ontario  Northern  Ontario  Development 
Agreement,  Forestry”.  Co-published  by  Natural 
Resources  Canada,  Canadian  Forest  Service. 
MNR  50325.  Issued  by  Northeast  Science  and 
Technology. 

ISSN  1197-5598 

A2825 

The  seedling  physiology  reporter.  Winter 
1995-summer  1995.  2 no.  ill.  Caption  title.  MNR 
50566.  Issued  by  Ontario  Forest  Research 
Institute. 

ISSN  1198-6425 

A2826 

Selecting  greenhouse  temperatures  to  con- 
trol black  spruce  and  jack  pine  seedling 
growth  : pocket  guide  / K.G.  Odium  and  R Ng. 
c1995.  36  p.  : col.  ill.  MNR  50707.  Issued  by  the 
Ontario  Forest  Research  Institute. 

ISBN  0-7778-4060-X 

A2827 

Serpent  Mounds  Provincial  Park  = Parc  pro- 
vincial Serpent  Mounds.  Rev.  c1995.  1 fold, 
sheet  : ill.  (some  col.),  col.  maps.  MNR  5532. 
ISBN  0-7778-3464-2 

A2828 

Serpent  Mounds  Provincial  Park  : facilities 
and  programmes.  1995.  7,  [1]  p.  ill.,  1 col.  map. 
Cover  title.  Subtitle  varies.  MNR  4418. 

ISSN  1181-6473 

A2829 

Serve  de  lar  a 286  espécies  de  aves,  abriga 
308  outras  qualidades  de  animais,  suporta 
3.320  géneros  de  plantas,  mas  nâo  é uma 
floresta  tropical.  [1995?].  1 sheet  (fold.)  : col.  ill. 

A2830 

Shebandowan  Lake  preliminary  manage- 
ment plan.  c1995.  iii,  27  p.  : maps.  MNR  3249-1. 
Includes  bibliographical  references. 

ISBN  0-7778-1648-2 
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A2831 

Shelter  cone  seeding  as  a regeneration 
option  on  high  productivity  sites  in  north- 
western Ontario  / by  R.E.  Whaley,  L.J.  Buse 
and  K.  Sas-Zmudsinski.  Feb.  1995.  vi,  25  p.  : ill., 
1 map.  (Technical  report,  ISSN  1192-8654  ; #84). 
“Cette  publication  spécialisée  n’est  disponible 
qu’en  anglais.”  Includes  bibliographical  refer- 
ences. Issued  by  Northwest  Region  Science  and 
Technology. 

ISBN  0-7778-3701-3 

A2832 

The  Shoals.  [1995].  [4]  p.  : 1 map.  Caption  title.  At 
head  of  title:  The  Shoals  Provincial  Park.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Title  on  added  t.p.:  The  Shoals.  MNR  4323. 
ISBN  0-7778-3968-7 

A2833 

The  Shoals  Provincial  Park  = Parc  provincial 
The  Shoals.  Rev.  c1995. 1 fold,  sheet  : ill.  (some 
col.),  maps.  MNR  5588. 

ISBN  0-7778-3464-2 

A2834 

Short-term  effects  of  hydroblasting  and 
increased  stream  flow  on  the  benthic  mac- 
roinvertebrate community  of  Lauzon  River  / 

by  Wayne  Fiset.  Aug.  1995.  iii,  20  p.  : ill.,  1 map. 
(NEST  technical  report,  ISSN  1192-8182  ; 
TR-022).  “Cette  publication  spécialisée  n’est 
disponible  qu’en  anglais”.  MNR  50735.  Includes 
bibliographical  references.  Issued  by  Northeast 
Science  and  Technology,  Large  River  Eco- 
system Unit. 

ISBN  0-7778-4369-2 

A2835 

Sibbald  Point  Provincial  Park  : information 
guide.  1995.  24  p.  : ill.,  maps  (1  col.).  Cover  title. 
MNR  50301. 

ISSN  1198-3892 

A2836 

Silt,  turbidity  and  suspended  sediments  in 
the  aquatic  environment  : an  annotated  bibli- 
ography and  literature  review  / S.J.  Kerr.  [1995]. 
iii,  277  p.  (Technical  report  ; TR-008).  “Cette 
publication  spécialisée  n’est  disponible  qu’en 
anglais.”  MNR  50745.  Issued  by  Southern 
Region  Science  & Technology  Transfer  Unit. 
ISBN  0-7778-4437-0 

A2837 

A simplified  version  of  sample  size  deter- 
mination for  roving  creel  surveys  / Rick 
Stronks.  [1994?].  4 p.  : ill.  (FAU  network  report  ; 
1994-2).  Includes  bibliographical  references. 

A2838 

Six  Mile  Lake  Provincial  Park.  1995.  8 p.  : ill.,  1 
col.  map.  Cover  title. 


A2839 

Sleeping  Giant  Provincial  Park.  1995.  [8]  p.  : ill.  | 
(some  col.),  1 map.  Annual.  Caption  title.  Co-  j 
published  by  Friends  of  the  Sleeping  Giant. 

A2840 

Sleeping  Giant  Provincial  Park  = Parc  provin- 
cial Sleeping  Giant.  Rev.  cl 995. 1 sheet  (fold.)  : 
ill.  (some  col.),  col.  maps.  MNR  5687. 

ISBN  0-7778-3463-4 

A2841 

Southern  Ontario  forest  genetics  program 
questionnaire  results  / prepared  by  Southern 
Ontario  Forest  Genetics  Group.  [1994?].  14, 
[46]  p.  : ill.,  1 form,  1 map. 

A2842 

SPOF  II  : sustaining  Ontario’s  fisheries  : a 
progress  report  on  the  Strategic  Plan  for 
Ontario’s  Fisheries.  [1995].  1 fold,  sheet  : ill. 
Text  in  English  and  French  with  French  text  on 
verso.  Title  on  verso:  PAPO  II  : pour  la  durabilité 
des  pêches  de  l’Ontario  : rapport  d’étape  sur  le 
Plan  d’aménagement  des  pêches  de  l’Ontario. 
MNR  50593. 

ISBN  0-7778-3729-3 

A2843 

Sport  fishing  regulations  : summary.  1995.  vi, 

55  p.  : ill.,  maps.  At  head  of  title:  Ontario.  Cover 
title.  Title  varies.  MNR  5439.  Issued  also  in 
French  under  title:  Règlements  de  la  pêche 
sportive  : résumé. 

ISSN  0840-951 X (corr.) 

A2844 

Spring  fishing  for  rainbow  trout.  Jan.  1995. 

[3]  p.  (Fact  sheet  = Actualités).  Caption  title. 

A2845 

Springwater  Provincial  Park  management 
plan,  cl 994.  v,  16  p.  : maps.  MNR  4388-1. 
Includes  bibliographical  references. 

ISBN  0-7778-3148-1 

A2846 

Status  and  outlook  for  the  major  commercial 
fish  species  of  Lake  Huron  / S.R.  Gile  and  L.C.  ! 
Mohr.  1995.  iii,  180  p.  : ill.,  maps.  Annual.  (Lake 
Huron  Management  Unit  report,  ISSN  1198-9629  ' 
(corr.)  ; 1-95).  “Cette  publication  (technique)  n’est 
disponible  qu’en  anglais.”  MNR  5336. 

ISSN  1180-226X 

A2847 

The  status  of  rainbow  trout  in  Canadian  Lake 
Superior,  1993  / Wayne  MacCallum  ...  [et  al.].  I 
1994.  50  p.  : ill.,  maps.  (KISS  report  ; 94-3).  | 
Running  title:  Lake  Superior  Management  Unit 
rainbow  trout  stock  status.  MNR  50638.  Includes 
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bibliographical  references.  Issued  by  Lake 
Superior  Management  Unit. 

ISBN  0-7778-3594-0 

A2848 

The  status  of  rainbow  trout  (Oncorhynchus 
mykiss)  in  the  Canadian  waters  of  Lake 
Superior  based  on  frequency  of  repeat 
spawners,  1991-1993  / Jon  George.  c1994.  v, 
28  p.  : ill.,  1 form,  maps.  MNR  50637.  Includes 
bibliographical  references. 

ISBN  0-7778-3592-4 

A2849 

The  Stock  Quality  Assessment  Program  : 
guidelines  for  participation,  1995.  cl 995.  1 
fold,  sheet.  MNR  50668.  Issued  by  the  Ontario 
Forest  Research  Institute. 

ISBN  0-7778-3807-9 

A2850 

Sturgeon  Bay  Provincial  Park.  1995. 8 p.  : ill.,  1 
col.  map.  Caption  title.  MNR  4832.  Co-published 
with  the  Parry  Sound  North  Star. 

A2851 

A summary  of  policies  & guidelines  for  the 
protection  of  aquatic  habitat  in  Ontario  / 

prepared  by  S.J.  Kerr.  Oct.  1993.  1 v.  (various 
pagings)  : ill.,  forms,  maps.  Cover  title  varies 
slightly.  Includes  bibliographical  references. 

A2852 

A survey  of  mixedwood  research  and  devel- 
opment needs  in  Ontario  / by  David  H.  Wein- 
gartner,  G.  Blake  MacDonald.  Dec.  1994.  iii, 
17  p.  : ill.  (Forest  research  information  paper, 
ISSN  0319-9118  ; no.  118).  On  cover:  Survey. 
“Cette  publication  scientifique  n’est  disponible 
qu’en  anglais.”  MNR  50551.  Includes  biblio- 
graphical references.  Issued  by  Ontario  Forest 
Research  Institute. 

ISBN  0-7778-2807-3 

A2853 

Sustaining  wetlands  in  the  Great  Lakes 
basin.  1995.  8 p.  : ill.  (some  col.),  1 map.  (Great 
Lakes  fact  sheet).  Caption  title.  Co-published  by 
Environment  Canada.  Issued  also  in  French 
under  title:  La  préservation  des  terres  humides 
du  Canada  dans  le  bassin  des  Grands  Lacs. 
ISBN  0-662-23281 -X 

A2854 

Taxonomie  list  of  aquatic  invertebrates  col- 
lected in  the  Moose  River  Basin  / by  Wayne 
Fiset.  Aug.  1995.  iii,  31  p.  (NEST technical  report, 
ISSN  1192-8182  ; TR-023).  “Cette  publication 
spécialisée  n’est  disponible  qu’en  anglais”. 
MNR  50742.  Includes  bibliographical  refer- 
ences. Issued  by  Northeast  Science  and  Tech- 
nology, Large  River  Ecosystem  Unit. 

ISBN  0-7778-4401 -X 


A2855 

Tea  Lake  campground  : Algonquin  Provincial 
Park  = Terrain  de  camping  Tea  Lake  : Parc  pro- 
vincial Algonquin.  Rev.  c1995.  1 fold,  sheet  : 1 
col.  map.  MNR  5940. 

ISBN  0-7778-3917-2 

A2856 

The  teaching  rocks.  [1995].  1 fold,  sheet  : ill. 
MNR  50732. 

ISBN  0-7778-4370-6 

A2857 

Test  of  two  methods  for  the  estimation  of 
moose  calf  harvest  / by  Patty  Hogg  ...  [et  al.]. 
Dec.  1994. 7 p.  : ill.  (NEST  technical  report,  ISSN 
1192-8182  ; TR-019).  “Funding  for  the  publica- 
tion of  this  Technical  Report  has  been  provided 
through  the  Northern  Ontario  Development 
Agreement  (NODA),  Northern  Forestry  Program.” 
“Cette  publication  spécialisée  n’est  disponible 
qu’en  anglais”.  Co-published  by  Natural 
Resources  Canada,  Canadian  Forest  Service. 
MNR  50425.  Includes  bibliographical  references. 
Issued  by  Northeast  Science  and  Technology. 
ISBN  0-7778-3497-9 

A2858 

Tips  on  writing  a fact  sheet  for  the  public. 

[1994?].  [4]  p.  : ill.  (Extension  notes,  ISSN 
1198-3744).  Caption  title. 

A2859 

Towards  a habitat  suitability  model  for  south- 
ern Ontario  trout  streams  : results  of  phase  1 1 - 
model  development  and  evaluation  / Christine 
Vander  Dussen,  Michael  L.  Jones,  Les  Stanfield. 
Mar.  1993.  ix,  43,  [22]  p.  : ill.,  1 map.  Includes 
bibliographical  references. 

A2860 

Transfer  line.  Vol.  2,  no.  3 (Feb.  1995)-v.  3,  no.  1 
(Aug.  1995).  ill.  Caption  title.  “A  newsletter  of  the 
Southern  Region  Science  & Technology  Trans- 
fer Unit”.  MNR  5451. 

ISSN  1195-5201 

A2861 

Trap-Vaccinate-Release  (TVR)  Program.  May 

1995.  2 leaves.  Caption  title.  At  head  of  title: 
Rabies.  Issued  also  in  French  under  title:  Le  pro- 
gramme capture-vaccination-remise  en  liberté 
(CVR). 

A2862 

Tree  improvement  pest  management  annual 
report  / Kevin  W.  Wanner,  Barry  C.  Kostyk,  Tim 
R.  Meyer.  1994/95.  v,  34  p.  : ill.  “Cette  publication 
technique  n’est  disponible  qu’en  anglais.”  MNR 
50687.  Includes  bibliographical  references. 
Issued  by  Ontario  Forest  Research  Institute. 
ISSN  1201-6640 
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A2863 

Trust  funds.  Feb.  1995.  2 p.  on  1 sheet.  (Fact 
sheet  = Actualités).  Issued  also  in  French  under 
title:  Fonds  en  fiducie. 

A2864 

Turkey  Point  Provincial  Park  : information 
guide.  1995. 16  p.  : ill.,  maps.  Annual.  Covertitle. 
Subtitle  varies. 

A2865 

Twin  Points  Trail  : the  glacial  landscape. 

cl 994.  [11]  p.  : ill.  Cover  title.  At  head  of  title: 
Killbear  Provincial  Park.  MNR  3131. 

ISBN  0-7778-3386-7 

A2866 

Using  benefit-cost  analysis  to  evaluate  for- 
est management  strategies  / by  Jeremy 
Williams.  Sept.  1995.  10  p.  (NEST  technical 
note,  ISSN  1192-2133  ; TN-012).  Caption  title. 
“Funding  for  the  printing  of  this  publication  has 
been  provided  through  the  Northern  Ontario 
Development  Agreement  (NODA),  Northern 
Forestry  Program.”  Co-published  by  Natural 
Resources  Canada,  Canadian  Forest  Service. 
MNR  50595.  Includes  bibliographical  references. 
Issued  by  Northeast  Science  & Technology. 

A2867 

Validation  of  FIBER  3.0  for  tolerant  hardwood 
stands  in  Ontario  / by  Jacek  Bankowski  ...  [et 
al.],  cl 995.  v,  32  p.  : ill.  (Forest  research  informa- 
tion paper,  ISSN  0319-9118  ; no.  124).  “Funded 
by  the  Sustainable  Forestry  Initiative”.  “Cette 
publication  scientifique  n’est  disponible  qu’en 
anglais.”  MNR  50761.  Includes  bibliographical 
references.  Issued  by  Ontario  Forest  Research 
Institute. 

ISBN  0-7778-4499-0 
A2868 

Vegetation  Management  Alternatives  Pro- 
gram annual  report.  1994/95.  99  p.  : ill.,  1 map. 
On  cover:  VMAP  : Vegetation  Management 
Alternatives  Program.  MNR  4882.  “Cette  pub- 
lication technique  n’est  disponsible  [sic]  qu’en 
anglais.”  Includes  bibliographical  references. 
Issued  by  Ontario  Forest  Research  Institute. 
ISSN  1192-0882 

A2869 

Vegetation  management  in  Ontario’s  for- 
ests : survey  research  of  public  and  profes- 
sional perspectives  / Decision  Research.  Aug. 
1995.  vii,  70,  [27]  p.  : ill.,  1 form.  (Decision  Re- 
search report  ; 95-5).  “Submitted  to  Vegetation 
Management  Alternatives  Program  (VMAP)”. 
MNR  50766.  Includes  bibliographical  references. 
Issued  by  Ontario  Forest  Research  Institute. 
ISBN  0-7778-4556-3 


A2870 

The  VMAP  report.  Vol.  3,  no.  2 (fall  1994)-v.  4, 
no.  1 (summer  1995).  ill.  Three  times  per  year. 
Caption  title.  MNR  4847. 

ISSN  1188-7745 

A2871 

Wakami  Lake.  [1995].  3,  [2],  3 p.  : ill.,  maps. 
Caption  title.  At  head  of  title:  Wakami  Lake  Pro- 
vincial Park.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  Wakami  Lake.  MNR  50698. 

ISBN  0-7778-3967-9 

A2872 

Walleye  bibliography  update,  1987-1992  / J.A. 

Reckahn,  D.A.  Baccante,  S.  Waters.  1995.  vi, 

52  p.  +1  computerfile  (3 1/2  in.,  WordPerfect  5.1 
text).  “In  contribution  to  Percid  Community  Syn- 
thesis”. Computer  file  contains:  Walleye  bibli- 
ography update,  1987-1992,  and:  Walleye- 
sauger  bibliography.  Issued  by  Aquatic 
Ecosystems  Research  Section. 

A2873 

Wasaga  Beach  Provincial  Park  : information 
guide.  1995.  23,  [1]  p.  : ill.,  col.  maps.  Annual. 
Caption  title.  MNR  4123. 

ISSN  0838-4037 

A2874 

Waterfront  landowners.  Fall/winter  1995.  ill. 
Caption  title.  MNR  50740. 

ISBN  0-7778-4386-2 

A2875 

Welcome  to  the  Kolopore  [sic]  Uplands  Dem- 
onstration Forest  : discover  the  mystery  of  the 
forest.  [1995].  1 fold,  sheet  : ill.,  1 map.  MNR 
50709. 

ISBN  0-7778-4096-0 
A2876 

Wetlands  evaluation  in  Ontario  : models  for 
predicting  wetland  score  / by  S.  Chisholm  ... 

[et  al.].  Oct.  1995.  v,  35  p.  : ill.  (NEST  technical 
report,  ISSN  1192-8182  ; TR-025).  “Cette  pub-  Î 
lication  spécialisée  n’est  disponible  qu’en 
anglais”.  MNR  50800.  Includes  bibliographical  i 
references.  Issued  by  Northeast  Science  and  ! 
Technology. 

ISBN  0-7778-4721-3 

A2877 

Wheatley  Provincial  Park  : information 
guide.  1995.  15,  [1]  p.  : ill.,  1 col.  map.  Annual.  I 
Cover  title.  MNR  4677. 

ISSN  1195-468X  (corr.) 

A2878 

White  Lake.  Rev.  [1995].  5,  [2],  5 p.  : ill.,  forms,  !, 
maps.  Caption  title.  At  head  of  title:  White  Lake  i 
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Provincial  Park.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  White  Lake.  MNR  50316. 

ISBN  0-7778-3741-2 

A2879 

White  Lake  Provincial  Park  = Parc  provincial 
White  Lake.  Rev.  c1995.  1 fold,  sheet  : ill.,  col. 
maps.  MNR  5697. 

ISBN  0-7778-3475-8 

A2880 

White  spruce.  c1995.  [4]  p.  : ill.  (Extension 
notes,  ISSN  1198-3744).  Caption  title.  Co- 
published by  LandOwner  Resource  Centre  and 
Sir  Sandford  Fleming  College.  “Agdex  330”. 
MNR  50515.  Includes  bibliographical  refer- 
ences. 

A2881 

The  white-tailed  deer  of  Presqu’île  Provincial 
Park  / [by  Mark  Raycroft].  c1994.  31,  [1]  p.  : col. 
ill.  Co-published  by  Friends  of  Presqu’ile  Park. 
ISBN  1-895785-06-5 

A2882 

Whitefish  Lake  group  campground  : Algon- 
quin Provincial  Park  = Terrain  de  camping  col- 
lectif Whitefish  Lake  : Parc  provincial  Algonquin. 
C1995. 1 fold,  sheet  : ill.,  1 col.  map,  1 form.  MNR 
50548. 

ISBN  0-7778-2814-6 
A2883 

Wilderness  guide  to  Quetico  Provincial  Park. 

[1995?].  1 sheet  (fold.)  : 1 col.  map. 

A2884 

Work  plan.  1995/96.  1 v.  (various  pagings). 
Annual.  At  head  of  title:  Central  Region  Science 
and  Technology.  “Canada-Ontario  Northern 
Ontario  Development  Agreement,  Forestry”. 
Co-published  by  Natural  Resources  Canada, 
Canadian  Forestry  Service.  Issued  by  Central 
Region  Science  and  Technology. 

ISSN  1201-8007 

A2885 

Wreck  Island  Trail  guide.  [1995?].  1 sheet 
(fold.)  : ill.,  1 map.  MNR  50673. 

ISBN  0-7778-3850-8 

A2886 

Zebra  mussel  sampling  methodology  / Lois  I. 
Deacon  and  J.  Ellen  Marsden.  Rev.  Apr.  1993.  ii, 
15,  [7]  p.  : ill.,  forms.  (Zebra  Mussel  Coordinating 
Office  report  ; 91.1).  Cover  title. 

A2887 

Zebra  mussels  : boater’s  guide,  [repr.]  1995. 
[7,  7]  p.  : ill.  Cover  title.  Text  in  English  and 
French  with  French  text  on  inverted  pages.  Title 


on  added  t.p.:  Guide  sur  la  moule  zébrée  à 
l’intention  des  plaisanciers.  MNR  4682. 

ISBN  0-7729-8708-4 

Finance  and  Administration  Policy 
Branch 

A2888 

Guide  to  resource  management  partner- 
ships. July  1995.  ,51  p.  : ill.,  1 form.  Cover  title. 
Issued  by  Corporate  Accounting  and  Manage- 
ment Section. 

Great  Lakes  Branch 

A2889 

Guidelines  for  collecting  baseline  aquatic 
habitat  data  in  the  Great  Lakes  areas  of 
concern  / prepared  by  Helen  Ball.  “Interim”. 
Mar.  1995.  iii,  69  p.  : ill.  MNR  50705.  Includes 
bibliographical  references. 

Policy  and  Program  Division 

A2890 

Woodland  caribou.  Draft.  1993.  [54]  p.  : ill.  At 
head  of  title:  Wildlife  management  program. 
Includes  bibliographical  references. 

Wildlife  Policy  Branch 

A2891 

Wildlife  population  monitoring  and  habitat 
inventory  in  an  ecosystem  context.  June 
1993.  1 v.  (various  pagings)  : ill.,  maps.  Cover 
title.  Includes  bibliographical  references. 
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A2892 

Bedrock  geology  of  the  Whiskey  Lake  Green- 
stone Belt  : digital  map,  1993  [computer  file]  : 
miscellaneous  release  : data  11.  [1993?].  1 com- 
puter disk  ; 3 1/2  in.  in  envelope.  Title  from 
envelope.  Format:  AutoCAD  DWG. 

A2893 

Bedrock  geology  : seamless  coverage  of  the 
province  of  Ontario  : data  set  6 [computer  file], 
[1993?].  6 computer  disks  ; 3 1/2  in.  in  envelope. 
Title  from  envelope.  Format:  DXF. 
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A2894 

Briefing  book  : estimates.  1995/96.  69  p.  : ill. 
Running  title:  Estimates.  Issued  also  in  French 
under  title:  Document  d’information  sur  le  budget 
des  dépenses. 

ISSN  1180-2081 

A2895 

Call  on  us  = Appelez-nous.  1995.  [96]  p.  Cover 
title. 

A2896 

Canadian  National  and  Canadian  Pacific  rail 
rationalization  in  northern  Ontario  : communi- 
ty impact  study  / by  David  Hackston,  Richard 
Lake  and  Christopher  Rees.  July  1994.  xxiv, 
222  p.  : ill.  Cover  title.  Issued  also  in  French 
under  title:  Rationalisation  du  réseau  ferroviaire 
de  Canadien  national  et  de  Canadien  Pacifique 
dans  le  nord  de  l’Ontario.  Includes  bibliographi- 
cal references. 

A2897 

Compass.  Vol.  7,  no.  1 (Jan.  1995)-v.  7,  no.  6 
(July/Aug.  1995).  Irregular.  Caption  title.  “For  all 
employees  of  the  Ministry  of  Northern  Develop- 
ment and  Mines”.  Ceased  publication. 

ISSN  0838-5815 

A2898 

Digital  data  catalogue.  Mar.  6,  1995.  Also 
accompanies  June  issue  of:  Publications 
release  notice.  Caption  title.  Issued  also  in 
French  under  title:  Catalogue  de  données 
numériques.  Issued  by  Ontario  Geological  Sur- 
vey and  Ontario  GEOservices  Centre. 

ISSN  1203-0961 

A2899 

Education,  Training  & Development  Library 
catalogue.  May  1995.  1 v.  (various  pagings). 
Issued  by  Human  Resources. 

A2900 

ERLIS  bulletin.  Issue  3 (spring  1995).  Title  on 
issue  3:  ERLIS  = INFOTER.  Issued  also  in 
French  under  title:  Bulletin  INFOTER. 

A2901 

ERLIS  data  set  2 : bedrock  geology  of 
Ontario  : northern  sheet,  map  2541  [computer 
file].  [1993?].  2 computer  disks  ; 3 1/2  in.  Title 
from  label.  Format:  AutoCAD  DXF.  Issued  by 
Ontario  GEOservices  Centre. 

A2902 

ERLIS  data  set  3 : bedrock  geology  of 
Ontario  : west-central  sheet,  map  2542  [com- 
puter file].  [1993?].  2 computer  disks  ; 3 1/2  in. 
Title  from  label.  Format:  AutoCAD  DXF.  Issued 
by  Ontario  GEOservices  Centre. 


A2903 

ERLIS  data  set  4 : bedrock  geology  of 
Ontario  : east-central  sheet,  map  2543  [com- 
puter file].  [1993?].  2 computer  disks  ; 3 1/2  in. 
Title  from  label.  Format:  AutoCAD  DXF.  Issued 
by  Ontario  GEOservices  Centre. 

A2904 

ERLIS  data  set  5 : bedrock  geology  of 
Ontario  : southern  sheet,  map  2544  [computer 
file].  [1993?].  2 computer  disks  ; 3 1/2  in.  Title 
from  label.  Format:  AutoCAD  DXF.  Issued  by 
Ontario  GEOservices  Centre. 

A2905 

ERLIS  data  set  7 : tectonic  assemblages  of 
Ontario  : northern  sheet,  map  2575  [computer 
file].  [1993?].  1 computer  disk  ; 3 1/2  in.  Title  from 
label.  Format:  AutoCAD  DXF.  Issued  by  Ontario 
GEOservices  Centre. 

A2906 

ERLIS  data  set  8 : tectonic  assemblages  of 
Ontario  : west-central  sheet,  map  2576  [com- 
puter file].  [1993?].  2 computer  disks  ; 3 1/2  in. 
Title  from  label.  Format:  AutoCAD  DXF.  Issued 
by  Ontario  GEOservices  Centre. 

A2907 

ERLIS  data  set  9 : tectonic  assemblages  of 
Ontario  : east-central  sheet,  map  2577  [com- 
puter file].  [1993?].  2 computer  disks  ; 3 1/2  in.  j 
Title  from  label.  Format:  AutoCAD  DXF.  Issued  i 
by  Ontario  GEOservices  Centre. 

A2908 

ERLIS  data  set  10  : tectonic  assemblages  of 
Ontario  : southern  sheet,  map  2578  [computer 
file].  [1993?].  2 computer  disks  ; 3 1/2  in.  Title 
from  label.  Format:  AutoCAD  DXF.  Issued  by 
Ontario  GEOservices  Centre. 

A2909 

ERLIS  data  set  12  : townships/areas  of 
Ontario  : seamless  coverage  [computer  file]. 
[1993?].  1 computer  disk  ; 3 1/2  in.  Title  from 
label.  Format:  AutoCAD  DXF.  Issued  by  Ontario 
GEOservices  Centre. 

A2910 

The  Geology  of  Ontario  publications.  [1994?]. 

1 fold,  sheet  : forms.  Caption  title.  Text  in  English 
and  French  with  French  text  on  verso.  Title  on 
verso:  Publications  reliées  à Geology  of  Ontario. 

A2911 

Industrial  infrastructure  program.  [1994?].  5, 

5 p.  Cover  title.  Text  in  English  and  French  with  j 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  Programme  d’infrastructure  industrielle.  ! 
Issued  by  Northern  Ontario  Heritage  Fund  Cor- 
poration. 
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A2912 

Lotus  123  template  for  triangular  plots  [com- 
puter file].  [1991?].  1 computer  disk  ; 3 1/2  in. 
+ documentation  (7  p.)  in  envelope.  Title  from 
envelope.  Format:  WK1. 

A2913 

Mineral  Sector  Analysis  Branch.  [1994?].  4 p.  : 
ill.  Caption  title.  Issued  also  in  French  under  title: 
Direction  de  l’analyse  du  secteur  minéral. 

A2914 

MNDM  - Aboriginal  Internship  Program  (AIP). 

[1994].  [2]  leaves.  Caption  title.  Issued  also  in 
French  under  title:  MDNM  - Programme  des 
stagiaires  autochtones.  Issued  by  Canada- 
Ontario  Business  Service  Centre. 

A2915 

MNDM  - business  consulting  services.  [1994], 
1 sheet.  Issued  also  in  French  under  title:  MDNM 

- services  de  consultation  pour  les  petites 
entreprises.  Issued  by  Canada-Ontario  Busi- 
ness Service  Centre. 

A2916 

MNDM  - Business  Incentive  Program.  [1994]. 
1 sheet.  Issued  also  in  French  under  title:  MDNM 

- Programme  d’encouragement  au  développe- 
ment commercial.  Issued  by  Canada-Ontario 
Business  Service  Centre. 

A2917 

MNDM  - business  self-help  offices.  [1994].  1 
sheet.  Contains  information  for  northern  Ontario. 
Issued  also  in  French  under  title:  MDNM  - Cen- 
tres d’aide  aux  nouvelles  entreprises.  Issued  by 
Canada-Ontario  Business  Service  Centre. 

A2918 

MNDM  - Industrial  Infrastructure  Program. 

[1994],  1 sheet.  Issued  also  in  French  under  title: 
MDNM  - Programme  d’infrastructure  indus- 
trielle. Issued  by  Canada-Ontario  Business  Ser- 
vice Centre. 

A2919 

MNDM  - Northern  Ontario  Heritage  Fund  Cor- 
poration (NOHFC).  [1994],  1 sheet.  Issued  also 
in  French  under  title:  MDNM  - Société  de  gestion 
du  fonds  du  patrimoine  du  nord  de  l’Ontario. 
Issued  by  Canada-Ontario  Business  Service 
Centre. 

A2920 

MNDM  - Northern  Training  Opportunities 
Program  (NORTOP).  [1994],  [2]  leaves.  Caption 
title.  Issued  also  in  French  under  title:  MDNM  - 
Programme  de  formation  professionnelle  pour 
les  jeunes  du  Nord.  Issued  by  Canada-Ontario 
Business  Service  Centre. 


A2921 

MNDM  - Ontario  Mineral  Incentive  Program 
(OMIP).  [1994].  1 sheet.  Issued  also  in  French 
under  title:  MDNM  - Programme  ontarien 
d’encouragement  à l’exploitation  minière.  Issued 
by  Canada-Ontario  Business  Service  Centre. 

A2922 

MNDM  - Ontario  Prospectors  Assistance 
Program  (OPAP).  [1994],  1 sheet.  Issued  also  in 
French  under  title:  MDNM  - Programme  d’aide 
aux  prospecteurs  de  l’Ontario  (PAPO).  Issued  by 
Canada-Ontario  Business  Service  Centre. 

A2923 

MNDM  - Resource  Diversification  and  Devel- 
opment Program.  [1994].  1 sheet.  Issued  also  in 
French  under  title:  MDNM  - Programme  de 
diversification  et  de  développement  des 
richesses  naturelles.  Issued  by  Canada-Ontario 
Business  Service  Centre. 

A2924 

MNDM  - Tourism  Development  Program. 

[1994],  1 sheet.  Issued  also  in  French  under  title: 
MDNM  - Programme  de  développement  du  tour- 
isme. Issued  by  Canada-Ontario  Business  Ser- 
vice Centre. 

A2925 

MNDM  - Tradeable  Service  Assistance  Pro- 
gram [1994].  1 sheet.  Issued  also  in  French 
under  title:  MDNM  - Programme  d’aide  au  sec- 
teur des  services  échangeables.  Issued  by 
Canada-Ontario  Business  Service  Centre. 

A2926 

NODA  news.  Vol.  3 (fall  1994)-v.  4 (fall  1995).  ill. 
Title  on  added  t.p.:  EDNO  info.  Caption  title. 
“Working  together  for  industry”.  Text  in  English 
and  French  with  French  text  on  inverted  pages. 
Co-published  by  Natural  Resources  Canada. 

A2927 

Northern  Ontario  Heritage  Fund  Corpora- 
tion : annual  report.  1993/94.  20,  20  p.  : ill., 
ports.  Title  on  added  t.p.:  Société  de  gestion  du 
fonds  du  patrimoine  du  nord  de  l’Ontario  : rap- 
port annuel.  Cover  title.  Text  in  English  and 
French  with  French  text  on  inverted  pages. 
Report  year  ends  Mar.  31.  Co-published  by 
Northern  Ontario  Heritage  Fund  Corporation. 
ISSN  0847-5628 

Pub.  Ont.  001895  D * Free 

A2928 

Northern  Training  Opportunities  Program 
(NORTOP)  : guidebook  and  application  form.  1995. 
5,  [6],  5 p.  : forms.  Title  on  added  t.p.:  Programme 
de  formation  professionnelle  dans  le  nord  (PFPN). 
Cover  title.  Title  varies  slightly.  “JobsOntario  Sum- 
mer employment”.  Text  in  English  and  French  with 
French  text  on  inverted  pages. 
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A2929 

OMIP  : Ontario  Mineral  Incentive  Program  : 

guidebook  and  application  forms.  1995. 1 v.  (vari- 
ous pagings)  : forms.  Title  on  added  t.p.: 
POEEM  : Programme  ontarien  d’encouragement 
à l’exploration  minière.  Cover  title.  Text  in  English 
and  French  with  French  text  on  inverted  pages. 
One  sheet  inserted:  1995  Ontario  financial  incen- 
tives for  mineral  exploration  and  development. 

A2930 

Ontario,  Canada  dimension  stone  : pro- 
ducers and  advanced  projects  = Pierre 
d’échantillon  Ontario,  Canada  : producteurs  et 
projets  avancés.  [1995?].  [71]  p.  : col.  ill.,  1 map. 
Cover  title. 

A2931 

Ontario,  Canada  : explore  the  opportunities. 

[1995?].  36  p.  : ill.  (some  col.),  maps.  Cover  title. 
Pocket  contains:  Properties  with  mineral  invento- 
ries not  currently  being  mined  : Ontario,  Canada 
(Feb.  1995).  Issued  also  in  French  under  title: 
Ontario,  Canada  : “des  possibilités  à explorer”. 

A2932 

Ontario  copper.  Mar.  1995.  4 p.  : ill.,  1 map. 
(Mines  and  minerals  information  circular  ; C2). 
Caption  title.  “Funding  assistance  for  this  publica- 
tion was  provided  through  the  Northern  Ontario 
Development  Agreement  (NODA).”  “Compiled 
February  1995  by  the  Mineral  Policy  and  Informa- 
tion Section,  Mineral  Sector  Analysis  Branch”. 
Issued  also  in  French  under  title:  Cuivre  de 
l’Ontario.  Includes  bibliographical  references. 

A2933 

Ontario  gold.  [Rev.].  Dec.  1994.  4 p.  : ill.,  1 map. 
(Mines  and  minerals  information  circular  ; Cl). 
Caption  title.  “Compiled  November  1994  by  the 
Mineral  Policy  and  Information  Section,  Mineral 
Sector  Analysis  Branch”.  Issued  also  in  French 
under  title:  Or  de  l’Ontario.  Includes  bibliographi- 
cal references. 

A2934 

Ontario  gold.  [Rev.].  Mar.  1995.  4 p.  : ill.,  1 map. 
(Mines  and  minerals  information  circular  ; Cl). 
Caption  title.  “Funding  assistance  for  this  pub- 
lication was  provided  through  the  Northern 
Ontario  Development  Agreement  (NODA).” 
“Compiled  February  1995  by  the  Mineral  Policy 
and  Information  Section,  Mineral  Sector  Analy- 
sis Branch”.  Issued  also  in  French  under  title:  Or 
de  l’Ontario.  Includes  bibliographical  references. 

A2935 

Ontario  mineral  score  = Statistiques  minières 
de  l’Ontario.  1993.  xii,  201  p.  : ill.  Chiefly  tables. 
ISSN  0714-122X 
Pub.  Ont.  105612 


A2936 

Ontario  mining  and  exploration  directory. 

1995.  iv,  68  p.  : maps.  Issued  also  in  French 
under  title:  Répertoire  des  compagnies 

d’exploration  et  d’exploitation  minières  en 
Ontario. 

Pub.  Ont.  105613  Out-of-print 

A2937 

Public  service  reform  : international  trends 
and  options  for  Ontario  / by  Janice  Savage. 
Aug.  1995.  iii,  85  p.  : ill.  Cover  title.  Running  title: 
International  trends-  . Includes  bibliographical 
references. 

A2938 

Small  Communities  Improvement  Program. 

Rev.  [1995].  6,  6 p.  Cover  title.  Text  in  English 
and  French  with  French  text  on  inverted  pages. 
Title  on  added  t.p.:  Programme  d’amélioration 
des  installations  des  petites  localités. 

A2939 

Summary  report  = Rapport  sommaire  / edited 
by  Leo  Owsiacki  ...  [et  al.].  1994/95. 153  p.  : ill., 
maps.  Includes  some  text  in  French.  “Canada- 
Ontario  Northern  Ontario  Development  Agree- 
ment, Minerals”.  Co-published  by  Natural 
Resources  Canada.  Includes  bibliographical  ref- 
erences. 

ISSN  1193-5499 

A2940 

Tectonic  assemblages  : seamless  coverage 
of  Ontario  : data  set  11  [computer  file].  [1993?].  j 
4 computer  disks  ; 3 1/2  in.  in  envelope.  Title  I 
from  envelope.  Format:  DXF. 

A2941 

Tourism  development  program.  [1994?].  13,  j 
13  p.  Cover  title.  Text  in  English  and  French  with  ' 
French  text  on  inverted  pages.  Title  on  added 
t.p.  : Programme  de  développement  du  tourisme. 
Issued  by  Northern  Ontario  Heritage  Fund  Cor-  jf 
poration. 

A2942 

Tradeable  Service  Assistance  Program. 

[1994?].  13, 15  p.  Cover  title.  Text  in  English  and  >? 
French  with  French  text  on  inverted  pages.  Title  ■! 
on  added  t.p.:  Programme  d’aide  au  secteur  des  :• 
services  échangeables.  Issued  by  Northern  i. 
Ontario  Heritage  Fund  Corporation. 

A2943 

What’s  new  in  the  library.  Vol.  5,  no.  1 (Jan./  I 
Feb.  1995)-v.  5,  no.  5 (Sept./Oct.  1995).  Cover  1 
title.  Ceased  publication.  Issued  by  the  Library. 
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Mineral  Sector  Analysis  Branch 

A2944 

Explore  report  = Rapport  d’exploration.  1993. 
vi,  62  p.  : ill.,  1 map.  “Mineral  exploration  and 
development  in  Ontario  in  1993  based  on  data 
received  as  of  December,  1994”. 

ISSN  1180-0089 

Pub.  Ont.  105614  * $5.00 


Mines  and  Minerals  Division 


A2945 

Call  on  us.  Mar.  1995.  29,  21  p.  : 1 map.  Title  on 
added  t.p.:  Appelez-nous.  Cover  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages. 

ISSN  0847-3307 
A2946 

Detailed  Precambrian  geology,  alteration 
and  mineralization  of  the  Almo  Lake  area, 
English  River  Subprovince  [map].  Scale 
1:4,800.  cl 995. 1 map.  (Map  ; P.3313).  Issued  by 
Ontario  Geological  Survey. 

A2947 

Detailed  Precambrian  geology,  alteration 
and  mineralization  of  the  Gordon  Lake  area, 
English  River  Subprovince  [map].  Scale 
1:4,800.  c1995. 1 map.  (Map  ; P.3314).  Issued  by 
Ontario  Geological  Survey. 

A2948 

Detailed  Precambrian  geology,  alteration 
and  mineralization  of  the  Rex  Lake  area, 
English  River  Subprovince  [map].  Scale 
1:4,800.  c1995. 1 map.  (Map  ; P.3317).  Issued  by 
Ontario  Geological  Survey. 

A2949 

Detailed  Precambrian  geology,  alteration 
and  mineralization  of  the  Upper  Fortune  Lake 
area,  English  River  Subprovince  [map].  Scale 
1:4,800.  c1995. 1 map.  (Map  ; P.3316).  Issued  by 
Ontario  Geological  Survey. 

A2950 

Detailed  Precambrian  geology,  alteration 
and  mineralization  of  the  Werner  Lake  area, 
English  River  Subprovince  [map].  Scale 
1:4,800.  c1995. 1 map.  (Map  ; P.3315).  Issued  by 
Ontario  Geological  Survey. 

A2951 

Geology  and  mineral  potential  of  the  upper 
and  middle  Shebandowan  Lakes  area,  Dis- 
trict of  Thunder  Bay  [map].  Scale  1:20,000. 
cl 995.  1 map.  (Map  ; P.3312).  “This  publication 


was  funded  under  the  Minerals  program  of  the 
Canada-Ontario  Northern  Ontario  Development 
Agreement  (NODA)”.  Issued  by  Ontario  Geo- 
logical Survey. 

A2952 

Geoscience  database  for  microcomputers 

[computer  file].  c1992.  4 computer  disks  ; 3 1/2  - 
5 1/4  in.  + ASCII  data  manual  (ix,  83  p.  : maps)  in 
container.  Title  from  container.  On  manual:  MDI, 
mineral  deposit  inventory.  Disks  contain  ASCII 
files  (approximately  10  MB)  suitable  for  importing 
into  dBase  or  other  relational  database  manage- 
ment systems;  PKUNZIP  is  supplied  to  uncom- 
press the  files.  System  requirements:  MS-DOS 
or  PC-DOS;  IBM-AT,  PS/2  or  compatible  com- 
puter; 10MB  on  hard  disk.  Stock  number  80002. 
Manual  includes  bibliographical  references. 
Issued  by  Ontario  Geological  Survey. 

A2953 

Mines  and  minerals  monthly  update.  Jan. 
1995-June  1995.  ill.  Cover  title. 

ISSN  1180-3266 

A2954 

Precambrian  geology  : Belford  Township 

[map].  Scale  1:20,000.  1994.  1 map.  (Map  ; 
P.3307).  Issued  by  Ontario  Geological  Survey. 

A2955 

Precambrian  geology  : Dayohessarah  Lake 
area  (central)  [map].  Scale  1:20,000.  cl 995.  1 
map.  (Map  ; P.3310).  Issued  by  Ontario  Geologi- 
cal Survey. 

A2956 

Precambrian  geology  : Dayohessarah  Lake 
area  (north)  [map].  Scale  1:20,000.  c1995.  1 
map.  (Map  ; P.3309).  Issued  by  Ontario  Geologi- 
cal Survey. 

A2957 

Precambrian  geology  : Dayohessarah  Lake 
area  (south)  [map].  Scale  1:20,000.  c1995.  1 
map.  (Map  ; P.3311).  Issued  by  Ontario  Geologi- 
cal Survey. 

A2958 

Precambrian  geology  : Killala  Township 

[map].  Scale  1:12,000.  c1995.  1 map.  (Map  ; 
P.3248).  Issued  by  Ontario  Geological  Survey. 

A2959 

Precambrian  geology  : Montcalm  Township 

[map].  Scale  1:20,000.  1994.  1 map.  (Map  ; 
P.3308).  Issued  by  Ontario  Geological  Survey. 

A2960 

Precambrian  geology  of  pegmatite  #1  : 
Raleigh  Lake  area,  Wabigoon  Subprovince 

[map].  Scale  indeterminable,  cl 995. 1 map.  (Map  ; 
P.3318).  Issued  by  Ontario  Geological  Survey. 
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A2961 

Publications  price  list  = Prix  des  publications. 
Apr.  1995.  viii,  144  p.  Irregular.  Cover  title. 

ISSN  11 95-521 X 

Pub.  Ont.  001993  * Free 

A2962 

Quaternary  geology  : Sultan  area,  District  of 
Timmins  [map].  Scale  1:50,000.  c1995.  1 map. 
(Map  ; P.3319).  “This  publication  was  funded 
under  the  Minerals  program  of  the  Canada- 
Ontario  Northern  Ontario  Development  Agree- 
ment (NODA)”.  Issued  by  Ontario  Geological 
Survey. 


Ontario  Geological  Survey 

A2963 

Aggregate  resources  inventory  for  the  Town- 
ship of  South-West  Oxford  [computer  file]. 
[1995?].  1 computer  disk  ; 3 1/2  in.  in  envelope. 
Title  from  envelope.  Format:  DXF. 

A2964 

Aggregate  resources  inventory  of  Belmont 
Township  [computer  file].  [1995?].  1 computer 
disk  ; 3 1/2  in.  in  envelope.  Title  from  envelope. 
Format:  DXF. 

A2965 

Aggregate  resources  inventory  of  Harvey 
Township,  Peterborough  County  [computer 
file].  [1995?].  1 computer  disk  ; 3 1/2  in.  in 
envelope.  Title  from  envelope.  Format:  DXF. 

A2966 

Aggregate  resources  inventory  of  Hope  and 
Hamilton  townships  [computer  file].  [1995?].  1 
computer  disk  ; 3 1/2  in.  in  envelope.  Title  from 
envelope.  Format:  DXF. 

A2967 

Aggregate  resources  inventory  of  Orillia  and 
Matchedash  townships  [computer  file]. 
[1995?].  1 computer  disk  ; 3 1/2  in.  in  envelope. 
Title  from  envelope.  Format:  DXF. 

A2968 

Aggregate  resources  inventory  of  Ramara 
Township  [computer  file].  [1995?].  1 computer 
disk  ; 3 1/2  in.  in  envelope.  Title  from  envelope. 
Format:  DXF. 

A2969 

Aggregate  resources  inventory  of  St. 
Edmunds  and  Lindsay  townships,  Bruce 
County  / by  staff  of  the  Sedimentary  Geo- 
science and  Geochemistry  Section.  c1995.  ix, 
67  p.  : ill.,  maps.  (Ontario  Geological  Survey 
aggregate  resources  inventory  paper,  ISSN 


0708-2061  ; 144).  Cover  title  varies  slightly.  Two 
maps  on  2 fold,  sheets  in  pocket.  Includes  biblio- 
graphical references. 

ISBN  0-7729-4094-0 

A2970 

Aggregate  resources  inventory  of  the  Bel- 
mont Township,  Peterborough  County  / by 

staff  of  the  Sedimentary  and  Environmental 
Geoscience  Section.  c1995.  ix,  63  p.  : ill.,  maps. 
(Ontario  Geological  Survey  aggregate  resources 
inventory  paper,  ISSN  0708-2061  ; 133).  Cover 
title  varies  slightly.  Two  maps  on  2 fold,  sheets  in 
pocket.  Includes  bibliographical  references. 

ISBN  0-7743-9936-8 

A2971 

Aggregate  resources  inventory  of  the  Bruce 
Mines  to  Blind  River  area  / by  staff  of  Dames  & 
Moore,  Canada,  and  Sedimentary  & Environ- 
mental Geoscience  Section,  Ontario  Geological 
Survey.  1994.  xiii,  91  p.  : ill.,  maps.  (Open  file 
report,  ISSN  0826-9580  ; 5897).  One  map  on  1 
fold,  sheet  in  pocket. 

ISBN  0-7778-2933-9 

A2972 

Aggregate  resources  inventory  of  the  Bruce 
Mines  to  Blind  River  area  [computer  file]. 
[1995?].  1 computer  disk  ; 3 1/2  in.  in  envelope. 
Title  from  envelope.  Format:  DXF. 

A2973 

Aggregate  resources  inventory  of  the  Bruce 
Mines  to  Blind  River  area  / by  staff  of  the  Sedi- 
mentary and  Environmental  Geoscience  Sec- 
tion. c1995.  v,  72  p.  : ill.,  maps.  (Ontario  Geologi- 
cal Survey  aggregate  resources  inventory  1 
paper,  ISSN  0708-2061  ; 156).  “This  publication 
was  funded  under  the  Minerals  program  of  the  ■ 
Canada-Ontario  Northern  Ontario  Development 
Agreement  (NODA)”.  One  map  on  1 fold,  sheet 
in  pocket.  Includes  bibliographical  references. 
ISBN  0-7778-3576-2 

A2974 

Aggregate  resources  inventory  of  the  Harvey 
Township,  Peterborough  County  / by  staff  of  g 
the  Sedimentary  and  Environmental  Geo-  : 
science  Section.  c1995.  ix,  72  p.  : ill.,  maps. 
(Ontario  Geological  Survey  aggregate  resources 
inventory  paper,  ISSN  0708-2061  ; 132).  Cover  j 
title  varies  slightly.  Two  maps  on  2 fold,  sheets  in  I 
pocket.  Includes  bibliographical  references. 

ISBN  0-7743-9935-X 

A2975 

A99regate  resources  inventory  of  Tiny,  Tay 
and  Medonte  townships  [computer  file]. 
[1995?].  2 computer  disks  ; 3 1/2  in.  in  envelope.  : 
Title  from  envelope.  Format:  DXF. 
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A2976 

Alteration  zones  : Michipicoten  Greenstone 
Belt,  central  portion  [map].  Scale  1:50,000. 
1995.  1 map.  (Map  ; P.3322). 

A2977 

Aluminium  extraction  from  an  Ontario  calcic 
anorthosite  by  acid  processes  and  resultant 
products  - aluminium  chemicals,  coatings, 
fillers,  absorbent  and  cement  additive  / by  H. 

Veldhuyzen.  c1995.  xliii,  281  p.  : ill.  (Open  file 
report,  ISSN  0826-9580  ; 5919).  “This  project  is 
part  of  the  five-year  Canada-Ontario  1 985  Miner- 
al Development  Agreement  (COMDA)”. 
Includes  bibliographical  references. 

ISBN  0-7778-391 3-X 

A2978 

The  application  of  water  and  soil  geochemis- 
try to  detect  blind  mineralization  in  areas  of 
thick  overburden /by  R.G.  Jackson.  c1995.  xxi, 
151  p.  : ill.,  maps.  (Open  file  report,  ISSN  0826- 
9580  ; 5927).  “This  publication  was  funded  under 
the  Minerals  program  of  the  Canada-Ontario 
Northern  Ontario  Development  Agreement 
(NODA)”.  Includes  bibliographical  references. 
ISBN  0-7778-4529-6 

A2979 

Black  River-Matheson  (BRiM)  data  - 1989 

[computer  file].  [1995?].  2 computer  disks  ; 3 1/2 
in.  Title  from  label.  System  requirement:  dBase. 

A2980 

Chemical  transformation  in  mine  tailing  / by 

Nelson  Belzile.  c1995.  v,  39  p.  : ill.  (Open  file 
report,  ISSN  0826-9580  ; 5915).  “This  publica- 
tion was  funded  under  the  Minerals  program  of 
the  Canada-Ontario  Northern  Ontario  Develop- 
ment Agreement  (NODA)”.  Includes  biblio- 
graphical references. 

ISBN  0-7778-3710-2 

A2981 

Computer  data  relating  to  the  economic  geol- 
ogy and  geochemistry  of  Grenville  carbonate 
rocks  in  southeastern  Ontario  [computer  file], 
[1995?].  1 computer  disk  ; 3 1/2  in.  in  envelope. 
Title  from  envelope.  Format:  ASCII. 

A2982 

Descriptive  mineral  deposit  models  of  metal- 
lic and  industrial  deposit  types  and  related 
mineral  potential  assessment  criteria  / by 

M.C.  Rogers  ...  [et  al.].  c1995.  xi,  241  p.  (Open 
file  report,  ISSN  0826-9580  ; 5916).  Includes  bib- 
liographical references. 

ISBN  0-7778-3912-1 

A2983 

Design  and  evaluation  of  a rock  drill  handle 
for  the  Joy  AL-60  drill,  design  & evaluation  of 


a rock  drill  handle  for  the  Secan  drill  / by  T.N. 
Moore  and  E.M.  De  Souza.  c1995.  xiii,  53  p.  : ill. 
(Open  file  report,  ISSN  0826-9580  ; 5914). 
Cover  title  varies  slightly.  “This  publication  was 
funded  under  the  Minerals  program  of  the 
Canada-Ontario  Northern  Ontario  Development 
Agreement  (NODA)”.  Includes  bibliographical 
references. 

ISBN  0-7778-3709-9 

A2984 

Digital  data  on  mineral  prospects  in  the 
Swayze  Greenstone  Belt,  plus  a computer 
application  to  update  and  edit  data  using 
FoxPro/ by  S.  Fumerton,  K.  Houle  and  G.  Archi- 
bald. c1995.  xxi,  120  p.  : ill.,  1 map.  (Open  file 
report,  ISSN  0826-9580  ; 5911).  “This  publica- 
tion was  funded  under  the  Minerals  program  of 
the  Canada-Ontario  Northern  Ontario  Develop- 
ment Agreement  (NODA)”.  Four  computer  disks 
in  pocket.  Includes  bibliographical  references. 
ISBN  0-7778-3768-4 

A2985 

Dimension  stone  : a guide  to  prospecting 
and  developing  / by  C.  Papertzian  and  D.  Far- 
row. c1995.  vii,  82  p.  : ill.  (Open  file  report,  ISSN 
0826-9580  ; 5920).  “This  project  is  part  of  the 
five-year  Canada-Ontario  1985  Mineral  Devel- 
opment Agreement  (COMDA)”.  Errata  inserted. 
Includes  bibliographical  references. 

ISBN  0-7778-3914-8 

A2986 

Generalized  lithotectonic  units  : Hemlo  gold 
deposit  area  [map].  Scale  1:20,000.  cl 995.  1 
map  : col.  (Map  ; 2629). 

A2987 

The  geochemical  map  of  Ontario  pilot  pro- 
ject, part  I [computer  file]  : report  on  the  1992 
80th  meridian  traverse.  [1995?].  1 computer 
disk  ; 3 1/2  in.  in  envelope.  Title  from  envelope. 
Format:  ASCII. 

A2988 

Geology,  metallogeny  and  petrogenesis  of 
the  East  Bull  Lake  intrusion,  Ontario  /by  DC. 

Peck  ...  [et  al.].  c1995.  ix,  117  p.  : maps.  (Open 
file  report,  ISSN  0826-9580  ; 5923).  One  map  on 
1 fold,  sheet  and  1 computer  disk  in  pocket. 
Includes  bibliographical  references. 

ISBN  0-7778-4178-9 

A2989 

Geometry  and  kaolin  potential  of  ana- 
stomosed stream  deposits  in  late  Albian 
strata  of  the  Mattagami  Formation,  Pike 
Creek,  Kipling  Township,  Moose  River 
Basin  / by  D.G.F.  Long.  c1995.  xix,  336  p.  : ill., 
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maps.  (Open  file  report,  ISSN  0826-9580  ; 
5918).  Includes  bibliographical  references. 

ISBN  0-7778-3771-4 

A2990 

Hanes  Lake  area  geochemical  survey  - 1990 

[computer  file].  [1995?].  1 computer  disk  ; 3 1/2 
in.  Title  from  label.  System  requirement:  Lotus 
1-2-3. 

A2991 

Heavy  mineral,  particulate  gold  and  Au  ana- 
lytical results,  surficial  sediment  sampling 
program,  Swayze  Greenstone  Belt,  northern 
Ontario,  District  of  Timmins  1992-94  [com- 
puter file].  1995.  1 computer  disk  ; 3 1/2  in.  in 
envelope.  (Miscellaneous  data  release  12).  Title 
from  envelope.  Data  to  accompany  OFR  5898 
and  preliminary  maps  P.3264-65,  P.3323-27. 
“Files  in  ASCII  & Lotus  1-2-3”. 

A2992 

Herman  Lake  area  geochemical  survey  data  - 
1990  [computer  file].  [1995?].  1 computer  disk  ; 3 
1/2  in.  Title  from  label.  System  requirement: 
Lotus  1-2-3. 

A2993 

IHS  transformed  1:1000000  bedrock  geology 
of  Ontario’  and  total  field  shaded  magnetics 

[map]  : Swayze  Greenstone  Belt,  Superior  Prov- 
ince, Ontario.  Scale  1:150,000.  [1995].  1 map  : 
col.  (Preliminary  map  ; P.3329).  (GSC  open 
file  map  ; 3133).  “Canada  Ontario  Northern  On- 
tario Development  Agreement,  Minerals”.  Co- 
published by  Natural  Resources  Canada,  Geo- 
logical Survey  of  Canada.  Includes  bibliographi- 
cal references. 

A2994 

IHS  transformed  total  field  magnetics/gravity 
and  EM  conductors  [map]  : Swayze  Green- 
stone Belt,  Superior  Province,  Ontario.  Scale 
1:150,000.  [1995].  1 map  : col.  (Preliminary  map  ; 
P.3328).  (GSC  open  file  map  ; 3132).  “Canada 
Ontario  Northern  Ontario  Development  Agree- 
ment, Minerals”.  Co-published  by  Natural 
Resources  Canada,  Geological  Survey  of  Can- 
ada. Includes  bibliographical  references. 

A2995 

INCO  Limited  - road  router  development  / by 

D.D.  Young.  c1995.  ix,  39  p.  : ill.  (some  col.). 
(Open  file  report,  ISSN  0826-9580  ; 5922).  “This 
publication  was  funded  under  the  Minerals  pro- 
gram of  the  Canada-Ontario  Northern  Ontario 
Development  Agreement  (NODA)”. 

ISBN  0-7778-4081-2 

A2996 

Index  geology  and  road  map  [map]  : Swayze 
Greenstone  Belt,  Superior  Province,  Ontario. 


Scale  1:150,000.  [1995].  1 map  : col.  (Preliminary 
map  ; P.3331).  (GSC  open  file  map  ; 3135).  “Can- 
ada Ontario  Northern  Ontario  Development 
Agreement,  Minerals”.  Co-published  by  Natural 
Resources  Canada,  Geological  Survey  of  Can- 
ada. Includes  bibliographical  references. 

A2997 

Jensen  classified  samples  on  IHS  trans- 
formed geology/shaded  total  field  magnetics 

[map]  : Swayze  Greenstone  Belt,  Superior  Prov- 
ince, Ontario.  Scale  1:150,000.  [1995].  1 map  : 
col.  (Preliminary  map  ; P.3332).  (Open  file  ; 
3136).  “Canada  Ontario  Northern  Ontario  Devel- 
opment Agreement,  Minerals”.  Co-published  by 
Natural  Resources  Canada,  Geological  Survey 
of  Canada.  Includes  bibliographical  references. 

A2998 

Kirkland  Lake  Incentive  [i.e.  Incentives]  Pro- 
gram (KLIP)  data  - 1990  [computer  file].  [1995?]. 
1 computer  disk  ; 3 1/2  in.  Title  from  label.  Sys- 
tem requirement:  dBaselV. 

A2999 

Known  kimberlites  of  eastern  Ontario  [map]. 
Scale  1:2,000,000. 1995. 1 map.  (Map  ; P.3321). 
Includes  insets. 

A3000 

Lake  sediment  geochemical  survey  of  the 
Cow  River  area,  Batchewana  Greenstone  Belt 

[computer  file].  [1995?].  1 computer  disk  ; 3 1/2  in. 
in  envelope.  Title  from  envelope.  Format:  ASCII. 

A3001 

Lake  sediment  geochemical  survey  of  the 
Opapamiskan  [sic]  Lake  area  [computer  file]. 
[1995?].  1 computer  disk  ; 3 1/2  in.  in  envelope. 
Title  from  envelope.  Format:  ASCII. 

A3002 

A library  of  digital  bedrock  mapping  sym- 
bols, part  1 : digital  files,  figures  and  descrip- 
tions / by  S.L.  Jackson,  T.L.  Muir  and  S.W. 
Romkey.  1995.  xi,  56  p.  : ill.  (Open  file  report, 
ISSN  0826-9580  ; 5909).  III.  on  1 fold,  sheet  and 
computer  diskette  (3 1/2  in.)  in  pockets.  Includes 
bibliographical  references. 

ISBN  0-7778-3581-9 

A3003 

A library  of  digital  bedrock  mapping  sym- 
bols, part  2 : appendix  B (listing  and  explanation 
of  symbol  acronyms)  / by  T.L.  Muir.  1995.  v, 
116  p.  (Open  file  report,  ISSN  0826-9580  ; 5910). 
ISBN  0-7778-3582-7 

A3004 

Lithogeochemistry  of  the  Hemlo  gold  depos- 
it area  : table  4a  of  OFR  5877  [computer  file]. 
[1995?].  1 computer  disk  ; 3 1/2  in.  in  envelope. 
Title  from  envelope.  On  label:  Ontario  Geologi- 
cal Survey  open  file  report  5877.  Format:  XLS. 
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A3005 

Maps  to  aggregate  resources  inventory  of  St. 
Edmunds  and  Lindsay  townships,  Bruce 
County  (ARIP  144)  [computer  file].  [1995?].  1 
computer  disk  ; 3 1/2  in.  in  envelope.  Title  from 
envelope.  On  label:  Ontario  Geological  Survey 
maps  to  ARIP  144.  Format:  DXF. 

A3006 

Mineral  occurrences  and  Precambrian  geol- 
ogy Larder  Lake  area  [map].  Scale 
1:2,000,000  1995.  1 map.  (Map  ; P.3320). 

A3007 

Mineral  occurrences  and  prospects  in  the 
Fort  Hope-Winisk  area  / by  J.K.  Mason  and 
G.D.  White.  c1995.  ix,  225  p.  : maps.  (Open  file 
report,  ISSN  0826-9580  ; 5926).  One  map  on  1 
fold,  sheet  in  pocket.  Includes  bibliographical 
references. 

ISBN  0-7778-4517-2 

A3008 

Mineral  occurrences  in  the  Swayze  Green- 
stone Belt  [map]  : Swayze  Greenstone  Belt, 
Superior  Province,  Ontario.  Scale  1:150,000. 
[1995].  1 map  : col.  (Preliminary  map  ; P.3330). 
(GSC  open  file  map  ; 3134).  “Canada  Ontario 
Northern  Ontario  Development  Agreement,  Min- 
erals”. Co-published  by  Natural  Resources  Can- 
ada, Geological  Survey  of  Canada.  Includes  bib- 
liographical references. 

A3009 

Mineral  prospects  of  the  Swayze  Greenstone 
Belt  / by  S.  Fumerton  and  K.  Houle.  c1995.  2 v. 
(xi,  714  p.)  : maps.  (Open  file  report,  ISSN 
0826-9580  ; 5912).  “This  publication  was  funded 
under  the  Minerals  program  of  the  Canada- 
Ontario  Northern  Ontario  Development  Agree- 
ment (NODA)”.  Four  maps  on  4 fold,  sheets  in 
pockets  of  vol.  2.  Includes  bibliographical  refer- 
ences. Contents:  v.  1.  Parts  of  NTS  41  O - v.  2. 
Parts  of  NTS  41  O,  42  A and  42  B. 

ISBN  0-7778-3769-2  (2  v.  set) 

A3010 

Montreal  River  area  geochemical  survey  - 
1991  [computer  file].  [1995?].  1 computer  disk  ; 3 
1/2  in.  Title  from  label.  System  requirement: 
Lotus  1-2-3. 

A3011 

Nickel,  copper  and  platinum  group  element 
mineralization  in  Keweenawan  intrusive 
rocks  : new  targets  in  the  Keweenawan  of  the 
Thunder  Bay  region,  northwestern  Ontario  / 

by  PC  Lightfoot  and  M.J.  Lavigne.  c1995.  ix, 
32  p.  : maps.  (Open  file  report,  ISSN  0826-9580  ; 
5928).  Includes  bibliographical  references. 

ISBN  0-7778-4520-2 


A3012 

The  Ontario  drill  hole  database  (ODHDB) 

[computer  file],  1995.  3 computer  disks  ; 3 1/2  in. 
in  envelope.  (Data  set  ; 13).  Title  from  envelope. 
“Files  in  compressed  ASCII  format.” 

A3013 

Paleozoic  geology  : Penetanguishene-Elm- 
vale  area  [map].  Scale  1:50,000.  cl 995.  1 map. 
(Map  ; P.3339). 

A3014 

Pancake  Lake  area  geochemical  survey  - 
1991  [computer  file].  [1995?].  1 computer  disk  ; 3 
1/2  in.  Title  from  label.  System  requirement: 
Lotus  1-2-3. 

A3015 

Particulate  gold  abundance  in  surficial  sedi- 
ments (-10  mesh  (:  Foleyet  area,  District  of 
Timmins  [map].  Scale  1:50,000.  c1995.  1 map. 
(Map  ; P.3323).  “This  publication  was  funded 
under  the  Minerals  program  of  the  Canada- 
Ontario  Northern  Ontario  Development  Agree- 
ment (NODA)”. 

A3016 

Particulate  gold  abundance  in  surficial  sedi- 
ments (-10  mesh  (:  Opeepeesway  Lake  area, 
District  of  Timmins  [map].  Scale  1:50,000. 
c1995.  1 map.  (Map  ; P.3325).  “This  publication 
was  funded  under  the  Minerals  program  of  the 
Canada-Ontario  Northern  Ontario  Development 
Agreement  (NODA)”. 

A3017 

Particulate  gold  abundance  in  surficial  sedi- 
ments (-10  mesh  (:  Rush  Lake  area,  District  of 
Timmins  [map].  Scale  1:50,000.  c1995.  1 map. 
(Map  ; P.3324).  “This  publication  was  funded 
under  the  Minerals  program  of  the  Canada- 
Ontario  Northern  Ontario  Development  Agree- 
ment (NODA)”. 

A3018 

Particulate  gold  and  heavy  mineral  abun- 
dance in  surficial  sediments,  western 
Swayze  Greenstone  Belt  [computer  file]. 
[1995?].  1 computer  disk  ; 3 1/2  in.  in  envelope. 
Title  from  envelope.  Format:  ASCII. 

A3019 

Precambrian  geology  : Larder  Lake  area 

[map].  Scale  1:50,000.  c1995. 1 map  : col.  (Map  ; 
2628). 

A3020 

Precambrian  geology  : Larder  Lake  area 

[map].  Scale  1:50,000.  c1995.  1 map.  (Map  ; 
2628).  Monochrome  map. 
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A3021 

Precambrlan  geology  : Mazinaw  area,  Front- 
enac, Lennox  and  Addington  counties  [map]. 
Scale  1:20,000.  c1995.  1 map.  (Map  ; P.3336). 

A3022 

Precambrian  geology  : Palmerston  Lake 
area  : Frontenac  and  Lanark  counties  [map]. 
Scale  1:20,000.  c1995.  1 map.  (Map  ; P.3335). 

A3023 

Proportionally  sized  circle  plot  of  gold  abun- 
dance in  surficial  sediments  (-230  mesh  size 
fraction)  [map]  : Swayze  Greenstone  Belt, 
Superior  Province,  Ontario.  Scale  1:150,000. 
1995.  1 map  : col.  (Preliminary  map  ; P.3327). 
(GSC  open  file  map  ; 3131).  “Canada  Ontario 
Northern  Ontario  Development  Agreement,  Min- 
erals”. Co-published  by  Natural  Resources  Can- 
ada, Geological  Survey  of  Canada.  Includes  bib- 
liographical references. 

A3024 

Proportionally  sized  circle  plot  of  particulate 
gold  abundance  in  surficial  sediments  (-10 
mesh  size  fraction)  [map]  : Swayze  Green- 
stone Belt,  Superior  Province,  Ontario.  Scale 
1:150,000.  1995. 1 map  : col.  (Preliminary  map  ; 
P.3326).  (GSC  open  file  map  ; 3130).  “Canada 
Ontario  Northern  Ontario  Development  Agree- 
ment, Minerals”.  Co-published  by  Natural 
Resources  Canada,  Geological  Survey  of  Can- 
ada. Includes  bibliographical  references. 

A3025 

Publications  release  notice.  List  no.  1 (Mar.  6, 
1995)-list  no.  4 (Dec.  11/95).  June 
issue  accompanied  by:  Digital  data  catalogue. 
Caption  title.  Issued  also  in  French  under  title: 
Publications  : avis  de  parution. 

ISSN  0833-2118 

A3026 

Quaternary  geology  : Chatham  area,  south- 
ern Ontario  [map].  Scale  1:50,000.  c1995.  1 
map.  (Map  ; P.3337). 

A3027 

Quaternary  geology  of  the  Chatham-Wheatley 
area,  southern  Ontario  /by  R.l.  Kelly,  cl  995.  xiii, 
109  p.  : ill.,  maps.  (Open  file  report,  ISSN 
0826-9580  ; 5925).  Two  maps  on  2 fold,  sheets  in 
pockets.  Includes  bibliographical  references. 
ISBN  0-7778-4465-6 

A3028 

Quaternary  geology  : Rollo  Lake  area,  Dis- 
trict of  Timmins  [map].  Scale  1 :50,000.  c1995. 1 
map.  (Map  ; P.3340).  “This  publication  was 
funded  under  the  Minerals  program  of  the 
Canada-Ontario  Northern  Ontario  Development 
Agreement  (NODA)”. 


A3029 

Quaternary  geology  : Wheatley  area,  south- 
ern Ontario  [map].  Scale  1:50,000.  c1995.  1 
map.  (Map  ; P.3338). 

A3030 

Recommendations  for  exploration.  [1995?]. 
51  p.  : maps.  Cover  title.  Includes  bibliographical 
references. 

A3031 

Report  of  activities,  resident  geologists  / 

edited  by  C.L.  Baker ...  [et  al.].  1994.  xxxiii,  321  p.  : 
ill.,  maps.  (Open  file  report,  ISSN  0826-9580  ; 
5921).  Includes  bibliographical  references. 

ISSN  0838-3677 

A3032 

Results  of  overburden  sampling  for  kimber- 
lite heavy  mineral  indicators  and  gold  grains, 
Michipicoten  River-Wawa  area,  northeastern 
Ontario  [computer  file].  [1995?].  1 computer 
disk  ; 3 1/2  in.  in  envelope.  Title  from  envelope. 
Format:  ASCII. 

A3033 

Selected  list  of  new  titles  = Répertoire  des 
nouvelles  sélections  acquises.  Vol.  25,  #1  (Jan. 
1995)-Dec.  1995. 11  no.  Irregular.  Text  in  English 
only.  Issued  by  Mines  Library. 

ISSN  0829-7819 

A3034 

Summary  of  field  work  and  other  activities  / 

edited  by  C.L.  Baker ...  [et  al.].  1994.  ix,  276  p.  : 
ill.,  maps.  Annual.  (Ontario  Geological  Survey 
miscellaneous  paper,  ISSN  0704-2752  ; 163). 
Includes  bibliographical  references. 

ISSN  0829-8203 

Pub.  Ont.  105474  D * $10.00 

A3035 

Summary  of  publications  released.  1994. 
Caption  title.  Issued  also  in  French  under  title: 
Sommaire  des  publications  parues.  Issued  by 
Ontario  GEOservices  Centre. 

ISSN  1201-754X  (corr.) 

A3036 

Summary  tables  on  mineral  prospects  in  the 
Swayze  Greenstone  Belt  / by  S.  Fumerton. 
c1995.  xi,  105  p.  : ill.,  maps.  (Open  file  report, 
ISSN  0826-9580  ; 5913).  “This  publication  was 
funded  under  the  Minerals  program  of  the 
Canada-Ontario  Northern  Ontario  Development 
Agreement  (NODA)”.  Four  maps  on  4 fold,  sheets 
in  pockets.  Includes  bibliographical  references. 
ISBN  0-7778-3770-6 

A3037 

Till  sampling  survey  - Fort  Frances  area  - 
1991  [computer  file].  [1995?].  1 computer  disk  ; 3 
1/2  in.  Title  from  label.  System  requirement: 
Lotus  1-2-3. 
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A3038 

Trout  Lake  area  geochemical  survey  - 1990 

[computer  file].  [1995?].  1 computer  disk  ; 3 1/2  in. 
Title  from  label.  System  requirement:  Lotus  1-2-3. 

A3039 

Western  Superior  Province  fieldtrip 
guidebook / G.P.  Beakhouse  ...  [et  al.].  [1995?]. 
iii,  94  p.  : ill.,  maps.  (Open  file  ; 3138).  (Open  file 
report,  ISSN  0826-9580  ; 5924).  At  head  of  title: 
Precambrian  ’95.  Co-published  by  Geological 
Survey  of  Canada.  Includes  bibliographical  ref- 
erences. 

ISBN  0-7778-4237-8 
A3040 

A zinc-cadmium-copper  anomaly  : prelimin- 
ary results  of  the  Cow  River  geochemical 
mapping  project,  Batchawana  Greenstone 
Belt  / by  S.M.  Hamilton,  J.A.C.  Fortescue  and 
A.S.  Hardy.  c1995.  ix,  31  p.  : ill.,  maps.  (Open  file 
report,  ISSN  0826-9580  ; 5917).  Two  maps  on  2 
fold,  sheets  in  pocket.  Includes  bibliographical 
references. 

ISBN  0-7778-3825-7 


MINISTRY  OF  SKILLS 
DEVELOPMENT 


Apprenticeship  and  Client 
Services  Branch 

A3041 

A training  profile  for  stationary  engineers, 
fourth  class.  June  1991. 130  p.  Cover  title:  Sta- 
tionary engineers  : fourth  class  training  profile. 
Includes  bibliographical  references. 

Pub.  Ont.  005661  Out-of-print 


MINISTRY  OF  THE  ATTORNEY 
GENERAL 


A3042 

Alternative  Measures  Program  : diversion  for 
young  persons  : information  guide.  [1995].  1 
fold,  sheet.  Text  in  English  and  French  with 
French  text  on  verso.  Title  on  verso:  Programme 
des  mesures  de  rechange  : déjudiciarisation  à 
l’intention  des  adolescents.  Co-published  by 
Ministry  of  the  Solicitor  General  and  Correctional 
Services  and  by  Ministry  of  Community  and 
Social  Services. 


A3043 

Annual  report.  1993/94.  43,  43  p.  : ports.  Title 
on  added  t.p.:  Rapport  annuel.  Covertitle.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Report  year  ends  Mar.  31. 

Pub.  Ont.  105631  Out-of-print 

Microfiche  5650-95  * t $1  -00  ( + PST) 

A3044 

Appellate  court  reform  in  Ontario  : a con- 
sultation paper  / by  John  D.  McCamus  and 
Donald  F.  Bur.  1994.  x,  74  p.  Includes  biblio- 
graphical references. 

ISBN  0-7778-3671-8 

A3045 

The  Attorney  General’s  Working  Group  on 
Residential  Construction  Trust  Compliance 
Under  the  Construction  Lien  Act  : report. 

Feb.  1995.  ii,  26  p.  Cover  title.  Running  title: 
Working  Group  on  Trust  Compliance.  Chair: 
Derek  R.  Freeman. 

A3046 

Bills  and  motions  : the  services  of  the  Office  of 
Legislative  Counsel  : a guide  for  private  mem- 
bers. [1995?].  7,  7 p.  Cover  title.  Text  in  English 
and  French  with  French  text  on  inverted  pages. 
Title  on  added  t.p.:  Projets  de  loi  et  motions 
d’amendement  : guide  des  services  offerts  aux 
députés  par  le  Bureau  des  conseillers  législatifs. 
Issued  by  Office  of  Legislative  Counsel. 

A3047 

Capacity  Assessment  Office.  Vol.  1.1  (Jan. 
1995).  Title  on  added  t.p.:  Bureau  d’évaluation 
de  la  capacité.  Caption  title.  Text  in  English  and 
French  with  French  text  on  inverted  pages. 
Issued  by  Capacity  Assessment  Office. 

A3048 

Case  management  in  the  family  court  : a 
guide  to  implementation  / Mary  Jane  Hatton, 
Joseph  C.M.  James.  c1995.  x,  44,  [18]  p. 
Includes  bibliographical  references.  Issued  by 
Office  of  the  Chief  Judge,  Ontario  Court  of  Jus- 
tice (Provincial  Division). 

ISBN  0-7778-4203-3 

A3049 

Civil  Justice  Review  : first  report.  Mar.  1995. 
411  p.  : ill.  “Published  by  the  Ontario  Civil  Justice 
Review”.  Co-chairs:  Robert  A.  Blair,  Sandra 
Lang.  Submitted  to  Ontario  Court  of  Justice. 
Issued  also  in  French  under  title:  Révision  de  la 
justice  civile  : premier  rapport.  Includes  biblio- 
graphical references. 

Pub.  Ont.  001919  * Free 

A3050 

Class  proceedings.  [1995?].  [2]  p.  on  1 sheet. 
Issued  also  in  French  under  title:  Les  recours 
collectifs. 
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A3051 

Estimates  briefing  book.  1995/96. 101,  i p.  Run- 
ning title:  The  estimates.  Cover  title.  Issued  also  in 
French  under  title:  Prévisions  budgétaires. 

ISSN  1198-4465 

A3052 

Integrated  Safety  Project  initiatives  : Bill  47, 
streamlining  court  processes  : communica- 
tions support  package.  July  1994.  1 v.  (various 
pagings)  : ill.  Cover  title.  Issued  by  Integrated 
Safety  Project. 

A3053 

Legal  aid  bulletin.  No.  98  (Jan.  1995)-no.  105 
(Nov.  1995).  Title  on  added  t.p.:  L’aide  juridique 
en  bref.  Text  in  English  and  French.  Issued  by 
Law  Society  of  Upper  Canada. 

A3054 

Questions  & answers  about  Ontario  Court 
(General  Division),  Family  Court.  [1995?].  1 
fold,  sheet.  Text  in  English  and  French  with 
French  text  on  verso.  Title  on  verso:  Questions 
et  réponses  sur  la  Cour  le  l’Ontario  (Division 
générale),  Cour  de  la  famille. 

A3055 

Regulation  of  public  accounting  in  Ontario  : 

a proposal  for  change  / Roger  N.  Wolff.  Sept. 
1994.  15  leaves  Cover  title. 

A3056 

Your  MAG  et  vous.  Vol.  7,  no.  7 (Jan.  1995)-v.  8, 
no.  1 (Oct.  1995).  Caption  title.  Includes  some 
text  in  French. 

Communications  Branch 

A3057 

Managers’  memo.  Vol.  4,  no.  2 (Apr.  1994)-v.  4, 
no.  6 (Oct.  1994).  ill.  Bimonthly.  Caption  title. 

Program  Development  Branch 

A3058 

Court  statistics  annual  report.  1994/95.  84  p. 
Cover  title.  Chiefly  tables.  “Report  number 
A-21”.  Issued  by  Information  Planning  and  Court 
Statistics. 

Pub.  Ont.  005701  * Free 

Public  Guardian  and  Trustee 

A3059 

A factsheet  : Substitute  Decisions  Act.  [1995]. 
4 p.  Caption  title.  Issued  also  in  French  under 
title:  Bulletin  : Loi  sur  la  prise  de  décisions  au 
nom  d’autrui. 


MINISTRY  OF  THE  ENVIRONMENT 

A3060 

Metro  Toronto  Remedial  Action  Plan  : envi- 
ronmental conditions  and  problems  / Envi- 
ronment Canada,  Environment  Ontario,  Ministry 
of  Natural  Resources,  Metropolitan  Toronto  and 
Region  Conservation  Authority.  July  1993.  196, 
[46]  p.  : ill.,  maps.  Cover  title:  Metro  Toronto 
Remedial  Action  Plan  : stage  1 : environmental 
conditions  and  problem  definition.  PIBS  2664. 
Includes  bibliographical  references. 

ISBN  0-7778-1656-3 

A3061 

Project  Quinte  annual  report  / prepared  by 
Project  Quinte  members  ; in  cooperation  with  the 
Bay  of  Quinte  Remedial  Action  Plan.  1992.  iv, 
104  p.  : ill.,  maps.  (Monitoring  report  ; no.  4).  At 
head  of  title:  Bay  of  Quinte  Remedial  Action 
Plan.  Includes  bibliographical  references. 

ISSN  1198-3779 


Water  Resources  Branch 


A3062 

Summary  : twelve  month  monitoring  data 
report  : industrial  minerals  sector  : for  the 

periods  February  1, 1990  to  January  31, 1991  and 
August  1,  1990  to  July  31,  1991.  May  1993.  iii, 
195  p.  : ill.,  1 map.  At  head  of  title:  Municipal- 
Industrial  Strategy  for  Abatement  (MISA).  On 
cover:  Stopping  water  pollution  at  its  source  : 
MISA,  Municipal/Industrial  Strategy  for  Abate- 
ment. “Cette  publication  technique  n’est  dispon- 
ible qu’en  anglais.”  PIBS  2205.  Includes  biblio- 
graphical references. 

ISBN  0-7778-0386-0 


MINISTRY  OF  THE  SOLICITOR 
GENERAL  AND  CORRECTIONAL 
SERVICES 


A3063 

Bell  Cairn  Staff  Development  Centre  audio/ 
visual  catalogue.  Jan.  1995.  43  p.  Cover  title. 
Date  on  header:  Jan.  1, 1994.  Previously  issued 
by  Ministry  of  Correctional  Services. 

A3064 

Bell  Cairn  Staff  Development  Centre  books, 
periodicals,  reference.  Jan.  1995.  28  p.  Cover 
title. 


MINISTRY  OF  TRANSPORTATION 


195 


A3065 

Emergency  measures  news.  Vol.  1,  no.  2 
(spring  1995)-v.  2,  no.  1 (fall  1995).  ill.  Semian- 
nual. Caption  title.  “The  newsletter  of  Emergen- 
cy Measures  Ontario”. 

ISSN  1201-1525 

A3066 

Emergency  Measures  Ontario  : preparing  for 
a safer  tomorrow.  [1994].  1 fold,  sheet.  Issued 
also  in  French  under  title:  Mesures  d’urgence 
Ontario  : pour  un  lendemain  plus  sûr. 

ISBN  0-7778-3504-5 

A3067 

Estimates  briefing  book.  1995/96.  57  p.  : ill. 
Annual. 

ISSN  1198-4473 
A3068 

One  to  one  : a guide  to  police-youth  mentor- 
ing / produced  ...  by  Dowrich  Management  Ser- 
vices. [1994?].  27,  27  p.  Co-published  by  Solicitor 
General  Canada.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added  t.p.: 
Faire  équipe  : encadrement  des  jeunes  par  la 
police.  Includes  bibliographical  references. 

ISBN  0-7778-2821-9 

A3069 

Ontario  Police  College  course  calendar. 

1996.  57  p.  : 1 map.  Annual.  Cover  title. 

A3070 

Police  and  youth  : “looking  to  the  future”  : 

executive  summary  of  the  final  report  of  pilot 
project,  police/youth  mentoring  program  / 
prepared  by  Dowrich  Management  Services. 
Dec.  1993.  16,  [2],  18  p.  On  cover:  User  report. 
Co-published  by  Solicitor  General  Canada.  Text 
in  English  and  French  with  French  text  on  inver- 
ted pages.  Title  on  added  t.p.:  La  police  et  les 
jeunes  : “un  regard  vers  l’avenir”. 

ISBN  0-662-21461-7 

A3071 

Report  re:  release  by  Ontario  Board  of  Parole 
of  Clinton  Victor  Suzack  / submitted  by  Bonnie 
J.  Wein.  Nov.  1993.  ii,  43,  [3]  leaves.  Cover  title. 
Running  title:  Report  to  Deputy  Solicitor  Gener- 
al/Deputy Ministry  of  Correctional  Services  : 
review  of  decision  to  grant  parole  re:  Clinton  Vic- 
tor Suzack. 

A3072 

Women’s  voices,  women’s  choices  : report 
of  the  Women’s  Issues  Task  Force.  Jan.  1995. 
49,  [8]  p.  Cover  title.  Co-chairs:  Elizabeth  White, 
Marg  Welch.  Issued  also  in  French  under  title: 
Voix  de  femmes,  choix  de  femmes  : rapport  du 
Groupe  de  travail  sur  la  condition  des  femmes 
dans  le  système  correctionnel.  Includes  biblio- 
graphical references. 


MINISTRY  OF  TRANSPORTATION 

A3073 

Addendum  to  environmental  study  report  : 
Ventnor  to  Totem  Ranch  Service  Road  : west 
of  Hwy  416,  from  Ventnor  Road  northerly  6.1  km 
to  Totem  Ranch  Road  ...  / prepared  by  S.  West- 
endorp.  Sept.  1995.  [4],  5 p.  : 1 map.  On  cover: 
Environmental  study  report.  “G.W.P. 
553-91-00”.  Issued  by  Planning  and  Design  Sec- 
tion. 

A3074 

Aggregate  test  pit  sampling  : alternative 
methods  and  safety  issues  / by  B.C.  Lane  and 
Z.L.  Katona.  Nov.  1995. 14,  [44]  p.  : ill.  (Report  ; 
EM-99).  Includes  summary  in  French.  Includes 
bibliographical  references.  Issued  by  Engineer- 
ing Materials  Office. 

A3075 

Annual  report  = Rapport  annuel.  1993/94. 19  p. 
(fold.)  : ill.,  ports.  Cover  title.  Report  year  ends 
Mar.  31. 

ISSN  0843-4042 

Pub.  Ont.  105633  * $2.50 

Microfiche  5649-95  * f $1 .00  ( + PST) 

A3076 

Annual  report  : Policy  Liaison  Office,  Corpo- 
rate Policy  Branch.  1993.  65  p.  : ill.  Cover  title. 

A3077 

Attitudes  and  perceptions  of  GTA  residents 
toward  specific  transportation  issues  / 

prepared  by  Environics  Research  Group  Lim- 
ited. Apr.  1995.  [68]  p.  (Sessional  paper  ; 361/ 
050).  Running  title:  Focus  Ontario  1995-1.  Cover 
title.  Chiefly  tables. 

A3078 

Attitudes  of  residents  of  Greater  Toronto 
Area  toward  subway  expansion  / prepared  by 
Environics  Research  Group  Limited.  Feb.  1994. 
[40]  p.  Cover  title.  Running  title:  GTA  residents’ 
attitudes  toward  subway  expansion.  Chiefly 
tables. 

A3079 

Attitudes  toward  the  extension  of  Highway 

416  / prepared  by  Environics  Research  Group 
Limited.  Jan.  1994.  15  p.  Cover  title.  Running 
title:  Focus  Ontario  1993-4.  Chiefly  tables. 

A3080 

Bicyclist’s  handbook  : a guide  for  young 
drivers.  Rev.  [1995].  11,  [1]  p.  : col.  ill.  Cover  title. 
Issued  also  in  French  under  title:  Guide  des 
jeunes  cyclistes. 

ISBN  0-7778-3932-6 
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A3081 

Contract  preparation  system  (CPS)  : user’s 
guide.  Version  2.1.1.  Nov.  1994.  74  p.  Covertitle. 
At  head  of  title:  Quality  and  standards.  Issued  by 
Surveys  and  Design  Office. 

ISBN  0-7778-371 7-X 

A3082 

Culvert  replacement  at  Hwy  416  for  the  north 
branch  of  the  South  Nation  River  : class 
environmental  assessment  category  B(a)  ...  . 
Feb.  1995.  ii,  9,  [21]  p.  : ill.,  1 map,  plans.  At  head 
of  title:  Addendum  to  environmental  study  report 
for  W.  P.  369-89-00.  Cover  title  varies  slightly.  On 
cover:  Environmental  study  report.  Issued  by 
Planning  and  Design  Section. 

A3083 

Cycling  skills  : a guide  for  teen  and  adult 
cyclists.  [Rev.].  [1995].  46  p.  : ill.  Cover  title. 
Issued  also  in  French  under  title:  L’art  du  cycl- 
isme : guide  à l’usage  des  cyclistes  adolescents 
et  adultes. 

ISBN  0-7778-3884-2 

A3084 

A Décima  Research  report  to  the  Ministry 
of  Transportation  assessing  response  to 
change  among  employees  / prepared  by  Déci- 
ma Research.  Dec.  1993.  70,  [12]  p.  : ill.  “APP 
GEN  M001.” 

A3085 

Design  and  construction  report  for  Highway 
403  : QEW  (Freeman  interchange)  northerly 
to  Highway  5 (Dundas  Street)  : grading,  drai- 
nage, granular  base,  paving,  including  4 struc- 
tures ...  / prepared  by  McCormick  Rankin.  June 
1995.  41,  [171]  p.  : ill.,  maps.  Covertitle:  Highway 
403  from  QEW  (Freeman  interchange)  northerly 
to  Highway  5 (Dundas  Street).  “W.P.  199-77-06”. 
Issued  by  Highway  Engineering  Section. 

A3086 

Design  Graphic  System  (DGS)  user’s  manual 
for  planning  and  design  applications  / Hanna 
Hanna.  Version  2.0.  April  1995- . 1 v.  : ill.  Loose- 
leaf  for  updating. 

ISBN  0-7778-4707-X 

A3087 

Detailed  design  study  : Queen  Elizabeth 
Way  : Mountain  Road  to  Highway  420  (includ- 
ing the  Thorold  Stone  Road  interchange)  : 

Regional  municipality  of  Niagara,  City  of  Niagara 
Falls  / prepared  by  UMA  Engineering  Ltd.  May 
1995.  1 v.  (various  pagings)  : ill.  (some  col.), 
maps,  plans.  On  cover:  Environmental  study 
report.  “W.P.  224-92-00”.  Plans  on  fold,  leaves. 
Includes  bibliographical  references.  Issued  by 
Planning  and  Design  Section. 


A3088 

Estimates  briefing  book.  1995/96.  ii,  88  p.  : ill. 
(some  col.).  Annual.  Running  title:  The  esti- 
mates. Cover  title.  Issued  also  in  French  under 
title:  Document  d’information  sur  le  budget  des 
dépenses.  Issued  by  Financial  Planning  and 
Evaluation  Branch. 

ISSN  1198-4368 

A3089 

The  extension  of  Highway  410  : Bovaird  Drive 
to  Highway  10  : environmental  assessment 
report  / prepared  by  McCormick  Rankin.  Aug. 
1995.  3 v.  : ill.,  maps.  Title  from  cover.  “W.P. 
22-79-00”.  Contents:  v.  1.  Report  - v.  2.  Appen- 
dices - v.  3.  Appendices.  Issued  by  Highway 
Engineering. 

Microfiche  5682-95  * t $21 .00  ( + PST) 

A3090 

Field  guide  for  the  acceptance  of  hot  mix  and 
bridge  deck  waterproofing.  [Rev.].  May  1995. 
iii,  103,  [8]  p.  : ill.,  forms.  Cover  title.  Issued  by 
Engineering  Materials  Office,  Bituminous  Sec- 
tion. 

ISBN  0-7778-4318-8 
A3091 

Geometric  design  standards  for  Ontario 
highways.  [Rev.].  [1994].  1 v.  (loose-leaf)  : ill. 
Issued  by  Surveys  & Design  Office. 

A3092 

Highway  3 (new),  Township  of  Gosfield 
South,  Township  of  Mersea,  County  of 
Essex,  District  #1  - Chatham  : grading,  drain- 
age, granular  base  and  paving  / prepared  by  J.P. 
Small.  Jan.  1995.  iii,  25  p.  : maps  (1  fold.).  At 
head  of  title:  Environmental  status  statement. 
“W.P.  290-66-01”.  Issued  by  Planning  and 
Design  Section. 

A3093 

Highway  6 passing  lanes  and  structural  re- 
habilitation : 6.8  km  north  of  Grey  County  Road 
9 at  Orchard  northerly  to  7.7  km  north  of  the 
Town  of  Durham  ...  / prepared  by  S.  Ford,  A. 
Seppala.  Feb.  1995.  24  p.  : 1 map.  At  head  of 
title:  Environmental  study  report.  “W.P.  673- 
90-00”.  Issued  by  Planning  and  Design  Section. 

A3094 

Highway  6 resurfacing  and  structure  replace- 
ment from  2.2  km  north  of  Kenilworth  north- 
erly to  the  south  limit  of  Mount  Forest  : Town- 
ship of  Arthur,  County  of  Wellington,  District  #2  - 
London/Stratford,  Southwestern  Region  / 
Sandra  D.  Ford,  K.  Anderson.  Jan.  1995.  iv, 
23  p.  : ill.,  1 map,  1 plan.  At  head  of  title:  Environ- 
mental study  report.  “W.P.  204-85-00”.  Issued 
by  Planning  and  Design  Section. 
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A3095 

Highway  17  upgrading  from  29.3  km  east  of 
Nipigon  River  easterly  for  15.9  km  to  Gravel 
River  : District  19  - Thunder  Bay  ...  / prepared  by 
K.  Bemben.  Mar.  1995.  14,  [33]  leaves  : maps. 
At  head  of  title:  Environmental  study  report. 
“W.P.  909-76-01”.  Issued  by  Planning  and 
Design 
Section. 


A3096 

Highway  24  : Cambridge  to  Guelph  : environ- 
mental study  report  / prepared  by  M.M.  Dillon 
Limited.  “Draft”.  Mar.  1995.  1 v.  (various  pag- 
ings)  : ill.,  maps  (some  fold.),  plans.  On  cover: 
December  1994.  Issued  by  Southwestern  Region. 


A3097 

Highway  25  from  the  former  north  limits  of 
Acton  northerly  to  the  intersection  of  High- 
way 24,  Ospringe  : Town  of  Halton  Hills,  the 
Regional  Municipality  of  Halton,  Township  of  Erin, 
County  of  Wellington  / prepared  by  J.  Foster,  M. 
Favell.  Dec.  1994. 15  p.  : 1 map.  At  head  of  title: 
Environmental  study  report.  “W.P.  199-85-00”. 
Issued  by  Planning  and  Design  Section. 

A3098 

Highway  69  route  planning  study  and  envi- 
ronmental assessment,  category  A : south  of 
Tower  Road  (Mactier  to  2.7  km  north  of  Highway 
141  : 26.5  km  ...  / prepared  by  Cole,  Sherman  & 
Associates  Ltd.  Mar.  1995. 2 v.  : ill.,  forms,  maps, 
plans.  Available  on  microfiche.  Microfiche  pub- 
lished by  Management  Board  Secretariat.  EA  file 
no.  TC-NO-02.  “W.P.  529-89-00”.  Contents:  v.  1. 
Main  report  - v.  2.  Appendices. 

Microfiche  5670-95  (main  report)  * t $5.00 

( + PST) 

Microfiche  5671-95  (appendices)  * + $9.00 

( + PST) 


A3099 

Highway  69  : Tower  Road  to  Highway  141  : 
route  planning  study  and  environmental 
assessment,  category  A : executive  sum- 
mary (as  per  Ontario  Regulation  205)  : (south 
of  Tower  Road  (Mactier)  to  2.7  km  north  of  High- 
way 141  : 26.5  km)  : District  52  Huntsville.  Mar. 
1995.  26  p.  : maps.  Cover  title.  Available  on 
microfiche.  Microfiche  published  by  Manage- 
ment Board  Secretariat.  EA  file  no.  TC-NO-02. 
“W.P.  529-89-00”. 

Microfiche  5669-95  * t $1 .00  ( + PST) 

A3100 

Highway  401  expansion  : 1.6  km  east  of 
Whites  Road  to  Westney  Road  : environmen- 
tal assessment  category  B(b)  ...  / prepared  by 
Gartner  Lee  Limited  ; in  association  with  DS-Lea 
Associates  and  Delean  Corporation.  Jan.  1995. 


35,  [24]  p.  : ill.,  maps.  On  cover:  Environmental 
study  report.  “G.W.P.  274-87-00”.  Includes  bib- 
liographical references.  Issued  by  Planning  and 
Design  Section. 

A3101 

Highway  401  reconstruction  and  six-laning 
from  1.0  km  east  of  Highway  6 north  (Hanlon 
Expressway)  easterly  to  1.6  km  east  of  High- 
way 6 south  (Brock  Road)  : Township  of  Pus- 
linch,  County  of  Wellington,  District  #2  - London/ 
Stratford  / prepared  by  S.  Ford,  G.  Troughton. 
Feb.  1995.  iii,  19  p.  : 1 map.  At  head  of  title: 
Environmental  study  report.  “W.P.  451-89-00”. 
Issued  by  Planning  and  Design  Section. 

A3102 

Highway  403,  from  Garden  Avenue  easterly 
to  1.0  km  of  [i.e.  east  of]  Highway  52  : paving 
and  granular  base  : City  of  Brantford,  Township 
of  Brantford-  County  of  Brant  & Town  of  An- 
caster  ...  / prepared  by  Freeway  Engineering 
Section.  Feb.  1995. 13,  [47]  p.  (1  fold.)  : ill.,  maps. 
Cover  title  varies  slightly.  On  cover:  Design  and 
construction  report.  “W.P.’s  65-67-02,  66-67-02 
& 115-87-00”.  Issued  by  Planning  and  Design 
Section. 

A3103 

Highway  #407  east  survey  results  / prepared 
by  the  Angus  Reid  Group.  Jan.  1995. 14,  [20]  p.  : 
ill.  (Sessional  paper  ; 361/052).  Cover  title. 

A3104 

Highway  416  from  0.1  km  north  of  the  Rideau 
River  to  1 .0  km  south  of  Roger  Stevens  Drive, 
including  Regional  Road  13  interchange  : 

Regional  municipality  of  Ottawa-Carleton,  Town- 
ship of  Rideau  ...  / prepared  by  M.M.  Dillon  Lim- 
ited. Nov.  1994.  47,  [126]  p.  : ill.,  maps.  On  cover: 
Environmental  study  report.  Two  maps  on  two 
fold,  sheets  in  pocket.  “W.P.  371-89-00”.  Issued 
by  Planning  and  Design  Section. 

A3105 

Highway  427  from  0.9  km  south  of  Highway 
409  northerly  to  Steeles  Avenue  : City  of 
Etobicoke,  Municipality  of  Metropolitan 
Toronto  ...  / prepared  by  Marshall  Macklin  Mon- 
aghan Limited.  Dec.  1994.  1 v.  (various  pag- 
ings)  : maps.  At  head  of  title:  Environmental 
study  report.  “W.P.  615-89-00”.  Includes  biblio- 
graphical references.  Issued  by  Planning,  Engi- 
neering and  Construction,  Central  Region. 

A3106 

Highway  509  from  8.4  km  east  of  Plevna  to 
Snow  Road  Station-  24.2  km  : District  43- 
Bancroft ...  / prepared  by  J.L.  Richards  & Associ- 
ates Limited.  Apr.  1995.  iii,  15,  [36]  p.  : maps.  At 
head  of  title:  Environmental  study  report.  “W.P. 
348/351/357-91-01”.  Issued  by  Planning  and 
Design  Section. 
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A3107 

Highway  maintenance  yard  site  selection, 
Highway  6,  Bruce  County  : class  environmen- 
tal assessment  group  B / prepared  by  Ecological 
Services  for  Planning  Ltd.,  R.J.  Burnside  and 
Associates  Limited.  Mar.  1995.  vii,  45,  [23]  p. 
(some  fold.)  : ill.,  maps  (some  col.).  At  head  of 
title:  Environmental  study  report.  Cover  title: 
Highway  6 highway  maintenance  yard  site 
selection,  Township  of  Lindsay,  Township  of  St. 
Edmunds,  County  of  Bruce.  “W.O.  92-33-001”. 
Includes  bibliographical  references.  Issued  by 
Planning  and  Design  Section. 

A3108 

Improvements  to  Highway  17  from  16  km 
west  of  Keewatin,  westerly  to  the  Manitoba 
boundary  : MTO  District  61-  Thunder  Bay, 
Northwestern  Region  ...  / prepared  by  D.R. 
Burn.  Oct.  1995. 10  [i.e.  13],  [3]  leaves  : ill.,  maps 
(1  fold.).  At  head  of  title:  Environmental  study 
report.  “W.P.  302-85-00”.  Issued  by  Planning 
and  Design  Section. 

A3109 

Inside  routes.  Vol.  5,  no.  10  (Dec.  1994/Jan. 
1995)-v.  6,  no.  5 (July  1995).  ill.  Caption  title. 
Ceased  publication. 

ISSN  1180-4602 

A3110 

MTO  logistics  newsletter.  Apr./May/June 
1995-Oct./Nov./Dec.  1995.  Continues:  Physical 
distribution  newsletter.  Quarterly.  Title  on  added 
t.p.:  Bulletin  du  MTO  sur  la  logistique.  Caption 
title.  Text  in  English  and  French  with  French  text 
on  inverted  pages.  “To  assist  small  business  and 
industry  in  logistics  matters.” 

A3111 

Municipal  training  courses.  1996.  38,  [7]  p.  : 

forms,  maps.  Cover  title.  Co-published  by  Muni- 
cipal Engineers  Association. 

A3112 

Muskoka  Airport  Service  Road  : from  Highway 
118,  southerly  to  Reay  Road,  a distance  of  4.9 
km  ...  / prepared  by  P.  Wowk,  C.  Murray.  July 
1994.  24  [i.e.  31],  [2]  leaves  : maps.  On  cover: 
Environmental  study  report.  “W.P.  811-93-00”. 
Issued  by  Planning  and  Design  Section. 

A3113 

Muskoka  Road  37  interchange,  1.7  km  north  of 
Highway  118,  Highway  11,  District  52,  Hunts- 
ville : environmental  category  B / prepared  by 
Marshall  Macklin  Monaghan.  Feb.  1995.  21,  [3]  p. 
(some  fold.)  : ill.,  1 map,  plans.  On  cover:  Environ- 
mental study  report.  “W.P.  61-86-00”.  Issued  by 
Planning  and  Design  Section. 


A3114 

Newcomers  guide  to  graduated  licensing  : 
ready  for  Ontario’s  roads-  : how  to  get  an 

Ontario  driver’s  licence.  [1995].  [18, 18]  p.  Cover 
title.  Text  in  English  and  French  with  French  text 
on  inverted  pages.  Title  on  added  t.p.:  Guide  sur 
la  délivrance  graduelle  des  permis  de  conduire  à 
l’intention  des  nouveaux  Ontariens  : sur  la 
bonne  voie,  en  Ontario!  - . 

ISBN  0-7778-3824-9 

A3115 

Official  road  map,  1994-1995  [map]  = Carte 
routière,  1994-1995.  Scale  1:700,000  and 
1:1,600,000.  [repr.  1995].  2 maps  : col.  At  head  of 
title:  Ontario.  Co-published  by  Ministry  of  Cul- 
ture, Tourism  and  Recreation.  Includes  index. 
“Information  compiled  to  January  1, 1994”. 

Pub.  Ont.  106023  * $2.95  ( + PST) 

A3116 

Ontario  airports  [map]  = Aéroports  de  l’Ontario,  j 
Scale  1 :800,000  and  1 :1 ,600,000.  cl 995.  2 maps  : 
col.  “Information  compiled  to  June,  1995”. 

A3117 

Ontario  provincial  standards  for  roads  and  | 
municipal  services  : OPS  information  book-  I 
let.  1995.  43  p.  : ports.  Co-published  by  Munici- 
pal Engineers  Association,  Ministry  of  Environ-  | 
ment  and  Energy  and  Ontario  Clean  Water 
Agency.  Issued  by  Surveys  and  Design  Office, 
Ontario  Provincial  Standards  Section. 

A3118 

Ontario  transportation  map  series,  map  1 : 
southwestern  Ontario  [map]  = Série  des  cartes 
de  transport  de  l’Ontario,  carte  1 : sud-ouest  de 
l’Ontario.  Scale  1:250,000.  c1993.  1 map  : col. 
City  and  town  enlargements  on  verso.  “Informa- 
tion compiled  to  June  1, 1983”. 

Pub.  Ont.  106024  * $7.00  ( + PST) 

A3119 

Ontario  transportation  map  series,  map  2 : 
Lake  Huron-Georgian  Bay  area  [map]  = Série  j 
des  cartes  de  transport  de  l’Ontario,  carte  2 : 
région  du  lac  Huron  et  de  la  baie  Géorgienne.  I 
Scale  1:250,000.  cl 991.  1 map  : col.  City  and  I 
town  enlargements  on  verso.  “Information  com-  I 
piled  to  April  1, 1988”. 

Pub.  Ont.  106025  * $7.00  ( + PST)  1 

A3120 

Ontario  transportation  map  series,  map  4 : 
central  Ontario  [map]  = Série  des  cartes  de 
transport  de  l’Ontario,  carte  4 : centre  de  : 
l’Ontario.  Scale  1:250,000.  c1991.  1 map  : col.  j 
City  and  town  enlargements  on  verso.  “Informa-  I 
tion  compiled  to  January  1, 1990”. 

Pub.  Ont.  106027  * $7.00  ( + PST) 
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A3121 

Ontario  transportation  map  series,  map  5 : 
south  central  Ontario  [map]  = Série  des  cartes 
de  transport  de  l’Ontario,  carte  5 : centre-sud  de 
l’Ontario.  Scale  1:250,000.  c1994.  1 map  : col. 
City  and  town  enlargements  on  verso.  “Informa- 
tion compiled  to  June  1,  1984”. 

Pub.  Ont.  1 06028  * $7.00  ( + PST) 

A3122 

Ontario  transportation  map  series,  map  6 : 
upper  Ottawa  Valley  [map]  = Série  des  cartes 
de  transport  de  l’Ontario,  carte  6 : vallée  du  Haut 
Ottawa.  Scale  1:250,000.  c1991. 1 map  : col.  City 
and  town  enlargements  on  verso.  “Information 
compiled  to  March  1, 1989”. 

Pub.  Ont.  106029  * $7.00  ( + PST) 

A3123 

Ontario  transportation  map  series,  map  7 : 
eastern  Lake  Ontario  [map]  = Série  des  cartes 
de  transport  de  l’Ontario,  carte  7 : partie  est  du 
lac  Ontario.  Scale  1:250,000.  c1991. 1 map  : col. 
City  and  town  enlargements  on  verso.  “Informa- 
tion compiled  to  March  1, 1988”. 

Pub.  Ont.  1 06030  * $7.00  ( + PST) 

A3124 

Ontario  transportation  map  series,  map  8 : 
eastern  Ontario  [map]  = Série  des  cartes  de 
transport  de  l’Ontario,  carte  8 : est  de  l’Ontario. 
Scale  1:250,000. 1991. 1 map  : col.  City  and  town 
enlargements  on  verso.  “Information  compiled 
to  January  1, 1984”. 

Pub.  Ont.  106031  * $7.00  ( + PST) 

A3125 

Pelee  Island  transportation  service  sailing 
schedule,  1995  : M.V.  Jiimaan,  M.V.  Pelee 
Islander  = Service  de  transport  Pelee  Island  : 
horaire  du  traversiez  1995  : M.V.  Jiimaan,  M.V. 
Pelee  Islander.  [1995?].  1 fold,  sheet. 

A3126 

Physical  distribution  newsletter.  Jan./Feb./ 
Mar.  1995.  Quarterly.  Title  on  added  t.p.:  Bulletin 
sur  la  distribution.  Caption  title.  Text  in  English 
and  French  with  French  text  on  inverted  pages. 

; “To  assist  small  business  and  industry  in  trans- 
i portation  matters.”  Continued  by:  MTO  logistics 
! newsletter. 

A3127 

Québec-Ontario  high  speed  rail  project  : final 
report.  Aug.  1995.  viii,  89,  [10]  p.  : ill.,  maps.  Co- 
published by  Transport  Canada  and  Ministère 
des  transports  du  Québec.  Issued  also  in  French 
under  title:  Projet  de  train  rapide  Quebec- 
Ontario  : rapport  final.  Includes  bibliographical 
references. 


A3128 

Queen  Elizabeth  Way  : 1.5  km  east  of  Cas- 
ablanca Boulevard  to  1.1  km  west  of  Victoria 
Avenue  : environmental  assessment  class 
B(a)  : Regional  Municipality  of  Niagara  : Town  of 
Grimsby,  Town  of  Lincoln,  MTO  Central  Region  / 
prepared  by  Total  Roadway  Engineering  Corpo- 
ration. Mar.  1995.  52,  [83]  p.  : ill.,  maps,  plans. 
On  cover:  Environmental  study  report.  “GWP 
340-89-00”.  Includes  bibliographical  references. 
Issued  by  Highway  Engineering  Section. 

A3129 

Ready  for  the  road-  : earning  your  driver’s 
licence  in  Ontario’s  graduated  licensing  system. 
[Rev.].  [1995].  [6,  6]  p.  : col.  ill.  Text  in  English  and 
French  with  French  text  on  inverted  pages.  Title 
on  added  t.p.:  Sur  la  bonne  voie! 

ISBN  0-7778-3849-4 

A3130 

Ready  for  the  road-  : log  book.  [Rev.].  [1995]. 
16,  16  p.  : col.  ill.,  forms.  Text  in  English  and 
French  with  French  text  on  inverted  pages.  Title 
on  added  t.p.:  Sur  la  bonne  voie! 

ISBN  0-7778-3848-6 

A3131 

Report  on  bridge  deck  waterproofing  / by 

R.C.  Evers.  1993.  11  p.  : ill.  Annual.  (Materials 
information  ; MI-168).  Issued  by  Engineering 
Materials  Office,  Concrete  Section. 

ISSN  1183-3866 

A3132 

[Road  safety  advertising]  : results  of  a 
national  public  opinion  Angus  Reid  poll.  June 

1994.  [108]  leaves  : forms.  (Sessional  paper  ; 
361/053).  Cover  title.  Chiefly  tables.  Partial  con- 
tents: Media  campaign  evaluation  survey  report. 
Oct.  1994  - Media  campaign  evaluation  survey 
report.  July  1994. 

A3133 

Slate  Falls  Airport,  District  of  Kenora  : Ministry 
of  Transportation  Northwestern  Region,  District  61 
- Thunder  Bay  / prepared  by  Patricia  DeCal.  Aug. 

1995.  ii,  14,  [2]  leaves  : maps.  At  head  of  title: 
Environmental  study  report.  “W.P.  2021-89-01”. 
Issued  by  Planning  and  Design  Section. 

A3134 

Southern  Ontario  rural  rail  rationalization /by 

David  Hackston,  Richard  Lake  and  John  Heads. 
Mar.  1995.  x,  189  p.  : ill.,  maps  (fold.).  Co- 
published by  Ministry  of  Agriculture,  Food  and 
Rural  Affairs.  Includes  bibliographical  references. 

A3135 

Specialized  transit  services  : fact  book.  1993. 
xx,  188,  [10]  p.  Cover  title.  “Cette  publication 
n’est  disponsable  [sic]  qu’en  anglais”. 
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A3136 

Strategic  directions.  Jan.  1994,  including  the 
1994/95  action  plan,  i,  27,  [17]  p.  Cover  title. 

A3137 

Transfocus  2021  : a strategic  transportation 
plan  for  the  Niagara-Lake  Erie  area  : draft  : 
summary  report.  Apr.  1994.  46  p.  : ill.,  maps. 
Includes  bibliographical  references. 

A3138 

Transit  integration  in  the  Greater  Toronto 
Area  : interim  report /Transit  Integration  Steer- 
ing Committee.  Sept.  1995.  20,  [6]  p.  : ill.  Cover 
title.  Chair:  Louis  H.  Parsons.  Submitted  to  Min- 
ister of  Transportation.  Issued  also  in  French 
under  title:  L’intégration  des  transports  en  com- 
mun dans  la  région  du  Grand  Toronto  : rapport 
provisoire. 

A3139 

Transit  integration  news.  Issue  5 (summer 
1995)-issue  6 (fall  1995).  ill.  Caption  title.  Issued 
also  in  French  under  title:  Nouvelles  sur  l’inté- 
gration des  transports  en  commun.  Issued  by 
Transit  Integration  Task  Force. 

A3140 

Transportation  video  catalogue.  [1994?].  [7]  p.  : 
1 form.  Cover  title.  “Distributed  by  the  Titlehouse 
Group  Limited”.  Some  pages  on  1 fold.  leaf. 

A3141 

Truck  and  bus  : National  Safety  Code  : trans- 
portation regulation  in  Ontario.  Rev.  Sept.  1995. 
50  p.  Issued  also  in  French  under  title:  Le  Code 
canadien  de  sécurité  pour  les  camions  et  les 
autobus.  Includes  bibliographical  references. 
ISBN  0-7778-4648-9 

A3142 

Use  of  and  attitudes  toward  bicycle  helmets  / 

prepared  by  Environics  Research  Group  Lim- 
ited. Oct.  1994.  [84]  leaves  : 1 map.  (Sessional 
paper  ; 361/051).  Running  title:  Focus  Ontario 
1994-3.  On  cover:  Focus.  Chiefly  tables. 

A3143 

Ventnor  to  Totem  Ranch  Service  Road  : west 
of  Hwy  416,  from  Ventnor  Road  northerly  6.1  km 
to  Totem  Ranch  Road  ...  / prepared  by  A.  Pal- 
ilionis.  Jan.  1995.  iii,  16,  [46]  p.  : ill.,  maps.  At 
head  of  title:  Environmental  study  report. 
“G.W.P.  553-91-00”.  Issued  by  Planning  and 
Design  Section. 

A3144 

What  you  should  know  about  seat  belts. 

[Rev.].  [1995].  8,  8 p.  : col.  ill.  Cover  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Title  on  added  t.p.:  Ce  que  vous  devez 
savoir  sur  les  ceintures  de  sécurité. 

ISBN  0-7778-3718-8 


Compliance  Branch 

A3145 

Vehicle  dimensions  and  weight  limits  in 
Ontario.  Rev.  Mar.  1995,  cl 987.  93  p.  : ill.  Cover 
title.  Issued  also  in  French  under  title:  Dimen- 
sions et  limites  de  poids  des  véhicules  en 
Ontario. 

ISBN  0-7778-3687-4 

Pub.  Ont.  001976  D * Free 


Construction  and  Operations  Branch 

A3146 

Pesticides  : labels  & material  safety  data 
sheets.  [Rev.].  Sept.  1995.  1 v.  (various  pag- 
ings)  : ill.  Cover  title.  Issued  by  Maintenance 
Operations  and  Equipment  Engineering  Office. 

Highway  Engineering  Division 

A3147 

Input  instruction  manual.  Jan.  1994- . 1 v.  (vari- 
ous pagings)  : ill.  At  head  of  title:  Ontario  Modu- 
lar Bridge  Analysis  System.  Loose-leaf  for 
updating.  Issued  by  Structural  Office. 

ISBN  0-7778-2816-2 


Library 

A3148 

Library  news.  Vol.  39,  no.  10  (Apr.  1,  1995). 
Irregular.  Caption  title. 

Licensing  and  Control  Branch 

A3149 

Bus  driver’s  and  school  bus  driver’s  hand- 
book. [repr.  1994].  46  p.  : ill.  Cover  title  varies 
slightly.  Issued  also  in  French  under  title:  Guide 
du  chauffeur  d’autobus  et  d’autobus  scolaire. 
ISBN  0-7778-1541-9 

A3150 

Driver  licensing  statistics.  1994.  126  p. 
Annual.  Title  from  cover.  Chiefly  tables. 

ISBN  0-7778-4473-7 

A3151 

The  official  air  brake  handbook,  cl 995.  67, 
[4]  p.  : ill.  (some  col.),  forms.  Issued  also  in 
French  under  title:  Guide  officiel  d’utilisation  des 
freins  à air  comprimé. 

ISBN  0-7778-4450-8 
Pub.  Ont.  106018 


$12.95 
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A3152 

The  official  bus  handbook  : for  bus  and  school 
bus  drivers.  c1995.  43,  [4]  p.  : col.  ill.,  forms. 
Issued  also  in  French  under  title:  Guide  officiel 
des  autobus. 

ISBN  0-7778-4452-4 

Pub.  Ont.  106019  * $7.95 

A3153 

The  official  driver’s  handbook  : traffic  laws 
and  good  driving  practices  for  drivers  in  Ontario. 
c1995. 106,  [4]  p.  : col.  ill.,  forms.  Issued  also  in 
French  under  title:  Guide  officiel  de  l’auto- 
mobiliste. 

ISSN  1203-2123 

Pub.  Ont.  106017  * $7.95 

A3154 

The  official  motorcycle  handbook  : for  motor- 
cycle drivers.  c1995.  72,  [4]  p.  : col.  ill.,  forms. 
Issued  also  in  French  under  title:  Guide  officiel 
des  motocyclettes. 

ISBN  0-7778-3887-7 

Pub.  Ont.  106020  * $7.95 

A3155 

The  official  off-road  vehicles  handbook  : 

including  snowmobiles,  ATVs,  mopeds  and  trail- 
ers. c1995.  33,  [3]  p.  : col.  ill.,  forms.  Issued  also 
in  French  under  title:  Guide  officiel  des  véhicules 
tout  terrain. 

ISBN  0-7778-4456-7 

Pub.  Ont.  106021  * $4.95 

A3156 

The  official  truck  handbook  : for  truck  drivers. 
c1995.  34,  [4]  p.  : col.  ill.,  forms.  Issued  also  in 
French  under  title:  Guide  officiel  des  camions. 
ISBN  0-7778-4454-0 

Pub.  Ont.  106022  * $7.95 

A3157 

Vehicle  population  statistics.  1994.  126  p. 
Annual.  Title  from  cover.  Chiefly  tables. 

ISBN  0-7778-4472-9 


Operations  Division 

A3158 

Short  term  directions  : annual  report  on 
results.  1994/95.  22  p.  : ill.  Running  title:  Direc- 
tion setting  exercise.  Cover  title. 

Program  Development  Branch 

A3159 

Ontario  municipal  road  system  facts.  1993.  iii, 
49  p.  : ill.  Cover  title.  Issued  by  Municipal  Roads 
Office. 


A3160 

Provincial  highways  : distance  table  : King’s, 
secondary  highways  and  tertiary  roads  = 

Routes  provinciales  : tables  des  distances  : rou- 
tes principales,  secondaires  et  tertiaires.  1993. 
138  p.  “Road  distances  used  by  this  Ministry  ... 
as  of  July  1,  1993.”  Previously  issued  by  the 
Ministry,  Transportation  Capital  Branch.  Issued 
by  Provincial  Highways  Office. 

ISSN  0825-5350 

Pub.  Ont.  106050  * $7.95 

Quality  and  Standards  Division 

A3161 

Ontario  highway  bridge  design  code  update. 

[Update  to  3rd  ed.].  Mar.  1995.  [50]  p.  : ill.  Cover 
title.  On  cover:  Code  update. 

A3162 

Seismic  design  guidelines.  Nov.  1994.  78  p.  : 
ill.  “Policy  memo  SO  94-03”.  Includes  biblio- 
graphical references.  Issued  by  Structural 
Office. 


Research  and  Development  Branch 

A3163 

A biophysical  model  for  prehistoric  archae- 
ological sites  in  southern  Ontario  / Penny  M. 
Young  ...  [et  al.].  June  1995.  vii,  73  p.  : ill.,  maps. 
“MAT-94-02”.  Includes  bibliographical  references. 

A3164 

Establishment  of  wet  area  vegetation  along 
highways  in  Ontario  : provisional  guide- 
lines / Geomatics  International  Inc.,  The  Land- 
plan  Collaborative  Ltd.  Sept.  1994.  vii,  40  p.  : ill. 
MAT-94-06.  Includes  bibliographical  references. 

A3165 

Evaluation  of  a video  system  for  remote 
monitoring  of  winter  road  surface  condi- 
tions/ M S.  Perchanok,  R.  Raven.  Dec.  1994.  vi, 
14  p.  : ill.,  1 map.  “MAT-94-11”.  Includes  biblio- 
graphical references. 

A3166 

Evaluation  of  an  ice  detection/prediction 
system  at  the  Grand  River  Bridge,  Hwy.  401  / 

T.  Masliwec,  T.  Leung,  F.  Jewer.  Mar.  1995.  iv, 
23  p.  : ill.  “MAT-94-04”.  Includes  bibliographical 
references. 

A3167 

Field  trials  of  pre-wetted  sand  for  winter 
maintenance  / M.S.  Perchanok  ...  [et  al.].  Mar. 
1995.  iv,  37  p.  : ill.,  1 map.  “MAT-94-10”.  Includes 
bibliographical  references. 
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A3168 

Laboratory  tests  of  the  performance  of  high- 
way de-icing  chemicals  and  winter  sand  on 
compacted  snow  and  ice  / G.  Comfort.  Sept. 
1994.  ix,  64  p.  : ill.  “MAT-94-05”.  Includes  biblio- 
graphical references. 

A3169 

Retroreflectivity  of  pavement  markings  : an 
analytical  and  experimental  study  of  mea- 
surement instruments  / Xijia  Gu,  Manfred 
Hubert.  Dec.  1994.  iv,  18  p.  : ill.  “MAT-93-01”. 
Includes  bibliographical  references. 

A3170 

Road  talk.  Dec.  1994-v.  1,  no.  4 (Dec.  1995).  ill. 
Quarterly.  Caption  title.  “Ontario’s  transportation 
technology  transfer  digest”. 

A3171 

Roadside  brush  control  techniques  : effec- 
tiveness and  economics  / G.D.  Puttock.  Nov. 
1994.  vi,  30  p.  : ill.  MAT-94-13.  Includes  biblio- 
graphical references. 

A3172 

Study  design  to  assess  the  effects  of  highway 
median  barriers  on  wildlife  / Anne  H.  Hubbs, 
Rudy  Boonstra.  June  1995.  vii,  49  p.  : ill.,  1 form. 
“MAT-94-03”.  Includes  bibliographical  references. 

A3173 

Technology  assessment  for  removal  of  total 
dissolved  solids  from  salty  washwaters  gen- 
erated from  vehicle  washing  operations  / S. 

Koh,  A.  Zaidi.  May  1995.  viii,  26  p.  : ill. 
“MAT-94-08”.  Includes  bibliographical  refer- 
ences. 


Safety  Policy  Branch 

A3174 

Monocular  vision  and  commercial  motor 
vehicle  safety.  June  1995.  iv,  69  p.  : ill.  Includes 
summary  in  French.  SRO-95-103.  Includes  bib- 
liographical references.  Issued  by  Safety 
Research  Office. 

ISBN  0-7778-4373-0 

A3175 

Photo  radar  safety  evaluation  : preliminary  4 
month  speed  results.  Jan.  1995.  v,  29,  [41]  p.  : 
ill.  Includes  insert  entitled:  Photo  radar  safety 
evaluation  : summary  of  early  results.  SRO-101/ 
95.  Includes  bibliographical  references.  Issued 
by  Safety  Research  Office. 

A3176 

Psychiatric  disorders  and  motor  vehicle 
crash  risk  : a review  of  the  literature  / Leo 

Tasca.  Nov.  1995.  24  p.  Cover  title.  Includes 


summary  in  French.  “SRO-95-107”.  Includes 
bibliographical  references.  Issued  by  Safety 
Research  Office. 

ISBN  0-7778-4761-2 

A3177 

The  roles  of  legislation,  education  and  rein- 
forcement in  changing  road  user  behaviour/ 

Lawrence  P.  Lonero  ...  [et  al.].  July  1994.  xv, 
273  p.  : ill.  Includes  summary  in  French. 
SRO-94-102.  Includes  bibliographical  refer- 
ences. Issued  by  Safety  Research  Office. 

ISBN  0-7778-2827-8 

A3178 

Summary  of  papers  : fifth  conference  for 
recipients  of  grants  from  the  Coordinator  of 
Highway  Safety,  MTO,  September  28,  1995  / 

[edited  by  R.W.  Lamble],  Oct.  1995.  11  p.  : ill. 
Cover  title.  At  head  of  title:  FYI.  “FYI-95-105”. 
Issued  by  Safety  Research  Office. 


Transportation  Operations  Branch 

A3179 

Remote  airport  lighting  manual.  Rev.  Mar. 
1995-  . 1 v.  (loose-leaf)  : ill.,  forms.  Issued  by 
Electrical  Engineering  Office. 

ISBN  0-7778-4422-2 


Transportation  Systems  Planning 
Branch 

A3180 

1994  GO  Bus  passenger  survey  : survey  pro- 
cessing and  survey  results  / by  Multisystem 
Consulting.  July  1995. 1 v.  (various  pagings)  : ill., 
maps.,  1 form.  “DMFO-95-03”.  Issued  by  Trans- 
portation Management  and  Forecasting  Office. 

A3181 

Carpool  parking  lots  inventory  / R.  Chisholm. 
Nov.  1994.  iii,  86  p.  : ill.,  maps.  Running  title: 
Carpool  parking  lot  inventory.  Previously  issued 
by  the  Ministry,  Transportation  Technology  and 
Energy  Branch.  “T.D.F.O.  95-01”. 

A3182 

Transfocus  2021  : a strategic  transportation 
plan  for  the  Niagara-Lake  Erie  area.  Apr.  1995. 
ii,  29,  [19]  p.  : ill.  (some  col.),  maps.  Issued  also  in 
French  under  title:  Transfocus  2021  : plan  strat- 
égique de  transport  pour  la  région  de  Niagara  et 
du  lac  Érié.  Includes  bibliographical  references. 
Issued  by  Provincial  Planning  Office. 

ISBN  0-7778-3877-X 
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A3183 

Access.  Spring  1995-Autumn  1995.  2 no.  ill.  Cap- 
tion title.  “Niagara  Escarpment  news  and  notes”. 
ISSN  1186-298X 

A3184 

Annual  report.  1994/95.  6 p.  : ill.,  1 map,  1 port. 
Caption  title.  Report  year  ends  Mar.  31. 

ISSN  1192-1447 

A3185 

Cuesta.  1995. 17  p.  : ill.  (some  col.),  maps,  ports. 
Annual.  Errata  inserted.  Issued  also  in  French 
under  the  same  title. 

ISSN  0228-1589 

A3186 

Cumulative  Effects  Monitoring  Program  for 
the  Niagara  Escarpment  Plan  area  : phase  II 
final  report  / MacViro  Consultants  Inc.  June 
1995.  vi,  58  p.  : ill.,  maps.  Cover  title.  Includes  3 
col.  maps  on  3 fold,  leaves. 

A3187 

Niagara  Escarpment  explorer  : northern  Grey 
County.  May  1995. 1 sheet  (fold.)  : col.  ill.,  maps. 
ISBN  0-7778-3883-4 

A3188 

The  Niagara  Escarpment  Plan  (1994)  [computer 
file].  Jan.  1995.  1 computer  disk  ; 

3 1/2  in.  Office  consolidation. 

A3189 

Ontario’s  Niagara  Escarpment  : (Ontario, 
Canada)  implementing  the  biosphere 
reserve  concept  in  a highly  developed 
region  / Nars  Borodczak.  [1995?].  13,  [5]  p.  : ill. 
(1  col.),  maps.  Caption  title.  “Prepared  at  the 
request  of  the  United  National  Educational,  Sci- 
entific and  Cultural  Organization  (UNESCO)  for 
presentation  ...  at  the  International  Conference 
on  Biosphere  Reserves  held  in  Sevilla,  Spain, 
March  20-25,  1995”. 


NIAGARA  PARKS  COMMISSION 

A3190 

Annual  report  = Rapport  annuel.  1993.  30  p.  : 
ill.,  ports.  Cover  title.  Report  year  ends  Oct.  31. 

I A3191 

Group  prices  : restaurants  & attractions. 

1996. 1 fold,  sheet  (6  p.)  : ill. 

A3192 

Ontario’s  Niagara  parks  visitor’s  guide  : 

Niagara  Falls,  Ontario,  Canada.  1995.  ill.  Subtitle 
varies. 


A3193 

Regular  and  group  rates  and  data.  1995.  1 
fold,  sheet. 


OCCUPATIONAL  DISEASE  PANEL 

A3194 

Occupational  Disease  Panel  [newsletter]. 

Vol.  5,  no.  3 (Jan./Apr.  1995)-v.  6,  no.  2 (Sept./ 
Dec.  1995).  ill.  Caption  title.  Title  varies  slightly. 
Previously  issued  by  Industrial  Disease  Stand- 
ards Panel  under  title:  Industrial  Disease  Stand- 
ards Panel  bulletin.  Issued  also  in  French  under 
title:  Comité  des  maladies  professionnelle  [bul- 
letin], 

ISSN  1201-9321 
A3195 

Report  to  the  Workers’  Compensation  Board 
on  the  health  effects  of  occupational  ex- 
posure to  petroleum-based  fluids  used  for 
machining  and  lubricating  metal  in  manufac- 
turing : cancer  of  the  larynx.  June  1995.  70  p. 
(ODP  report  ; no.  15).  Includes  bibliographical 
references. 

ISBN  0-7778-4320-X 

Microfiche  5672-95  * f $1 .00  ( + PST) 


OFFICE  FOR  THE  GREATER 
TORONTO  AREA 


A3196 

Rethinking  the  fundamentals  : provincial- 
local  finances  in  the  Greater  Toronto  Area  / 

Greater  Toronto  Co-ordinating  Committee.  Jan. 
1995.  8 p.  : ill.,  1 map.  Cover  title. 

A3197 

Smart’95  : the  Eleventh  Annual  General  As- 
sembly of  the  World  Teleport  Association  : 
preliminary  conference  program.  [1995].  1 fold, 
sheet  ([6]  p.).  Delegate  registration  form  inserted. 


OFFICE  OF  FRANCOPHONE  AFFAIRS 


A3198 

Annual  report.  1993/94.  24,  27  p.  : ill.,  ports. 
Title  on  added  t.p.:  Rapport  annuel.  Cover  title. 
Text  in  English  and  French  with  French  text  on 
inverted  pages.  Report  year  ends  Mar.  31. 

ISSN  0832-7262  (corr.) 

Pub.  Ont.  105616  * $3.00 

Microfiche  5641  -95  * t $1-00  ( + PST) 
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A3199 

At  a glance.  Jan.  1995-Nov.  1995.  4 no.  ill.  Title 
on  added  t.p.:  Coup  d’oeil.  Caption  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages. 

ISSN  0704-3120 
A3200 

The  francophone  media  of  Ontario  [computer 
file].  Dec.  1994.  1 computer  disk  ; 3 1/2  in.  Title 
from  title  screen.  Title  on  label:  Francophone 
médias  = Médias  francophones.  With:  Les 
médias  francophones  de  l’Ontario. 


OFFICE  OF  THE  EMPLOYER 
ADVISER 


A3201 

Annual  report.  1993/94. 11  p.  Cover  title.  Report 
year  ends  Mar.  31.  Issued  also  in  French  under 
title:  Rapport  annuel. 

ISSN  1201-7426 

Pub.  Ont.  001989  * Free 

Microfiche  5658-95  * f $1.00  ( + PST) 

A3202 

Office  of  the  Employer  Adviser  : providing  the 
employer  community  with  representation,  train- 
ing, and  advocacy  support  in  workers’  compen- 
sation. [1995?].  1 fold,  sheet  : 1 form.  Issued  also 
in  French  under  title:  Bureau  des  conseillers  du 
patronat. 

ISBN  0-7778-4037-5 

Pub.  Ont.  001987  * Free 


OFFICE  OF  THE  FIRE  MARSHAL 

A3203 

Check  your  home  for  fire  hazards,  [repr. 
1994?].  1 fold,  sheet  : ill.  Text  in  English  and 
French  with  French  text  on  verso.  Title  on  verso: 
Votre  maison  et  ses  risques  d’incendie. 

A3204 

Fire  ground  staffing  and  delivery  systems 
within  a comprehensive  fire  safety  effective- 
ness model.  Dec.  1993.  ix,  49  p.  : ill.  Cover  title. 

A3205 

Fire  in  your  apartment  building.  c1995. 1 fold, 
sheet  : ill.  Text  in  English  and  French  with  French 
text  on  verso.  Title  on  verso:  Les  incendies  dans 
votre  immeuble.  Co-published  by  Ministry  of 
Housing. 

Pub.  Ont.  001939  D * Free 


OFFICE  OF  THE  EMPLOYER  ADVISER 
A3206 

Fire  investigation  report  : 29  Buchingham 
Drive,  Stratford,  Ontario,  May  8,  1992  / 

prepared  by  David  Goodyear.  Mar.  1993.  ii,  11, 
[2]  leaves  : ill.,  1 plan.  Cover  title. 

A3207 

Fire  investigation  report  : dust  explosions  in 
conditioning  equipment  at  a particle  board 
plant  : Combiboard  Division  of  D & E Wood 
Industries,  lots  4 & 5,  Concession  1,  Herschel 
Township,  Hastings  County,  Ontario,  Canada, 
18  January  1992  & 26  June  1992  / prepared  by 
John  McGlashan.  June  1994.  ii,  16  leaves  : ill.,  1 
map.  Cover  title. 

A3208 

Fire  investigation  report  : fatal  dwelling  fire, 
Renfrew,  Ontario,  16  August  1993  / prepared 
by  Meg  McNeil.  July  1994.  ii,  11,  [5]  leaves  : ill., 
plans.  Cover  title. 

A3209 

Fire  investigation  report  : high  rise  apart- 
ment building,  250  Davenport  Road,  Toronto, 
Ontario,  March  7,  1992  / prepared  by  David 
Goodyear  and  Robert  Harpur.  Apr.  1994.  ii,  20, 
[2]  leaves  : forms.  Cover  title. 

A3210 

Fire  safety  for  apartments  in  houses  : informa- 
tion for  homeowners  and  tenants.  [1994],  1 fold, 
sheet.  At  head  of  title:  What  you  need  to  know 
about  fire  safety  for  houses  with  two  residential 
units.  Issued  also  in  French  under  title:  La  sécurité 
incendie  et  les  appartements  dans  les  maisons  : 
information  à l’intention  des  propriétaires. 

ISBN  0-7778-3722-6 

A3211 

Fire  safety  for  parents  and  baby-sitters,  [repr. 
1994?].  1 fold,  sheet.  Text  in  English  and  French 
with  French  text  on  verso.  Title  on  verso:  Sécurit- 
e incendie  pour  les  parents  et  gardiennes 
d’enfants. 

A3212 

If  you  hear  the  fire  alarm  and  cannot  leave 
your  apartment  = Si  vous  entendez  l’alarme  de 
feu  et  que  vous  ne  pouvez  quitter  votre  apparte- 
ment. cl 995.  2 labels  on  1 sheet.  English  and 
French  texts  printed  on  self-adhesive  paper. 
Pub.  Ont.  005698  D * Free 

A3213 

The  Office  of  the  Fire  Marshal  (OFM)  : a pro- 
file. [1993?].  [6]  p.  Caption  title. 

A3214 

Ontario  fire  service  messenger.  Vol.  4,  no.  1 
(Mar./Apr.  1995)-v.  4,  no.  5 (Nov./Dec.  1995).  ill. 
Bimonthly.  Cover  title. 

ISSN  1188-7524 


OFFICE  OF  THE  LIEUTENANT  GOVERNOR 
A3215 

Plan  ahead  : fire  safety  in  apartment  buildings. 

c1995.  1 fold,  sheet.  Text  in  English  and  French 
with  French  text  on  verso.  Title  on  verso:  Pré- 
parez-vous à l’avance  : la  sécurité  incendie  dans 
les  immeubles  d’appartements.  Co-published  by 
Ministry  of  Housing. 

Pub.  Ont.  001940  D * Free 

A3216 

Spring  fire  safety  tips.  [1994?].  1 fold,  sheet  : col. 
ill.  Text  in  English  and  French  with  French  text  on 
verso.  Title  on  verso:  Nettoyage  printanier?  Pré- 
venez le  feu.  Co-published  by  Ministry  of  Natural 
Resources.  MNR  50489.  Also  part  of:  Spring  into 
fire  safety-  it’s  your  responsibility. 

ISBN  0-7778-2464-7 

A3217 

Tips  for  safe  heating,  cl 993. 1 fold,  sheet  : col. 
ill.  Text  in  English  and  French  with  French  text  on 
verso.  Title  on  verso:  Conseils  pour  un  chauf- 
fage sécuritaire. 

A3218 

What’s  new  in  the  AV  resource  centre.  Aug. 
1995.  5 p.  Caption  title. 


OFFICE  OF  THE  LIEUTENANT 
GOVERNOR 


A3219 

Estimates  briefing  book.  1995/96.  5 p.  : ill. 
Annual.  Running  title:  Estimates  briefing.  Cover 
title.  “Produced  by  Financial  Planning  and  Man- 
agement Section,  Finance  Branch,  Manage- 
ment Board  Secretariat”. 


OFFICE  OF  THE  POLICE 
COMPLAINTS  COMMISSIONER 

A3220 

How  to  file  a complaint  involving  a police 
officer.  [Rev.].  [1995].  1 fold,  sheet.  Issued  also 
in  French  under  title:  Comment  déposer  une 
plainte  impliquant  un  agent  de  police. 


OFFICE  OF  THE  PREMIER 

A3221 

Backgrounder.  [1995?].  2 p.  on  1 sheet. 

A3222 

Estimates  briefing  book  : 1.  Office  of  the  Pre- 
mier. 2.  Cabinet  Office.  1995/96.  7, 11  leaves  : ill. 
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Annual.  Running  title:  The  estimates.  Cover  title. 
ISSN  1198-4384 

A3223 

[Ontario-Quebec  bilateral  agreement  re  con- 
struction workers  and  contractors,  and  pub- 
lic sector  procurement].  [1994?].  1 portfolio  (12 
pieces).  Text  in  English  and  French.  Partial  con- 
tents: Agreement  on  the  opening  of  public  pro- 
curement for  Ontario  and  Quebec  - Ontario- 
Quebec  agreement  on  the  mutual  recognition  of 
construction  workers’  qualifications,  skills  and 
work  experience  - Backgrounder  : government 
procurement  - Backgrounder  : overview  of  the 
issues  - Backgrounder  : construction  labour 
mobility  - Backgrounder  : health  and  safety 
training  for  workers. 


OFFICE  OF  THE  PROVINCIAL 
AUDITOR 


A3224 

Agricultural  Rehabilitation  and  Development 
Directorate  of  Ontario  : financial  statements. 

1993/94.  4 leaves.  Cover  title.  Report  year  ends 
Mar.  31. 

A3225 

Annual  report.  1995.  357  p.  : ill.  (Sessional 
paper  ; 361/001).  On  cover:  Accounting, 
accountability,  value  for  money.  Cover  title. 
Report  year  ends  Sept.  31 . Issued  also  in  French 
under  title:  Rapport  annuel. 

ISSN  0843-4050 

Pub.  Ont.  106062  D * $4.00 

Microfiche  5687-95  * t $4.00  ( + PST) 

A3226 

The  Crop  Insurance  Commission  of  Ontario  : 
financial  statements.  1994/95.  [5]  p.  Annual. 
Report  year  ends  Mar.  31. 

A3227 

Egg  Fund  Board  : financial  statements.  1994. 
4 leaves.  Annual.  Cover  title. 

A3228 

Fund  for  Livestock  Producers  : financial 
statement.  1994/95. 1 leaf.  Cover  title.  Title  var- 
ies slightly.  Report  year  ends  Mar.  31. 

A3229 

The  Fund  for  Milk  and  Cream  Producers  : 
financial  statement.  1994/95.  [3]  leaves.  Title 
varies.  Report  year  ends  Mar.  31. 

A3230 

Fund  for  Producers  of  Canola  : financial 
statement.  1994/95.  [3]  p.  Cover  title.  Report 
year  ends  Mar.  31. 
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A3231 

Fund  for  Producers  of  Vegetables  for  Pro- 
cessing : financial  statement.  1994/95.  [3]  p. 
Cover  title.  Report  year  ends  Mar.  31. 

A3232 

Funds  for  Producers  of  Grain  Corn  and 
Soybeans  : financial  statement.  1994/95. 
[3]  p.  Cover  title.  Title  varies  slightly.  Report  year 
ends  Mar.  31. 

A3233 

Ontario  Agricultural  Museum  : financial 
statements.  1994/95.  [2],  4 leaves.  (Sessional 
paper  ; 361/044).  Cover  title.  Report  year  ends 
Mar.  31. 

A3234 

Ontario  Food  Terminal  Board  : financial 
statements.  1994/95.  8 p.  Cover  title.  Report 
year  ends  Mar.  31. 

A3235 

Ontario  Stock  Yards  Board  : financial  state- 
ments. 1993/94.  [8]  p.  Cover  title.  Report  year 
ends  June  30.  Title  varies  slightly. 

A3236 

Superannuation  adjustment  fund  (Ryerson 
Polytechnical  Institute)  : financial  statement. 

1994/95.  [3]  leaves.  Annual.  (Sessional  paper  ; 
361/109).  Cover  title. 


OFFICE  RESPONSIBLE  FOR 
WOMEN’S  ISSUES 


A3237 

Estimates  briefing  book.  1995/96.  8 leaves  : ill. 
Annual  Running  title:  The  estimates.  Cover  title. 
ISSN  1203-5475 


OMBUDSMAN 


A3238 

Annual  report.  1994/95.  60  p.  : ports.,  1 map. 
On  cover:  Looking  ahead  on  the  20th  anniversa- 
ry. Cover  title.  Title  varies.  Report  year  ends  Mar. 
31.  Available  on  diskette,  on  audio-cassette  and 
in  large  print  format.  Issued  also  in  French  under 
title:  Rapport  annuel. 

Pub.  Ont.  005644  * Free 

Microfiche  5660-95  * t $1-00  (-+-  PST) 

A3239 

Getting  nowhere  with  the  provincial  govern- 
ment? : call  the  Ombudsman.  [1994?].  [13]  p.  : 


OFFICE  RESPONSIBLE  FOR  WOMEN’S  ISSUES 

1 port.  Cover  title.  Issued  also  in  French  under 
title:  Vous  devez  faire  des  prouesses  à Queen’s 
Park? 

A3240 

Ombudsman  Ontario  : how  it  works.  [1995?]. 
1 fold,  sheet  : ports.  Issued  also  in  French  under 
title:  Ce  que  fait  Ombudsman  Ontario. 


ONTARIO  ADVISORY  COUNCIL  ON 
DISABILITY  ISSUES 


A3241 

Children’s  issues.  1995.  4 v.  Cover  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Title  on  added  t.p.:  Questions  relatives 
aux  enfants.  “This  document  is  also  available  in 
alternative  formats  - cassette  tape  and  computer 
(IBM  or  Macintosh)  floppy  disk”.  Contents:  v.  1. 
Proceedings  of  a two-day  forum  - v.  2.  The 
Nishnawbe-Aski  Nation  - v.  3.  Mental  health  ser- 
vices for  children  - v.  4.  Guidance  forum. 

ISBN  0-7778-3842-7  (v.  1) 

Pub.  Ont.  005662  (v.  1)  * Free 

ISBN  0-7778-3501-0  (v.  2)  (corr.) 

Pub.  Ont.  005663  (v.  2)  * Free  | 

ISBN  0-7778-3502-9  (v.  3)  (corr.) 

Pub.  Ont.  005664  (v.  3)  * Free  j 

ISBN  0-7778-3503-7  (v.  4)  (corr.) 

Pub.  Ont.  005665  (v.  4)  * Free  j 

! 

— 

ONTARIO  ADVISORY  COUNCIL  ON 
WOMEN’S  ISSUES 


A3242 

Annual  report.  1993/94. 14, 14  p.  Title  on  added  | 
t.p.:  Rapport  annuel.  Cover  title.  Text  in  English 
and  French  with  French  text  on  inverted  pages.  I 
Report  year  ends  Mar.  31. 

Microfiche  5637-95  * t $1  00  ( + PST) 

A3243 

Council  update.  May  1995-Nov.  1995.  2 no.  ill.  I 
Irregular.  Title  on  added  t.p.:  Le  Conseil  en  der- 
nière heure.  Caption  title.  Text  in  English  and 
French  with  French  text  on  inverted  pages. 

A3244 

Eight  easy  steps  to  organizing  an  all- 
candidates meeting.  [1994?].  [2]  p.  on  1 sheet,  j 
Text  in  English  and  French  with  French  text  on 
verso.  Title  on  verso:  Comment  organiser  une 
réunion  des  candidates  et  candidats  : huit  | 
étapes  sans  peine. 


i 


ONTARIO  ARTS  COUNCIL 
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A3245 

Influencing  decisions  : information  about 
issues  for  the  provincial  election.  [1995?]. 
[12]  p.  Caption  title. 

A3246 

The  Ontario  Advisory  Council  on  Women’s 
Issues.  Rev.  Mar.  1995.  1 fold,  sheet.  Issued 
also  in  French  under  title:  Le  Conseil  consultatif 
de  l’Ontario  sur  la  condition  féminine. 

A3247 

What  if  every  woman  votes- . [1994?].  [2,  2]  p. 
Caption  title.  Text  in  English  and  French  with 
French  text  on  verso.  Title  on  verso:  Si  toutes  les 
femmes  votaient- . 


ONTARIO  ARTS  COUNCIL 


A3248 

Annual  report  = Rapport  annuel.  1993/94.  35  p. 
Cover  title.  Report  year  ends  Mar.  31. 

ISSN  0701-5429 

A3249 

ArtFacts.  Vol.  3,  no.  1 (Feb.  1995)-v.  3,  no.  5 
(Oct.  1995).  ill.  Caption  title.  Issued  also  in 
French  under  title:  Artifaits. 

A3250 

Artists  in  education  : a guide  to  developing 
successful  partnerships.  [1994?].  6,  6 p.  Cap- 
tion title.  Text  in  English  and  French  with  French 
text  on  inverted  pages.  Title  on  added  t.p.:  Guide 
à l’intention  des  artistes  en  milieu  éducatif  : pour 
une  collaboration  réussie. 

A3251 

The  arts  and  the  quality  of  life  : the  attitudes  of 
Ontarians,  cl 995.  67  p.  : ill.  (OAC  arts  research 
report).  Issued  also  in  French  under  title:  Les  arts 
et  la  qualité  de  vie  : attitudes  des  Ontariens. 
ISBN  0-7778-3908-3 

A3252 

OAC  notepad.  Feb.  1995-summer  1995.  2 
no.  ill.  Irregular.  Title  on  added  t.p.:  Bloc-notes  du 
CAO.  Caption  title.  Text  in  English  and  French 
with  French  text  on  inverted  pages. 

ISSN  1198-2322 

A3253 

On  the  road  : Ontario  touring  information. 

1995/96.  146  p.  Annual.  Cover  title.  Issued  by 
Touring  Office. 

A3254 

Ontario  Arts  Council  grants  listing  = Subven- 
tions du  Conseil  des  arts  de  l’Ontario.  Apr.  1, 
1993  to  Mar.  31, 1994.  84  p.  Cover  title. 

ISSN  1198-1296 


A3255 

Professional  development  for  artists  engaged 
in  arts  education  : February  16,  1995,  Victoria 
University,  University  of  Toronto,  91  Charles 
Street  West,  Toronto,  Ontario  = Perfectionnement 
pour  artistes  professionnels  en  éducation  artisti- 
que : 16  février  1995,  Université  Victoria,  Univer- 
sité de  Toronto,  91,  rue  Charles  ouest,  Toronto 
(Ontario).  [1995?].  1 fold,  sheet  : 1 form. 

A3256 

Time  for  the  arts  : the  participation  of 
Ontarians  in  arts  activities.  Dec.  1994.  48  p.  : 
ill.  (OAC  arts  research  report).  Issued  also  in 
French  under  title:  Place  aux  arts  : pratiques 
culturelles  des  Ontariens. 

ISBN  0-7778-3602-5 

A3257 

Touring  presenters  in  Ontario.  1995/96.  80  p. 
Annual.  Cover  title:  Presenters  list.  Caption  title. 
Issued  by  Touring  Office. 


ONTARIO  BOARD  OF  PAROLE 

A3258 

Connections.  Jan.  1995-Dec.  1995.  6 

no.  Irregular.  Caption  title.  “What’s  new  at  the 
Ontario  Board  of  Parole”. 

A3259 

Preparing  yourself  for  parole.  Rev.  Nov.  1993. 
7,  7 p.  Cover  title.  Text  in  English  and  French 
with  French  text  on  inverted  pages.  Title  on  add- 
ed t.p.:  Comment  se  préparer  à la  libération  con- 
ditionnelle. 

A3260 

Standards  of  professional  conduct  for  mem- 
bers of  the  Ontario  Board  of  Parole.  Feb. 
1995.  6,  6 p.  Cover  title.  Text  in  English  and 
French  with  French  text  on  inverted  pages.  Title 
on  added  t.p.:  Code  de  déontologie  des  mem- 
bres de  la  Commission  ontarienne  des  libéra- 
tions conditionnelles. 

ISBN  0-7778-3959-8 


ONTARIO  CANCER  TREATMENT 
AND  RESEARCH  FOUNDATION 

A3261 

Annual  report.  1993/94.  28  p.  : ill.,  ports.  Cover 
title.  Report  year  ends  Mar.  31.  Issued  also  in 
French  under  title:  Rapport  annuel. 
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ONTARIO  CASINO  CORPORATION 


A3262 

Cancer  in  Ontario.  1993/94. 110  p.  : ill.  Annual. 
Report  year  ends  Mar.  31.  Includes  bibliographi- 
cal references. 


ONTARIO  CASINO  CORPORATION 

A3263 

Chronology  of  events.  [1995?].  2 p.  on  1 sheet. 
(Information).  “Chronology”. 

A3264 

Community  leaders  praise  casino.  [1995?].  1 
sheet  : ill.  (Information).  “Community  leaders”. 
At  head  of  title:  “Confidence”,  “Renaissance”, 
“Shot  in  the  arm”. 

A3265 

The  Criminal  Code  and  gambling  in  Canada. 

[1995?].  [2]  p.  on  1 sheet  : ill.  (Information). 
“Criminal  Code”. 

A3266 

Many  groups  are  involved  in  the  develop- 
ment of  Ontario’s  casino  industry.  [1995?]. 
2 p.  on  1 sheet  : ill.  (Information).  “Consulta- 
tions”. 

A3267 

Niagara  Falls  casino  market  and  economic 
impact  study  / prepared  by  Coopers  & Lybrand 
Consulting.  Mar.  1995.  1 v.  (various  pagings)  : 
maps  (1  col.). 

A3268 

One-year  review  of  Casino  Windsor/ submitted 
by  KPMG  Management  Consulting  ; in  associa- 
tion with  James  Chacko  ...  [et  al.].  Nov.  1995. 
99  p.  : ill.  Includes  bibliographical  references. 

A3269 

Ontario  Casino  Corporation  profile.  [1995?]. 
2 p.  on  1 sheet.  (Information).  “Ontario  Casino 
Corporation”. 

A3270 

Ontario  gaming  : the  role  of  the  private  sec- 
tor. [1995?].  2 p.  on  1 sheet  : ill.  (Information). 
“Private  sector  tradition”. 

A3271 

Safety  and  security  : no  other  jurisdiction  has 
factored  the  public’s  safety  and  security  so 
extensively  into  its  casino  planning.  [1995?].  2 p. 
on  1 sheet.  (Information).  “Safety”. 

A3272 

Windsor  casino  averages  17,000  patrons  a 
day.  [1995?].  1 sheet  : ill.  (Information).  “Clien- 
tele”. 


A3273 

Windsor  casino  has  created  thousands  of 
jobs  in  the  community  and  across  the  prov- 
ince. [1995?].  1 sheet  : ill.  (Information).  “Job 
creation”. 

A3274 

Windsor  casino  lifts  local  tourism  industry. 

[1995?].  1 sheet  : ill.  (Information).  “Impact  on 
tourism”. 

A3275 

The  Windsor  Casino  produces  substantial 
revenues  for  all  levels  of  government. 

[1995?].  1 sheet  : ill.  (Information).  “Government 
revenues”. 

A3276 

Windsor  report.  Dec.  1994.  ill.  Caption  title. 
Issued  also  in  French  under  title:  Rapport  sur 
Windsor. 


ONTARIO  CIVILIAN  COMMISSION 
ON  POLICE  SERVICES 


A3277 

Report  of  an  investigation  into  remarks  of  Mr. 
Arnold  Minors.  Dec.  1994.  13,  17,  [2]  leaves. 
Cover  title. 


ONTARIO  CLEAN  WATER  AGENCY 


A3278 

Annual  report.  1994.  29  p.  : ill.  (some  col.),  1 
map,  1 port.  Cover  title.  Issued  also  in  French 
under  title:  Rapport  annuel. 


ONTARIO  COUNCIL  OF  REGENTS 
FOR  COLLEGES  OF  APPLIED 
ARTS  AND  TECHNOLOGY 

A3279 

Annual  report.  1992/93. 31, 39  p.  Title  on  added 
t.p.:  Rapport  annuel.  Cover  title.  Text  in  English 
and  French  with  French  text  on  inverted  pages. 
Report  year  ends  Aug.  31. 

A3280 

Discussion  paper  : the  College  Restructuring 
Steering  Committee.  May  1994.  63  p.  Cover 
title.  Includes  bibliographical  references. 


ONTARIO  COUNCIL  ON  UNIVERSITY  AFFAIRS 
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A3281 

General  education  in  Ontario’s  community 
colleges /the  College  Standards  and  Accredita- 
tion Council.  Jan.  1994.  31  p.  Cover  title. 

A3282 

Prior  learning  assessment  : a credit  to  the 
college  system  : report  of  the  Prior  Learning 
Assessment  Advisory  and  Coordinating  Group, 
February  1993-June  1994.  c1995.  58  p.  : ill., 
ports.  Cover  title.  Chair:  Wesley  Romulus.  Sub- 
mitted to  Minister  of  Education  and  Training. 
Issued  also  in  French  under  title:  La  reconnais- 
sance des  acquis  : une  réalisation  au  crédit  du 
réseau  collégial. 

ISBN  0-7778-4664-0 

Pub.  Ont.  106064  D * $7.50 


ONTARIO  COUNCIL  ON 
UNIVERSITY  AFFAIRS 


A3283 

Annual  report.  20th  (1993/94).  vii,  385  p. 
Report  year  ends  Mar.  31.  Includes  bibliographi- 
cal references. 

Microfiche  5635-95  * f $4.00  ( + PST) 

A3284 

Increasing  the  emphasis  on  teaching  in 
Ontario  universities  / Christopher  Knapper, 
Pat  Rogers.  Nov.  1994.  i,  28  p.  Cover  title.  At 
head  of  title:  Contributed  paper.  Includes  biblio- 
graphical references.  Issued  by  Task  Force  on 
Resource  Allocation. 

A3285 

Some  perspectives  on  academic  freedom, 
autonomy  and  accountability.  Mar.  1995. 42  p. 
Cover  title.  At  head  of  title:  Background  paper. 
Includes  bibliographical  references.  Issued  by 
Task  Force  on  Resource  Allocation. 

A3286 

Submission  to  the  Ontario  Council  on  Uni- 
versity Affairs  from  the  Council  of  Ontario 
Univerisities.  Oct.  1994.  15  leaves.  Includes 
bibliographical  references. 

A3287 

University-government  relations  in  Ontario 
1945-1995  : a summary  of  selected  initiatives 
and  recommendations  related  to  system  coordi- 
nation and  planning.  Mar.  1995.  i,  78  p.  Cover 
title.  At  head  of  title:  Background  paper.  Includes 
bibliographical  references.  Issued  by  Task  Force 
on  Resource  Allocation. 

A3288 

What  is  the  Ontario  Council  on  University 
Affairs?  Dec.  1994.  3,  [1]  p.  Caption  title. 


ONTARIO  ENERGY  BOARD 

A3289 

Annual  report.  1993/94.  31  p.  : ill.,  maps,  ports. 
Cover  title.  Report  year  ends  Mar.  31.  Issued 
also  in  French  under  title:  Rapport  annuel.  Avail- 
able on  microfiche. 

ISSN  0317-4891 

Microfiche  5608-95  * f $1 .00  ( + PST) 

A3290 

E.B.R.L.G.  36  : executive  summaries  of  argu- 
ments : in  the  matter  of  a reference  from  the 
Lieutenant  Governor  in  Council  respecting  the  in- 
ternational investment  activities  of  Ontario  Hydro 
International  Inc.  [1995?].  i,  102  p.  Cover  title. 

A3291 

E.B.R.L.G.  36  : report  of  the  Board  : in  the 

matter  of  a reference  from  the  Lieutenant  Gover- 
nor in  Council  respecting  the  international 
investment  activities  of  Ontario  Hydro  Interna- 
tional Inc.  Apr.  1995.  xiv,  235  p.  Cover  title.  Run- 
ning title:  Report  of  the  Board. 

ISBN  0-7778-41 10-X 

Pub.  Ont.  105620  * $25.00 

A3292 

E.B.R.0. 486-03  : decision  with  reasons  : in  the 

matter  of  the  Ontario  Energy  Board  Act ...  and  in 
the  matter  of  an  application  by  Union  Gas  Limited 
for  an  order  or  orders  approving  or  fixing  just  and 
reasonable  rates ... . Dec.  1995. 10, 5,  [7]  p.  Cover 
title.  Running  title:  Decision  with  reasons. 

A3293 

E.B.R.O.  486  : decision  with  reasons  : in  the 

matter  of  the  Ontario  Energy  Board  Act  and  in 
the  matter  of  an  application  by  Union  Gas  Lim- 
ited for  rates.  July  1995.  iv,  207,  [30]  p.  Cover 
title.  Running  title:  Decision  with  reasons. 

ISBN  0-7778-4442-7 

Pub.  Ont.  105831  * $34.00 

A3294 

E.B.R.O.  488  : decisions  with  reasons  in  the 
matter  of  the  Ontario  Energy  Board  Act  and  in 
the  matter  of  an  application  by  Natural  Resource 
Gas  Limited  for  rates.  Dec.  1994.  iii,  85,  [27]  p. 
Cover  title. 

ISBN  0-7778-3674-2 

Pub.  Ont.  105447  * $10.00 

A3295 

E.B.R.O.  489/E. B.R.L.G.  34-14  : decision  with 
reasons  - part  I : in  the  matter  of  the  Ontario 
Energy  Board  Act  and  in  the  matter  of  applications 
by  Centra  Gas  Ontario  Inc.  Mar.  1995.  ii,  166,  [5]  p. 
Cover  title.  Running  title:  Decision  with  reasons. 
ISBN  0-7778-4071-5 

Pub.  Ont.  105610  * $16.00 
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A3296 

E.B.R.O.  489/E.B.R.L.G.  34-14  : decision  with 
reasons  - part  il  : in  the  matter  of  the  Ontario 
Energy  Board  Act  and  in  the  matter  of  applications 
by  Centra  Gas  Ontario  Inc.  June  1995.  i,  56  p. 
Cover  title.  Running  title:  Decision  with  reasons. 
ISBN  0-7778-4382-X 

Pub.  Ont.  105780  * $15.00 

A3297 

E.B.R.O.  490  : in  the  matter  of  the  Ontario 
Energy  Board  Act  and  in  the  matter  of  an 
application  by  the  Consumers’  Gas  Compa- 
ny Ltd.  for  rates.  Aug.  1995.  2 v.  Cover  title. 
Running  title  on  vol.  [1]:  Decision  with  reasons. 
Contents:  v.  [1].  Partial  decision  with  reasons  - v. 
[2].  Executive  summaries  of  the  parties. 

ISBN  0-7778-4599-7  (v.  [1]) 

ISBN  0-7778-4596-2  (v.  [2]) 

ISBN  0-7778-4570-9  (2  v.  set) 

Pub.  Ont.  105904  * $44.00  (2  v.  set) 

A3298 

H.R.  23  : report  of  the  Board  : in  the  matter  of  a 
reference  from  the  Minister  of  Environment  and 
Energy  respecting  Ontario  Hydro’s  proposed 
electricity  rates  for  1996.  Aug.  1995.  2 v.  Cover 
title.  Contents:  [v.  1],  Report  of  the  Board  - [v.  2], 
Executive  summaries. 

ISSN  0829-6863  ([v.  1]) 

ISBN  0-7778-4597-0  ([v.  2]) 

Pub.  Ont.  105238  D * $52.00  (2  v.) 

A3299 

Regulatory  agenda.  As  of  Jan.  1,  1995-as  of 
Dec.  1, 1995.  Irregular. 


ONTARIO  ENERGY  CORPORATION 


A3300 

Annual  report.  1993.  [11,  12]  p.  Title  on  added 
t.p.:  Rapport  annuel.  Text  in  English  and  French 
with  French  text  on  inverted  pages. 


ONTARIO  FARM  PRODUCTS 
MARKETING  COMMISSION 

A3301 

Farm  products  marketing.  No.  37  (Jan.  1995)- 
no.  44  (Nov.  1995).  Caption  title.  “News  and 
issues  of  regulated  marketing  in  Ontario”. 

ISSN  1188-3707 


ONTARIO  FILM  DEVELOPMENT 
CORPORATION 


A3302 

Facilities  and  services  of  the  film,  television 
and  commercial  industry  in  Ontario/Canada. 

cl 994.  v,  75  p.  : col.  ill.,  1 map.  On  cover:  The 
Ontario  option  : Ontario/Canada. 

ISBN  0-7778-3289-5 

A3303 

OFDC  news.  Spring  1994-spring/summer  1995. 

3 no.  Caption  title.  “The  newsletter  of  the  Ontario 
Film  Development  Corporation”. 

A3304 

The  Ontario  Group  MIP-TV.  1995.  47  p.  Issued 
also  in  French  under  title:  Le  Groupe  de  l’Ontario 
MIP-TV. 

ISSN  1183-9821 

A3305 

The  Ontario  Group  MIPCOM.  1995.  48  p. 
Annual.  Cover  title.  Title  varies  slightly.  Issued 
also  in  French  under  title:  Le  Groupe  de  l’Ontario 
MIPCOM. 

ISSN  1183-9821 

A3306 

Ontario  on  location.  Spring  1995.  ill.  Semi-  | 
annual.  Caption  title. 

A3307 

Ontario  production  information  for  film  and 
videotape.  1995.  v,  118  p.  : ill.,  maps. 

A3308 

Shot  in  Ontario.  1994.  [8]  p.  Annual.  Caption 
title. 


ONTARIO  FILM  REVIEW  BOARD 

A3309 

Annual  report.  1993/94.  [14, 15]  p.  Title  on  add- 
ed t.p.:  Rapport  annuel.  Cover  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Report  year  ends  Mar.  31. 

ISSN  0843-6355 

Pub.  Ont.  001902  D * Free 


ONTARIO  FINANCIAL  REVIEW 
COMMISSION 


A3310 

Beyond  the  numbers  : a new  financial  man- 
agement and  accountability  framework  for 


ONTARIO  FOOD  TERMINAL  BOARD 
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Ontario.  Nov.  1995.  66,  [39]  p.  (Sessional 
paper  ; 361/032).  Issued  also  in  French  under 
title:  Au-déla  des  chiffres  : un  cadre  de  gestion  et 
de  responsabilisation  financières  rapensé  pour 
l’Ontario. 

ISBN  0-7778-4773-6 

Pub.  Ont.  106085  D * $5.00 


ONTARIO  FOOD  TERMINAL 
BOARD 


A3311 

Annual  report.  41st  (1994/95).  [21]  p.  : ill.  Report 
year  ends  Mar.  31. 


ONTARIO  GOVERNMENT 
LIBRARIES’  COUNCIL 


A3312 

Exchange.  Vol.  10,  no.  4 (Apr.  1995)-v.  11,  spe- 
cial issue  (Dec.  1995).  3 no.  Irregular.  Covertitle. 
ISSN  0826-7871 

A3313 

Union  list  of  serials  in  Ontario  government 
libraries  = Liste  collective  des  publications  en 
série  des  bibliothèques  du  gouvernement  de 
l’Ontario.  5th  ed.  1995.  [11],  311  p. 

ISBN  0-7778-4794-9 


ONTARIO  GOVERNMENT 
PROTECTIVE  SERVICE 


A3314 

The  sentinel.  Vol.  3,  no.  8 (Feb.  1995)-  v.  3,  no.  9 
(June  1995).  ill.  Cover  title.  Ceased  publication. 


ONTARIO  HERITAGE  FOUNDATION 

A3315 

Annual  archaeological  report,  Ontario.  Vol.  4 
(new  series)  1993.  viii,  156  p.  : ill.,  maps.  Includes 
bibliographical  references. 

ISSN  1181-9057 

A3316 

Annual  archaeological  report,  Ontario.  Vol.  5 
(new  series)  1994.  viii,  198  p.  : ill.,  maps.  Includes 
bibliographical  references. 

ISSN  1181-9057 


A3317 

The  Cummins  Site  Complex  and  Paleoindian 
occupations  in  the  northwestern  Lake  Supe- 
rior region  / Patrick  J.  Julig.  c1994.  xiii,  236  p.  : 
ill.,  maps.  (Ontario  archaeological  reports  ; 2). 
Includes  bibliographical  references. 

ISBN  0-7778-0173-6  (corr.) 

A3318 

Heritage  matters.  Jan.  1995-fall  1995.  3 no.  ill. 
Issued  also  in  French  under  title:  Questions  de 
patrimoine. 

ISSN  1198-2454 

A3319 

Mather-Walls  House  : Keewatin  (Ontario). 
[1995?].  [2]  p.  on  1 sheet  : ill.,  1 map. 


ONTARIO  HIGHWAY  TRANSPORT 
BOARD 


A3320 

Annual  report.  1994. 15, 16  p.  : ill.,  maps.  (Ses- 
sional paper  ; 353/303).  Title  on  added  t.p.:  Rap- 
port annuel.  Cover  title.  Title  varies.  Text  in 
English  and  French  with  French  text  on  inverted 
pages. 


ONTARIO  HOUSING 
CORPORATION 


A3321 

Applying  for  an  MTHA  home.  [1994],  1 fold, 
sheet  : 1 map.  Issued  by  Metropolitan  Toronto 
Housing  Authority. 

A3322 

Local  housing  authorities.  [Rev.].  [1995],  [2]  p. 
on  1 sheet.  Issued  also  in  French  under  title: 
Commissions  locales  de  logement. 

A3323 

MTHA  rent  supplement  program.  [1994].  1 fold, 
sheet.  Issued  also  in  French  under  title:  Pro- 
gramme de  supplément  au  loyer  de  la  CLCUT. 
Issued  by  Metropolitan  Toronto  Housing  Authority. 

A3324 

Ontario  Housing  Corporation.  [Rev.].  [1995].  1 
sheet.  Issued  also  in  French  under  title:  Société 
de  logement  de  l’Ontario. 

A3325 

Rent-geared-to-income  housing.  [Rev.].  [1995]. 
[2]  p.  on  1 sheet.  Issued  also  in  French  under  title: 
Logement  à loyer  indexé  sur  le  revenu. 
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A3326 

What  in  the  world  is  going  on  at  the  MTHA? 

[1994?].  1 fold,  sheet  : ill.  Issued  by  Metropolitan 
Toronto  Housing  Authority. 


ONTARIO  HUMAN  RIGHTS 
COMMISSION 


A3327 

Guidelines  and  recommendations  for  deal- 
ing with  race  cases  from  intake  to  Board  of 
Inquiry  / by  Dora  Nipp  ...  [et  al.]  June  1994.  ii, 
84  p.  Cover  title.  Chair:  Lynda  Ackroyd.  Includes 
bibliographical  references.  Issued  by  Anti- 
Racism  Subcommittee  on  Race  Cases. 

A3328 

Human  rights  : accommodation  of  persons 
with  disabilities..  [Rev.].  [1995].  1 fold,  sheet. 
Text  in  English  and  French  with  French  text  on 
verso.  Title  on  verso:  Droits  de  la  personne  : 
adaptation  aux  besoins  des  personnes  handi- 
capées. 

A3329 

If  you  have  a human  rights  complaint.  [Rev.]. 
[1995].  13  p.  Cover  title.  “This  publication  tells 
you  what  to  do  if  you  feel  that  you  have  been 
discriminated  against.”  “Available  in  different 
versions  including  IBM-compatible  computer 
disk,  audio  tape,  large  print,  spiral  binding.” 
Issued  also  in  French  under  title:  Si  vous  avez 
une  plainte  au  sujet  des  droits  de  la  personne. 
ISBN  0-7778-3249-6 

Pub.  Ont.  000620  D Out-of-print 

A3330 

Ontario  Human  Rights  Commission  : sub- 
mission of  the  Policy  and  Research  Unit  to 
the  Ministry  of  Labour  regarding  proposed 
amendments  to  the  pregnancy  and  parental 
leave  and  related  provisions  of  the  Employ- 
ment Standards  Act.  [1994?].  8 leaves.  Cover 
title. 

A3331 

Racial  harassment  and  comments  about  a 
person’s  race.  [1995].  10  p.  Cover  title.  “This 
publication  tells  you  what  to  do  if  someone  har- 
asses you  because  of  your  race.”  “Available  in 
different  versions  including  IBM-compatible 
computer  disk,  audio  tape,  large  print,  spiral 
binding.”  Issued  also  in  French  under  title:  Le 
harcèlement  racial  et  les  remarques  concernant 
la  race  d’une  personne. 

ISBN  0-7729-9071-9 

Pub.  Ont.  000618  D Out-of-print 


ONTARIO  HUMAN  RIGHTS  COMMISSION 
A3332 

Teaching  human  rights  in  Ontario  = L’enseig- 
nement des  droits  de  la  personne  en  Ontario. 
[1995?].  73  p.  : forms.  Text  in  English  only.  Also 
available  on  audiocassette,  on  computer  disket- 
te, in  Braille  or  in  large  print.  Issued  also  in 
French  under  the  same  title.  Includes  biblio- 
graphical references. 

ISBN  0-7778-3772-2 


ONTARIO  HYDRO 


A3333 

1995  corporate  budget  & 1995-1997  business 
plan.  Jan.  1995.  21,  7,  [4]  p.  : ill.  Cover  title. 

A3334 

Annual  report.  1994.  60  p.  : ill.,  ports.  Cover 
title.  Issued  also  in  French  under  title:  Rapport 
annuel. 

Pub.  Ont.  001978  D Out-of-print 

A3335 

Corporate  performance  report.  1994.  43, 

[5]  p.  : ill.  Cover  title. 

A3336 

Earth  : it  means  the  world  to  us  : sustainable 
energy  development.  [1995?].  1 sheet  (fold.)  : 
ill. 

A3337 

Electric  and  magnetic  fields  (EMF).  [Rev.]. 
[1995?].  21  p.  : ill.  Cover  title.  Includes  biblio-  I 
graphical  references. 

A3338 

End-use  electricity  demand  forecast  : annual  ; 
review.  1994. 53  p.  : ill.  Continues:  Load  forecasts  f 
report.  Issued  by  Forecasting  Dept.,  Business  i 
Analysis  Division,  Customer  Services  Group. 

A3339 

Environmental  performance.  1993.  v,  58  p.  : ill. 
(some  col.).  Cover  title.  Errata  inserted. 

A3340 

Environmental  performance  : highlights. 

1993. 1 fold,  sheet  ([5]  p.).  Cover  title. 

A3341 

Fossil-fuelled  stations  : making  a difference. 

[1993].  1 portfolio  (3  pieces).  At  head  of  title:  Let’s  f 
give  tomorrow  a hand.  Inside  covers  contain  text  f 
and  col.  ill.  Contents:  Fossil-fuelled  stations  : i 
working  to  safeguard  water  quality  (10  p.  : col.  ill.)  I 
- Fossil-fuelled  stations  : working  to  safeguard 
air  quality  (10  p.  : col.  ill.)  - Fossil-fuelled 
stations  : working  to  safeguard  land  resources  | 
(10  p.  : col.  ill.). 
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A3342 

Greater  Toronto  Area  transmission  rein- 
forcement study  scope  document  (formerly 
Sudbury-Toronto  transmission  reinforcement 
study)  / by  S.  James,  W.  Draper.  May  1993.  iv, 
74  p.  : ill.  (some  col.),  maps.  (Report  ; no.  91212 
Rev  2).  Cover  title:  Greater  Toronto  Area  trans- 
mission reinforcement  study  scope  document  : 
engineering  and  construction  services  lines. 

A3343 

How  to  manage  your  electricity  bill  for  value 
and  comfort.  [1995?].  48  p.  : col.  ill.  Cover  title. 
Includes  5 sheets  (1  fold.)  in  pocket.  Issued  also 
in  French  under  title:  Comment  gérer  au  mieux 
votre  consommation  d’électricit-e. 

A3344 

How  to  save  energy  by  saving  water.  [1995?]. 
1 fold,  sheet  : col.  ill.  At  head  of  title:  Power  saver. 

A3345 

Interim  report  of  the  Implementation  Review 
Team  : summary  report.  June  1994.  24  leaves. 
Cover  title.  At  head  of  title:  Draft. 

A3346 

A little  symbol  that  means  a lot.  [1995?].  1 fold, 
sheet  : ill.  (some  col.).  At  head  of  title:  Power 
saver. 

A3347 

Monthly  rates  and  comparative  bills,  Ontario 
Hydro  and  associated  municipal  utilities. 

June  1995. 1 v.  (various  pagings).  Annual.  Cover 
title.  Chiefly  tables. 

ISSN  0826-7898 

A3348 

Ontario  Hydro  International  Inc.  annual 
report.  1994.  32  p.  : ill.  (some  col.),  1 col.  map, 
ports.  Running  title:  Annual  report.  Cover  title. 

A3349 

Ontario  Hydro  quarterly  report.  1st  quarter 
(1995)-3rd  quarter  (1995). 

A3350 

Ontario  Hydro’s  draft  strategic  orientations 

May  1994.  8 leaves.  Caption  title. 

A3351 

Pickering  A unit  2 primary  heat  transport 
relief  valve  failure  event,  December  10, 1994  : 

root  cause  analysis  report  / prepared  by  R.E. 
Debicki,  R.J.  MacEacheron,  T.E.  Smart.  Feb. 
1995.  25,  [149]  p.  : ill.  (some  col.).  Cover  title. 
Includes  bibliographical  references. 

A3352 

Quarterly  technical  report.  3rd  quarter  (1994)- 
3rd  quarter  (1995).  ill.  Cover  title:  Pickering 
Nuclear  Generating  Station-A  : quarterly  techni- 
cal report. 


A3353 

Quarterly  technical  report.  4th  quarter 

(1994)-3rd  quarter  (1995).  ill.  Cover  title:  Bruce 
Nuclear  Generating  Station  “A”. 

A3354 

Quarterly  technical  report.  4th  quarter 

(1994)-3rd  quarter  (1995).  ill.  Cover  title:  Bruce 
Nuclear  Generating  Station  “B”.  Issued  by 
Nuclear  Generation  Division. 

A3355 

Quarterly  technical  report.  3rd  quarter 

(1994)-3rd  quarter  (1995).  ill.  Cover  title:  Picker- 
ing Nuclear  Generating  Station-B  : quarterly 
technical  report. 

A3356 

Safe  and  responsible  : Ontario  Hydro’s  used 
nuclear  fuel  management  : current  practice 
and  future  options.  Nov.  1994.  7,  [2]  p.  : col.  ill. 
Cover  title. 

A3357 

A strategy  for  sustainable  energy  develop- 
ment and  use  for  Ontario  Hydro  : report  of  the 
Task  Force  on  Sustainable  Energy  Develop- 
ment. Oct.  1993.  xxviii,  136  p.  : ill.  Co-chairmen: 
Jim  MacNeill,  David  Runnalls. 

A3358 

A strategy  for  sustainable  energy  develop- 
ment and  use  for  Ontario  Hydro  : summary. 

Oct.  1993.  13  p.  Title  from  cover.  “Report  of  the 
Task  Force  on  Sustainable  Energy  Develop- 
ment”. Co-chairmen:  Jim  MacNeill,  David  Run- 
nalls. 

A3359 

Sustainable  development/environmental 
performance  report.  1994.  iii,  57  p.  : ill.  (some 
col.).  Cover  title. 

A3360 

Your  guide  to  energy  efficient  windows. 

[1994],  14  p.  : col.  ill.  Cover  title.  Running  title: 
Energy  efficient  windows. 


ONTARIO  INSURANCE  COMMISSION 

A3361 

Annual  report.  1993/94.  Subsequently  includes 
Superintendent’s  report.  21, 23  p.  : ill.,  ports.  Title 
on  added  t.p.:  Rapport  annuel.  Covertitle.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Report  year  ends  Mar.  31. 

ISSN  1183-9309 

Pub.  Ont.  105545  D * $3.50 
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A3362 

Appeal  decision  : between  Bruce  and 
Eleanor  McDonald,  insured  persons  (re- 
spondents), and  State  Farm  Insurance  Com- 
panies, insurer  (appellant).  [1995].  10  p.  Cap- 
tion title.  “File  no.  P-001347”.  Issued  by  Office  of 
the  Director  of  Arbitrations. 

A3363 

Appeal  decision  : between  John  Leitgeb  and 
Aloisea  Leitgeb,  applicants  (respondents  on 
appeal),  and  Allstate  Insurance  Company  of 
Canada  (appellants  on  appeal).  [1995].  5 p. 
Caption  title.  “File  no.  P-012407”.  Includes  bib- 
liographical references.  Issued  by  Office  of  the 
Director  of  Arbitrations. 

A3364 

Appeal  decision  : between  Rajendra  Ram- 
jeet,  applicant  (appellant),  and  State  Farm 
Mutual  Automobile  Insurance  Company, 
insurer  (respondent).  [1995].  10  p.  Caption  title. 
“File  no.  P-004685”.  Includes  bibliographical  ref- 
erences. 

A3365 

Appeal  decision  : between  Theresa  Gaud- 
reault,  applicant  (respondent),  and  Pilot 
Insurance  Company,  insurer  (appellant). 

[1995].  16  p.  Caption  title.  “File  no.  P-007144”. 
Includes  bibliographical  references.  Issued  by 
Office  of  the  Director  of  Arbitrations. 

A3366 

Appeal  decision,  preliminary  issue- 
extension  of  time  : between  Richard  Roy, 
applicant  (appellant),  and  Royal  Insurance 
Company  of  Canada,  insurer  (respondent). 

[1995].  12  p.  Caption  title.  “File  no.  P-001840”. 
Includes  bibliographical  references.  Issued  by 
Office  of  the  Director  of  Arbitrations. 

A3367 

Assessment  of  expenses  : between  Frank 
Donohue,  applicant,  and  State  Farm  Mutual 
Automobile  Insurance  Company,  insurer. 

[1995].  9 p.  Caption  title.  “File  no.  A-006756”. 

A3368 

Assessment  of  expenses  : between  Ruth 
Roberts,  applicant,  and  State  Farm  Mutual 
Automobile  Insurance  Company,  insurer. 

[1995].  8 p.  Caption  title.  “File  no.  A-008778”. 
Includes  bibliographical  references. 

A3369 

Automobile  insurance  in  Ontario.  Dec.  1994. 
[2]  p.  on  1 sheet.  (Information,  ISSN  1203-4320). 
Issued  also  in  French  under  title:  L’assurance- 
automobile  en  Ontario. 


A3370 

Bulletin.  No.  A-1/95  - no.  20/95  (property  & 
casualty-auto)  ; No.  G-1/95  - no.  G-5/95  (gener- 
al) ; No.  LH-1/95  - no.  LH-3/95  (life  & health). 
Issued  also  in  French  under  same  title. 

A3371 

Claiming  for  accident  benefits.  Jan.  1995. 
[2]  p.  on  1 sheet.  (Information,  ISSN  1203-4320). 
Issued  also  in  French  under  title:  Demander  des 
indemnités  d’accident. 

A3372 

Claiming  for  damages  to  your  automobile. 

Feb.  1995.  [2]  p.  on  1 sheet.  (Information,  ISSN 
1203-4320).  Issued  also  in  French  under  title: 
Demande  d’indemnisation  pour  les  dommages 
causés  à votre  automobile. 

A3373 

Decision  : between  Adozinda  Oliveira,  appli- 
cant, and  Zurich  Insurance  Company,  insur- 
er. [1995].  15  p.  Caption  title.  “File 

no.  A-002691”. 

A3374 

Decision  : between  Albert  Stoangi,  applicant, 
and  Royal  Insurance  Company  of  Canada, 
insurer.  [1995].  27  P.  Caption  title.  “File 
no.  A-008238”.  Includes  bibliographical  refer- 
ences. 

A3375 

Decision  : between  Alexander  A.  Boateng, 
applicant,  and  CUMIS  General  Insurance 
Company,  insurer.  [1995].  12  p.  Caption  title. 
“File  no.  A-006279”. 

A3376 

Decision  : between  Alija  Mesihovic,  appli- 
cant, and  Canadian  Surety  Company,  insur- 
er. [1995].  8 p.  Caption  title.  “File  no.  A-009579”. 
Includes  bibliographical  references. 

A3377 

Decision  : between  Alladin  Alishah,  appli- 
cant, and  Allstate  Insurance  Company  of 
Canada,  insurer.  [1995].  31  p.  Caption  title.  “File 
no.  A-002780”. 

A3378 

Decision  : between  Amrik  Singh,  applicant, 
and  Royal  Insurance  Company  of  Canada, 
insurer.  [1995].  25  p.  Caption  title.  “File 
no.  A-010957”.  Includes  bibliographical  refer- 
ences. 

A3379 

Decision  : between  Aurèle  M.  Ducharme, 
applicant,  and  Gerling  Global  General  Insur- 
ance Company,  insurer.  [1995].  15  p.  Caption 
title.  “File  no.  A-013316”.  Includes  bibliographi- 
cal references. 
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A3380 

Decision  : between  Carlota  Guzman,  appli- 
cant, and  Dominion  of  Canada  General  Insur- 
ance Company,  insurer.  [1995].  16  p.  Caption 
title.  “File  no.  A-007209”. 

A3381 

Decision  : between  Carmen  Palumbo,  appli- 
cant, and  Dominion  of  Canada  General  Insur- 
ance Company,  insurer.  [1995].  21  p.  Caption 
title.  “File  no.  A-007314”. 

A3382 

Decision  : between  Cheryl  Y.,  applicant,  and 
Canadian  Surety  Company,  insurer.  [1995]. 
9 p.  Caption  title.  “File  no.  A-014385”.  Includes 
bibliographical  references. 

A3383 

Decision  : between  Christiana  Boachie, 
applicant,  and  Markel  Insurance  Company  of 
Canada,  insurer.  [1995].  9 p.  Caption  title.  “File 
no.  A-008890”. 

A3384 

Decision  : between  Christopher  A.  Churly, 
applicant,  and  Jevco  Insurance  Company, 
insurer.  [1995].  6 p.  Caption  title.  “File 
no.  A-004420”. 

A3385 

Decision  : between  Cilka  Jansa,  applicant, 
and  State  Farm  Mutual  Automobile  Insur- 
ance Company,  insurer.  [1995].  24  p.  Caption 
title.  “File  no.  A-012765”.  Includes  bibliographi- 
cal references. 

A3386 

Decision  : between  Claudio  Vial,  applicant, 
and  Ontario  Insurance  Commission 
(MVACF),  respondent.  [1995].  21  p.  Caption 
title.  “File  no.  A-010539”.  Includes  bibliographi- 
cal references. 

; A3387 

Decision  : between  Comfort  Ayertey,  appli- 
cant, and  Toronto  Transit  Commission 
(Markel  Insurance  Company  of  Canada), 
insurer.  [1995].  24  p.  Caption  title.  “File 
I no.  A-004077”. 

A3388 

Decision  : between  Cynthia  P.,  applicant,  and 
Non-Marine  Underwriters,  Members  of 
Lloyd’s,  London,  England,  insurer.  [1995]. 
11  p.  Caption  title.  “File  no.  A-008806”.  Includes 
bibliographical  references. 

A3389 

Decision  : between  Dat  T.  Tran,  applicant, 
and  Pilot  Insurance  Company,  insurer.  [1995]. 
26  p.  Caption  title.  “File  no.  A-005207”.  Includes 
bibliographical  references. 


A3390 

Decision  : between  David  Branch,  applicant, 
and  Dominion  of  Canada  General  Insurance 
Company,  insurer.  [1995].  9 p.  Caption  title. 
“File  no.  A-010681”. 

A3391 

Decision  : between  David  Brown,  applicant, 
and  Simcoe  & Erie  General  Insurance  Compa- 
ny, insurer,  and  between  David  Brown,  appli- 
cant, and  State  Farm  Mutual  Automobile 
Insurance  Company,  insurer.  [1995].  14  p.  Cap- 
tion title.  “File  no.  A-013989”.  “File  no.  A-012171”. 
Includes  bibliographical  references. 

A3392 

Decision  : between  David  Freeman,  applicant, 
and  Wellington  Insurance  Company,  insurer. 

[1995].  24  p.  Caption  title.  “File  no.  A-013578”. 
Includes  bibliographical  references. 

A3393 

Decision  : between  Debra  MacPherson,  appli- 
cant, and  Pilot  Insurance  Company,  insurer. 

[1995].  21  p.  Caption  title.  “File  no.  A-006195”. 
Includes  bibliographical  references. 

A3394 

Decision  : between  Deep  Singh,  applicant, 
and  Co-operators  General  Insurance  Compa- 
ny, insurer  ; Sarojni  Singh,  applicant,  and 
Co-operators  General  Insurance  Company, 
insurer.  [1995].  54  p.  Caption  title.  “File 

no.  A-003827”.  “File  no.  A-003828”. 

A3395 

Decision  : between  Dennis  Trendle,  applicant, 
and  Economical  Mutual  Insurance  Company, 
insurer.  [1995].  46  p.  Caption  title.  “File 

no.  A-005989”.  Includes  bibliographical  references. 

A3396 

Decision  : between  Diana  C.  Wessels,  appli- 
cant, and  CAA  Insurance  Company  (Ontario), 
insurer.  [1995].  7 p.  Caption  title.  “File 

no.  A-013676”.  Includes  bibliographical  references. 

A3397 

Decision  : between  Dich  Quang  Le,  appli- 
cant, and  Markel  Insurance  Company  of  Can- 
ada, insurer.  [1995].  25  p.  Caption  title.  “File 
no.  A-004179”. 

A3398 

Decision  : between  Dorothy  Sittler,  applicant 
(respondent),  and  Canadian  General  Insur- 
ance Company,  insurer  (appellant/applicant 
on  variation),  and  between  Dorothy  Sittler, 
applicant  (respondent),  and  Pilot  Insurance 
Company,  insurer  (respondent).  [1995].  9 p. 
Caption  title.  “File  nos.  P-000951  & V-000951”. 
“File  nos.  P-004495  & V-004495”.  Includes  bib- 
liographical references. 
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A3399 

Decision  : between  Douglas  C.  Allison,  appli- 
cant, and  Pilot  Insurance  Company,  insurer. 

[1995].  19  p.  Caption  title.  “File  no.  A-006045”. 

A3400 

Decision  : between  Douglas  P.  Gibson,  appli- 
cant, and  York  Fire  & Casualty  Insurance  Com- 
pany, insurer.  [1995].  31  p.  Caption  title.  “File 
no.  A-006150”.  Includes  bibliographical  references. 

A3401 

Decision  : between  Douglas  Polus,  appli- 
cant, and  Royal  Insurance  Company,  insurer. 

[1995].  8 p.  Caption  title.  “File  no.  A-002392”. 

A3402 

Decision  : between  Dragica  Mladenovic, 
applicant,  and  Dominion  of  Canada  General 
Insurance  Company,  insurer.  [1995].  28  p. 
Caption  title.  “File  no.  A-008849”.  Includes  bib- 
liographical references. 

A3403 

Decision  : between  Duong  Bui,  applicant, 
and  Simcoe  & Erie  General  Insurance  Com- 
pany, insurer.  [1995].  8 p.  Caption  title.  “File 
no.  A-008938”. 

A3404 

Decision  : between  Ed  J.  Opatowski,  appli- 
cant, and  General  Accident  Assurance  Com- 
pany of  Canada,  insurer.  [1995].  21  p.  Caption 
title.  “File  no.  A-013992”.  Includes  bibliographi- 
cal references. 

A3405 

Decision  : between  Eleanor  B.  Rodway, 
applicant,  and  Royal  Insurance  Company  of 
Canada,  insurer.  [1995].  29  p.  Caption  title.  “File 
no.  A-007593”. 

A3406 

Decision  : between  Esther  McLean,  appli- 
cant, and  Algoma  Mutual  Insurance,  insurer. 

[1995].  11  p.  Caption  title.  “File  no.  A-009917”. 

A3407 

Decision  : between  E.Z.,  applicant,  and  Royal 
Insurance  Company  of  Canada,  insurer. 

[1995].  33  p.  Caption  title.  “File  no.  A-005237”. 
Includes  bibliographical  references. 

A3408 

Decision  : between  Filoména  Furtado,  appli- 
cant, and  York  Fire  & Casualty  Insurance 
Company,  insurer.  [1995].  14  p.  Caption  title. 
“File  no.  A-008927”. 

A3409 

Decision  : between  Florence  T.M.  Clark, 
applicant,  and  Federation  Insurance  Compa- 
ny of  Canada,  insurer.  [1995].  14  p.  Caption 
title.  “File  no.  A-002941”. 


A3410 

Decision  : between  Francine  E.  Alexander, 
applicant,  and  Constitution  Insurance  Com- 
pany of  Canada,  insurer.  [1995].  8 p.  Caption 
title.  “File  no.  A-007573”. 

A3411 

Decision  : between  Francis  Mills,  applicant, 
and  Canadian  General  Insurance  Company,  | 
insurer.  [1995].  30  p.  Caption  title.  “File  ; 
no.  A-005599”.  Includes  bibliographical  references. 

A3412 

Decision  : between  G.  Brett  Marry,  applicant, 
and  Sun  Alliance  Insurance  Company,  insur- 
er. [1995],  11  p.  Caption  title.  “File 

no.  A-006752”. 

A3413 

Decision  : between  George  David  Quarring- 
ton,  applicant,  and  Jevco  Insurance  Compa- 
ny, insurer.  [1995].  32  p.  Caption  title.  “File 
no.  A-010804”.  Includes  bibliographical  references. 

A3414 

Decision  : between  Gerard  J.  Lessard,  appli- 
cant, and  Canadian  General  Insurance  Com- 
pany, insurer.  [1995].  26  p.  Caption  title.  “File 
no.  A-009269”. 

A3415 

Decision  : between  Gifty  Mensah,  Patricia 
Yeboah,  Natalie  Yeboah,  Nana  Yeboah,  Afua 
Yeboah,  Akua  Yeboah,  Godwell  Mensah, 
Mary  Mensah,  Dorcas  Mensah,  Nana  (John) 
Mensah  and  Comfort  Mensah,  applicants, 
and  Aetna  Casualty  & Surety  Company, 
insurer,  and  Zurich  Insurance  Company, 
insurer.  [1995].  12  p.  Caption  title.  “File  nos. 
A-006394  & A-006466”. 

A3416 

Decision  : between  Glenn  E.  Borin,  applicant, 
and  Co-operators  General  Insurance  Compa- 
ny, insurer.  [1995].  23  p.  Caption  title.  “File 
no.  A-004728”.  Includes  bibliographical  references. 

A3417 

Decision  : between  Guido  Farrugia,  applicant, 
and  Simcoe  & Erie  General  Insurance  Compa- 
ny, insurer.  [1995].  16  p.  Caption  title.  “File 
no.  A-010022”.  Includes  bibliographical  references. 

A3418 

Decision  : between  Gus  Tallis,  applicant,  and 
Royal  Insurance  Company  of  Canada,  insur- 
er. [1995].  14  p.  Caption  title.  “File 

no.  A-007109”. 

A3419 

Decision  : between  Haisam  Abou-Hantach, 
applicant,  and  Allstate  Insurance  Company 
of  Canada,  insurer.  [1995].  10  p.  Caption  title. 

“File  no.  A-003231”. 
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A3420 

Decision  : between  Helen  F.  Winfield,  appli- 
cant, and  Elma  Mutual  Insurance  Company, 

insurer.  [1995].  11  p.  Caption  title.  “File 

no.  A-007295”. 

A3421 

Decision  : between  Inna  Levitan,  applicant, 
and  Liberty  Mutual  Fire  Insurance  Company, 
insurer.  [1995].  13  p.  Caption  title.  “File 

no.  A-008191”.  Includes  bibliographical  references. 

A3422 

Decision  : between  Isabell  Allison,  applicant, 
and  Markel  Insurance  Company  of  Canada, 
insurer.  [1995].  15  p.  Caption  title.  “File 

no.  A-001231”. 

A3423 

Decision  : between  Ivy  James,  applicant,  and 
Kingsway  General  Insurance  Company,  insur- 
er. [1995].  12  p.  Caption  title.  “File  no.  A-013149”. 

A3424 

Decision  : between  Jan  Zuk,  applicant,  and 
Non-Marine  Underwriters,  Members  of 
Lloyd’s,  London,  England,  insurer.  [1995]. 
12  p.  Caption  title.  “File  no.  A-013984”. 

A3425 

Decision  : between  Jeffrey  C.  York,  applicant, 
and  Jevco  Insurance  Company,  insurer. 

[1995].  11  p.  Caption  title.  “File  no.  A-008413”. 

A3426 

Decision  : between  Jennie  E.  Turner,  appli- 
cant, and  Wellington  Insurance  Company,  in- 
surer. [1995].  13  p.  Caption  title.  “File 

no.  A-011029”.  Includes  bibliographical  references. 

A3427 

Decision  : between  Jennifer  Joyce,  applicant, 
and  Co-operators  General  Insurance  Compa- 
ny, insurer.  [1995].  13  p.  Caption  title.  “File 
no.  A-015688”.  Includes  bibliographical  references. 

A3428 

Decision  : between  Joao  Cabral,  applicant, 
and  State  Farm  Mutual  Automobile  Insur- 
ance Company,  insurer.  [1995].  15  p.  Caption 
title.  “File  no.  A-005119”. 

A3429 

Decision  : between  Joao  Vieira,  applicant, 
and  Commercial  Union  Assurance  Company 
of  Canada,  insurer.  [1995].  6 p.  Caption  title. 
“File  no.  A-009200”. 

A3430 

Decision  : between  John  Bauder,  applicant, 
and  Jevco  Insurance  Company,  insurer. 

[1995].  14  p.  Caption  title.  “File  no.  A-004238”. 


A3431 

Decision  : between  John  Gouliaeff,  appli- 
cant, and  Commercial  Union  Assurance 
Company  of  Canada,  insurer.  [1995].  26  p. 
Caption  title.  “File  no.  A-003996”.  Includes  bib- 
liographical references. 

A3432 

Decision  : between  John  R.  Palmer,  appli- 
cant, and  Pilot  Insurance  Company,  insurer. 

[1995].  14  p.  Caption  title.  “File  no.  A-009068”. 

A3433 

Decision  : between  Joseph  Addai-Agyekum, 
applicant,  and  Coachman  Insurance  Compa- 
ny, insurer,  and  between  Joseph  Addai- 
Agyekum,  applicant,  and  Citadel  General 
Insurance  [i.e.  Assurance]  Company,  insur- 
er. [1995].  17  p.  Caption  title.  “File 

no.  A-009690”.  “File  no.  A-009691”.  Includes 
bibliographical  references. 

A3434 

Decision  : between  Joyce  Alfred,  applicant, 
and  Allstate  Insurance  Company  of  Canada, 
insurer,  and  between  Joyce  Alfred,  applicant, 
and  State  Farm  Mutual  automobile  Insurance 
Company,  insurer.  [1995].  18  p.  Caption  title. 
“File  no.  A-009267”.  “File  no.  A-009268”. 
Includes  bibliographical  references. 

A3435 

Decision  : between  Judith  M.  Sands,  appli- 
cant, and  Dominion  of  Canada  General  Insur- 
ance Company,  insurer.  [1995].  16  p.  Caption 
title.  “File  no.  A-011046”. 

A3436 

Decision  : between  Judy  Spicer,  applicant, 
and  State  Farm  Mutual  Automobile  Insur- 
ance Company,  insurer.  [1995].  31  p.  Caption 
title.  “File  no.  A-010158”.  Includes  bibliographi- 
cal references. 

A3437 

Decision  : between  Julia  Long,  applicant,  and 
Personal  Insurance  Company  of  Canada,  in- 
surer. [1995].  17  p.  Caption  title.  “File 

no.  A-003302”. 

A3438 

Decision  : between  Juliette  Laplante,  appli- 
cant, and  Pilot  Insurance  Company,  insurer. 

[1995].  19  p.  Caption  title.  “File  no.  A-003567”. 
Includes  bibliographical  references. 

A3439 

Decision  : between  Kathleen  Lyons,  appli- 
cant, and  Metropolitan  Insurance,  insurer. 

[1995].  8 p.  Caption  title.  “File  no.  A-009824”. 

A3440 

Decision  : between  Kathy  Crouter,  applicant, 
and  Economical  Mutual  Insurance  Company, 
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insurer.  [1995].  21  p.  Caption  title.  “File 
no.  A-007284”. 

A3441 

Decision  : between  Kevin  Behbahani,  appli- 
cant, and  Co-operators  General  Insurance 
Company,  insurer.  [1995].  13  p.  Caption  title. 
“File  no.  A-008905”.  Includes  bibliographical  ref- 
erences. 

A3442 

Decision  : between  Khalil  Bitris,  applicant, 
and  Allstate  Insurance  Company  of  Canada, 
insurer.  [1995].  13  p.  Caption  title.  “File 
no.  A-015166”. 

A3443 

Decision  : between  Kimberly  I.  McKinney, 
applicant,  and  Ottawa-Carleton  Regional 
Transit  Commission  (Gerling  Global  General 
Insurance  Company),  insurer.  [1995],  36  p. 
Caption  title.  “File  no.  A-008335”.  Includes  bib- 
liographical references. 

A3444 

Decision  : between  Konstantinos  Bertsouk- 
lis,  applicant,  and  Liberty  Mutual  Fire  Insur- 
ance Company,  insurer.  [1995].  20  p.  Caption 
title.  “File  no.  A-006499”. 

A3445 

Decision  : between  Lawrence  Reid,  applicant, 
and  Co-operators  General  Insurance  Compa- 
ny, insurer.  [1995].  15  p.  Caption  title.  “File 
no.  A-005291”.  Includes  bibliographical  references. 

A3446 

Decision  : between  L.B.,  applicant,  and  Well- 
ington Insurance  Company,  insurer.  [1995]. 
17  p.  Caption  title.  “File  no.  A-006832”. 

A3447 

Decision  : between  Leslie  Reiser,  applicant, 
and  Zurich  Insurance  Company,  insurer. 

[1995].  20  p.  Caption  title.  “File  no.  A-009704”. 
Includes  bibliographical  references. 

A3448 

Decision  : between  Lillian  Baldassarra,  appli- 
cant, and  Wellington  Insurance  Company, 
insurer.  [1995].  20  p.  Caption  title.  “File 
no.  A-005088”. 


A3451 

Decision  : between  Maria  Jambor,  applicant,  i 
and  Dominion  of  Canada  General  Insurance  | 
Company,  insurer.  [1995].  14  p.  Caption  title.  File  1 
no.  A-003703”.  Includes  bibliographical  references.  || 

A3452 

Decision  : between  Marianna  Prodanovic,  j 
applicant,  and  Personal  Insurance  Company 
of  Canada,  insurer.  [1995].  12  p.  Caption  title. 
“File  no.  A-002690”. 

A3453 

Decision  : between  Marica  Slivecka,  appli-  I 
cant,  and  Canadian  General  Insurance  Com- 
pany, insurer.  [1995].  27  p.  Caption  title.  “File  ] 
no.  A-008342”.  Includes  bibliographical  references,  j 1 

A3454 

Decision  : between  Mark  Camilleri,  applicant, 
and  MIC  General  Insurance  Corp.,  insurer. 

[1995],  17  p.  Caption  title.  “File  no.  A-008507”. 


A3455 

Decision  : between  Martin  Wilson,  applicant, 
and  Jevco  Insurance  Company,  insurer. 

[1995].  15  p.  “File  no.  A-008409”. 


A3456 

Decision  : between  Mary  McLean,  applicant, 
and  Wellington  Insurance  Company,  insurer, 
and  between  Mary  McLean,  applicant,  and 
Economical  Mutual  Insurance  Company, 
insurer.  [1995].  21  p.  Caption  title.  “File 
no.  A-006649”.  “File  no.  A-006661”.  Includes 
bibliographical  references. 


A3457 

Decision  : between  Mas  Nishimura,  appli-  | 
cant,  and  Royal  Insurance  Company  of  Can- 
ada, insurer.  [1995].  18  p.  Caption  title.  “File 
no.  A-007035”. 


A3458 

Decision  : between  Matthew  Ray,  applicant, 
and  Wellington  Insurance  Company,  insurer, 
and  between  Matthew  Ray,  applicant,  and 
State  Farm  Mutual  Automobile  Insurance  j 
Company,  insurer.  [1995].  19  p.  Caption  title. 
“File  no.  A-007555”.  “File  no.  A-013442”. 
Includes  bibliographical  references. 


A3449 

Decision  : between  Magdalena  Caceres, 
applicant,  and  Dominion  of  Canada  General 
Insurance  Company,  insurer.  [1995].  11  p. 
Caption  title.  “File  no.  A-0108825”. 

A3450 

Decision  : between  Manuel  Medina,  appli- 
cant, and  Old  Republic  Insurance  Company, 
insurer.  [1995].  27  p.  Caption  title.  “File 
no.  A-005286”.  Includes  bibliographical  references. 


A3459 

Decision  : between  Michael  Boltman,  appli- 
cant, and  Personal  Insurance  Company  of 
Canada,  insurer.  [1995],  17  p.  Caption  title.  “File  I 
no.  A-013610”.  Includes  bibliographical  references. 

A3460 

Decision  : between  Michael  J.  Barrick,  appli- 
cant, and  General  Accident  Assurance  Com- 
pany of  Canada,  insurer.  [1995].  16  p.  Caption 
title.  “File  no.  A-011448”. 
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A3461 

Decision  : between  Michael  Mihas,  applicant, 
and  Pafco  Insurance  Company  Limited,  in- 
surer. [1995].  21  p.  Caption  title.  “File 
no.  A-013472”. 

A3462 

Decision  : between  Michael  S.  Macdonald, 
applicant,  and  Pilot  Insurance  Company,  in- 
surer. [1995].  15  p.  Caption  title.  “File 

no.  A-008372”. 

A3463 

Decision  : between  Mike  Pantazopoulos, 
applicant,  and  Wawanesa  Mutual  Insurance 
Company,  insurer.  [1995].  14  p.  Caption  title. 
“File  no.  A-003235”. 

A3464 

Decision  : between  Mukalanga  Ntumba, 
applicant,  and  Security  National  Insurance 
Company,  insurer.  [1995].  3 p.  Caption  title. 
“File  no.  A-004124”. 

A3465 

Decision  : between  Mustafa  A.  Agha,  appli- 
cant, and  General  Accident  Assurance  Com- 
pany of  Canada,  insurer.  [1995].  9 p.  Caption 
title.  “File  no.  A-009703”. 

A3466 

Decision  : between  Nancy  Vink,  applicant,  and 
Co-operators  General  Insurance  Company,  in- 
surer. [1995].  13  p.  Caption  title.  “File 

no.  A-010589”.  Includes  bibliographical  references. 

A3467 

Decision  : between  Narinder  Dhaliwal,  appli- 
cant, and  Gore  Mutual  Insurance  Company, 
insurer.  [1995].  26  p.  Caption  title.  “File 
no.  A-011188”. 

A3468 

Decision  : between  Nga  Kha,  applicant,  and 
Pilot  Insurance  Company,  insurer.  [1995]. 
18  p.  Caption  title.  “File  no.  A-008054”. 

A3469 

Decision  : between  Nhung  Kim  Pham,  appli- 
cant, and  Allstate  Insurance  Company  of 
Canada,  insurer.  [1995].  26  p.  Caption  title.  “File 
no.  A-007463”. 

A3470 

Decision  : between  Nidia  G.  Fricke,  applicant, 
and  Allstate  Insurance  Company  of  Canada, 
insurer.  [1995].  26  p.  Caption  title.  “File 
no.  A-008892”. 

A3471 

Decision  : between  N.R.,  applicant,  and  Well- 
ington Insurance  Company,  insurer.  [1995], 
30  p.  Caption  title.  “File  no.  A-000104”  Includes 
bibliographical  references. 


A3472 

Decision  : between  Nur  Mohamed  Yusuf, 
applicant,  and  Progressive  Casualty  Insur- 
ance Company,  insurer,  and  State  Farm 
Mutual  Automobile  Insurance  Company, 
insurer.  [1995].  9 p.  Caption  title.  “File  nos. 
A-008914  and  A-014071”.  Includes  bibliographi- 
cal references. 

A3473 

Decision  : between  Oanh  Thi  Nguyen,  appli- 
cant, and  Pilot  Insurance  Company,  insurer. 

[1995].  19  p.  Caption  title.  “File  no.  A-008975”. 

A3474 

Decision  : between  Patrick  White,  applicant, 
and  Pilot  Insurance  Company,  insurer.  [1995], 
21  p.  Caption  title.  “File  no.  A-008462”. 

A3475 

Decision  : between  Peter  Kotsiakos,  appli- 
cant, and  State  Farm  Mutual  Automobile 
Insurance  Company,  insurer.  [1995].  12  p. 
Caption  title.  “File  no.  A-002354”. 

A3476 

Decision  : between  Peter  Sarra,  applicant, 
and  Coachman  Insurance  Company,  insurer. 

[1995],  15  p.  Caption  title.  “File  no.  A-007596”. 

A3477 

Decision  : between  Pina  Coles,  applicant, 
and  Dominion  of  Canada  General  Insurance 
Company,  insurer.  [1995].  11  p.  Caption  title. 
“File  no.  A-007416”. 

A3478 

Decision  : between  Randi  Osborne,  appli- 
cant, and  Canadian  General  Insurance  Com- 
pany, insurer.  [1995].  7 p.  Caption  title.  “File 
no.  A-004447”. 

A3479 

Decision  : between  Rene  J.  Lafleur,  appli- 
cant, and  Zurich  Insurance  Company,  insur- 
er. [1995].  33  p.  Caption  title.  “File 

no.  A-004141”. 

A3480 

Decision  : between  Robert  Findlay,  appli- 
cant, and  Lambton  Mutual  Insurance  Compa- 
ny, insurer,  and  General  Accident  Assurance 
Company  of  Canada,  insurer.  [1995],  18  p. 
Caption  title.  “File  nos.  A-005358  and 
A-005359”.  Includes  bibliographical  refer- 
erences. 

A3481 

Decision  : between  Roger  Beilina,  applicant, 
and  State  Farm  Mutual  Automobile  Insur- 
ance Company,  insurer.  [1995].  17  p.  Caption 
title.  “File  no.  A-007379”. 
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A3482 

Decision  : between  Ronald  A.  Henry,  appli- 
cant, and  Allstate  Insurance  Company  of 
Canada,  insurer.  [1995],  15  p.  Caption  title.  “File 
no.  A-010252”.  Includes  bibliographical  refer- 
ences. 

A3483 

Decision  : between  Ronald  L.  Morley,  appli- 
cant, and  National  Frontier  Insurance  Com- 
pany, insurer.  [1995].  20  p.  Caption  title.  “File 
no.  A-006595”.  Includes  bibliographical  refer- 
ences. 

A3484 

Decision  : between  Rosa  Bianca,  applicant, 
and  General  Accident  Assurance  Company 
of  Canada,  insurer.  [1995].  27  p.  Caption  title. 
“File  no.  A-006109”.  Includes  bibliographical  ref- 
erences. 

A3485 

Decision  : between  Rosalie  McLetchie,  appli- 
cant, and  Wawanesa  Mutual  Insurance  Com- 
pany, insurer.  [1995].  19  p.  Caption  title.  “File 
no.  A-008179”.  Includes  bibliographical  refer- 
ences. 

A3486 

Decision  : between  R.S.,  applicant,  and  Royal 
Insurance  Company  of  Canada,  insurer. 

[1995].  40  p.  Caption  title.  “File  no.  A-002869”. 
Includes  bibliographical  references. 

A3487 

Decision  : between  Rufina  M.  Ekunah,  appli- 
cant, and  Simcoe  & Erie  General  Insurance 
Company,  insurer.  [1995].  17  p.  Caption  title. 
“File  no.  A-007550”.  Includes  bibliographical  ref- 
erences. 

A3488 

Decision  : between  Ruth  Roberts,  applicant, 
and  State  Farm  Mutual  Automobile  Insur- 
ance Company,  insurer.  [1995],  17  p.  Caption 
title.  “File  no.  A-008778”. 

A3489 

Decision  : between  Sadegh  Movahedi,  appli- 
cant, and  State  Farm  Mutual  Automobile 
Insurance  Company,  insurer,  and  Sadegh 
Movahedi,  applicant,  and  Royal  Insurance 
Company  of  Canada,  insurer.  [1995].  17  p.  Cap- 
tion title.  “File  no.  A-006901”.  “File  no.  A-008245”. 
Includes  bibliographical  references. 

A3490 

Decision  : between  Samantha  Doris  Michael, 
applicant,  and  General  Accident  Assurance 
Company  of  Canada  (formerly  General  Acci- 
dent Indemnity  Company),  insurer.  [1995]. 
15  p.  Caption  title.  “File  no.  A-008639”. 


A3491 

Decision  : between  Sandra  Singh,  applicant, 
and  State  Farm  Mutual  Automobile  Insur- 
ance Company,  insurer.  [1995],  23  p.  Caption 
title.  “File  no.  A-005714”. 

A3492 

Decision  : between  Sarah  L.  Fisher,  appli- 
cant, and  Pilot  Insurance  Company,  insurer, 
and  Sarah  L.  Fisher,  applicant,  and  State 
Farm  Mutual  Automobile  Insurance  Compa- 
ny, insurer.  [1995].  15  p.  Caption  title.  “File 
no.  A-010819  and  A-010820”.  Includes  biblio- 
graphical references. 

A3493 

Decision  : between  Sharron  M.  Craner,  appli- 
cant, and  Pilot  Insurance  Company,  insurer. 

[1995].  28  p.  Caption  title.  “File  no.  A-006174”. 
Includes  bibliographical  references. 

A3494 

Decision  : between  Shawn  P.  Lunn,  appli- 
cant, and  State  Farm  Mutual  Automobile 
Insurance  Company,  insurer.  [1995].  21  p. 
Caption  title.  “File  no.  A-013860”.  Includes  bib- 
liographical references. 

A3495 

Decision  : between  Shelley  L.P.,  applicant, 
and  Royal  Insurance  Company  of  Canada, 
insurer.  [1995].  8 p.  Caption  title.  “File 
no.  A-008498”. 

A3496 

Decision  : between  Shirley  A.  Reid,  applicant 
and  Continental  Insurance  Company,  insur- 
er. [1995].  13  p.  Caption  title.  “File 

no.  A-006022”. 

A3497 

Decision  : between  Shirley  M.  Street,  appli- 
cant, and  Zurich  Insurance  Company,  insur- 
er. [1995].  25  p.  Caption  title.  “File 

no.  A-010959”. 

A3498 

Decision  : between  Shiva  Ahmadi-Nadou- 
shan,  applicant,  and  Allstate  Insurance  Com- 
pany of  Canada,  insurer.  [1995].  15  p.  Caption 
title.  “File  no.  A-008488”. 

A3499 

Decision  : between  Stephen  J.  Sajkowski, 
applicant,  and  Jevco  Insurance  Company, 
insurer.  [1995].  8 p.  Caption  title.  “File 
no.  A-009213”. 

A3500 

Decision  : between  Susan  Grout,  applicant, 
and  Pilot  Insurance  Company,  insurer.  [1995]. 
25  p.  Caption  title.  “File  no.  A-004805”. 
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A3501 

Decision  : between  Susan  Jesso  (Dimou), 
applicant,  and  Alpina  Insurance  Company, 
Limited,  insurer.  [1995].  25  p.  Caption  title.  “File 
no.  A-006234”. 

A3502 

Decision  : between  Teresa  Majda,  applicant, 
and  Simcoe  & Erie  General  Insurance  Compa- 
ny, insurer,  and  Farmers’  Mutual  Fire  Insur- 
ance Company  (Lindsay),  insurer.  [1995].  17  p. 
Caption  title.  “File  nos.  A-010481  and  A-010154”. 
Includes  bibliographical  references. 

A3503 

Decision  : between  Terri  Caparowich,  appli- 
cant, and  State  Farm  Mutual  Automobile 
Insurance  Company,  insurer.  [1995].  17  p. 
Caption  title.  “File  no.  A-007894”. 

A3504 

Decision  : between  Theresa  Anna  Keller, 
applicant,  and  Wawanesa  Mutual  Insurance 
Company,  insurer.  [1995],  8 p.  Caption  title. 
“File  no.  A-013612”. 

A3505 

Decision  : between  Theresa  Gaudreault, 
applicant,  and  Pilot  Insurance  Company, 
insurer.  [1995],  13  p.  Caption  title.  “File 
no.  A-007144”. 

A3506 

Decision  : between  Thoa  Hong  Nguyen, 
applicant  and  Pilot  Insurance  Company, 
insurer,  and  between  Phat  Thi  Pham,  appli- 
cant and  Pilot  Insurance  Company,  insurer, 
and  between  Toan  Ngoc  Nguyen,  applicant, 
and  Pilot  Insurance  Company,  insurer.  [1995]. 
17  p.  Cover  title.  “File  no.  A-010472”.  “File 
no.  A-010473”.  “File  no.  A-010474”.  Includes 
bibliographical  references. 

A3507 

Decision  : between  Timothy  J.  Hanlon,  appli- 
cant, and  The  Guarantee  Company  of  North 
America,  insurer.  [1995],  14  p.  Caption  title. 
“File  no.  A-011977”. 

A3508 

Decision  : between  Tony  W.  Nelson,  appli- 
cant, and  Canadian  General  Insurance  Com- 
pany, insurer.  [1995].  28  p.  Caption  title.  “File 
no.  A-006686”. 

A3509 

Decision  : between  Victor  Aguilar,  applicant, 
and  Allstate  Insurance  Company  of  Canada, 
insurer.  [1995].  28  p.  Caption  title.  “File 
no.  A-000542”. 

A3510 

Decision  : between  Victoria  Anizor,  appli- 
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cant,  and  Royal  Insurance  Company  of  Can- 
ada, insurer.  [1995],  17  p.  Caption  title.  “File 
no.  A-003702”. 

A3511 

Decision  : between  Wayne  Hannon,  appli- 
cant, and  Co-operators  General  Insurance 
Company,  insurer.  [1995].  13  p.  Caption  title. 
“File  no.  A-002468”. 

A3512 

Decision  : between  William  Arends,  appli- 
cant, and  Zurich  Insurance  Company,  insur- 
er. [1995].  9 p.  Caption  title.  “File  no.  A-008869”. 

A3513 

Decision  : between  Yiannakis  Odysseos, 
applicant,  and  CUMIS  General  Insurance 
Company,  insurer.  [1995].  22  p.  Caption  title. 
“File  no.  A-005858”. 

A3514 

Decision  : between  Yvonne  Rodrigue  and 
Melissa  Rodrigue,  applicants,  and  Canadian 
General  Insurance  Company,  insurer.  [1995]. 
34  p.  Caption  title.  “File  no.  A-005175”.  Includes 
bibliographical  references. 

A3515 

Decision  : between  Zoran  Kojic,  applicant, 
and  General  Accident  Assurance  Company 
of  Canada,  insurer.  [1995].  15  p.  Caption  title. 
“File  no.  A-008442”. 

A3516 

Decision  correction  : between  Amrik  Singh, 
applicant,  and  Royal  Insurance  Company  of 
Canada,  insurer.  [1995],  3 p.  Caption  title.  “File 
no.  A-010957”.  Includes  bibliographical  refer- 
ences. 

A3517 

Decision  correction  : between  Khalil  Bitris, 
applicant,  and  Allstate  Insurance  Company 
of  Canada,  insurer.  [1995].  2 p.  on  1 sheet.  “File 
no.  A-015166”. 

A3518 

Decision  correction  between  Sadegh 
Movahedi,  applicant,  and  State  Farm  Mutual 
Automobile  Insurance  Company,  insurer,  and 
Sadegh  Movahedi,  applicant,  and  Royal  Insur- 
ance Company  of  Canada,  insurer.  [1995].  1 
sheet.  “File  no.  A-006901”.  “File  no.  A-008245”. 
Includes  bibliographical  references. 

A3519 

Decision  on  a preliminary  issue  : between 
Caterina  Pintus,  applicant,  and  State  Farm 
Mutual  Automobile  Insurance  Company, 
insurer.  [1995].  8 p.  Caption  title.  “File 
no.  A-012264”. 
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A3520 

Decision  on  a preliminary  issue  : between 
Doreen  Lamb,  applicant,  and  Pilot  Insurance 
Company,  insurer.  [1995].  11  p.  Caption  title. 
“File  no.  A-015289”.  Includes  bibliographical 
references. 

A3521 

Decision  on  a preliminary  issue  : between 
Etela  Dunkova,  applicant,  and  Canadian 
General  Insurance  Company,  insurer.  [1995]. 
21  p.  Caption  title.  “File  no.  A-000948”. 

A3522 

Decision  on  a preliminary  issue  : between 
Evelyn  Cobby,  Claude  Cobby,  and  Diana 
Appiah-Kubi,  applicants,  and  Non-Marine 
Underwriters,  Members  of  Lloyd’s,  London, 
England,  insurer.  [1995].  10  p.  Caption  title. 
“Files  no.  A-014259,  A-014260,  A-014261”. 
Includes  bibliographical  references. 

A3523 

Decision  on  a preliminary  issue  : between 
Neil  Wilson,  applicant,  and  State  Farm  Mutu- 
al Automobile  Insurance  Company,  insurer. 

[1995].  14  p.  Caption  title.  “File  no.  A-007652”. 

A3524 

Decision  on  a preliminary  issue  : between 
Noroz  AM  Azadi,  applicant,  and  Allstate  Insur- 
ance Company  of  Canada,  insurer.  [1995], 
15  p.  Caption  title.  “File  no.  A-011880”. 

A3525 

Decision  on  a preliminary  issue  : between 
Octavio  Holguin,  applicant,  and  Allstate 
Insurance  Company  of  Canada,  insurer. 

[1995].  11  p.  Caption  title.  “File  no.  A-009270”. 

A3526 

Decision  on  a preliminary  issue  : between 
Phillip  Assam,  applicant,  and  Prudential  of 
America  General  Insurance  Company,  insur- 
er. [1995].  17  p.  Caption  title.  “File  no.  A-010411”. 
Includes  bibliographical  references. 

A3527 

Decision  on  a preliminary  issue  : between 
Robert  Edward  Crosbie  Sr.,  applicant,  and 
Co-operators  General  Insurance  Company, 
insurer,  and  between  Robert  Edward  Crosbie 
Sr.,  applicant,  and  Pilot  Insurance  Company, 
insurer.  [1995].  14  p.  Caption  title.  “File 
no.  A-009908”.  “File  no.  A-012239”.  Includes 
bibliographical  references. 

A3528 

Decision  on  a preliminary  issue  : between 
Tarangit  Takhar,  applicant,  and  Allstate 
Insurance  Company  of  Canada,  insurer. 

[1995].  9 p.  Caption  title.  “File  no.  A-951370”. 
Includes  bibliographical  references. 


A3529 

Decision  on  a preliminary  matter  : between 
Jose  Granchelli,  applicant,  and  Royal  Insur- 
ance Company  of  Canada,  insurer.  [1995].  5 p. 
Caption  title.  “File  no.  A-015225”.  Includes  bib- 
liographical references. 

A3530 

Decision  on  a preliminary  matter  : between 
Phillip  Ralston,  applicant,  and  Progressive 
Casualty  Insurance  Company,  insurer. 

[1995].  6 p.  Caption  title.  “File  no.  A-004609”. 
Includes  bibliographical  references. 

A3531 

Decision  on  interim  benefits  : between 
Miguel  Gomez,  applicant,  and  Pilot  Insur- 
ance Company,  insurer.  [1995].  9 p.  Caption 
title.  “File  no.  A-013080”. 

A3532 

Decision  on  interim  benefits  : between  Nor- 
man Lucas,  applicant,  and  Dominion  of  Can- 
ada General  Insurance  Company,  insurer. 

[1995],  10  p.  Caption  title.  “File  no.  A-009670”. 

A3533 

Decision  on  interim  expenses  : between 
Michaelu  Haile,  Berhane  Debessay,  Efrem 
Debessay,  Lemlem  Debessay,  Yohannes 
Debessay,  Habtom  Debessey,  Fesseha 
Debessay,  Aster  Debessay,  and  Eden 
Debessay,  applicants,  and  Old  Republic 
Insurance  Company,  insurer.  [1995].  7 p.  Cap- 
tion title.  “File  nos.  A-008657,  A-008665, 
A-008666,  A-008667,  A-008668,  A-008669, 
A-008670,  A-008671,  A-008672,  and  A-005594”. 

A3534 

Decision  on  preliminary  issue  : between  Ana 
Oliveira,  applicant,  and  Markel  Insurance 
Company  of  Canada,  insurer.  [1995].  10  p. 
Caption  title.  “File  no.  A-006434”. 

A3535 

Decision  on  preliminary  issue  : between 
Anne-Marie  Barrett,  applicant,  and  Economi- 
cal Mutual  Insurance  Company,  insurer. 

[1995].  8 p.  Caption  title.  “File  no.  A-951153”. 
Includes  bibliographical  references. 

A3536 

Decision  on  preliminary  issue  : between  Car- 
Iota  Guzman,  applicant,  and  Dominion  of 
Canada  General  Insurance  Company,  insur- 
er. [1995].  7 p.  Caption  title.  “File  no.  A-007209”. 

A3537 

Decision  on  preliminary  issue  : between 
Ingrid  Veldhuizen,  applicant,  and  Coseco 
Insurance  Company,  insurer.  [1995].  19  p. 
Caption  title.  “File  no.  A-015549”.  Includes  bib- 
liographical references. 
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A3538 

Decision  on  preliminary  issue  : between  Jack 
Talany,  applicant,  and  Royal  Insurance  Com- 
pany of  Canada,  insurer.  [1995].  7 p.  Caption 
title.  “File  no.  A-009300”. 

A3539 

Decision  on  preliminary  issue  : between 
Joanne  Foster,  applicant,  and  Royal  Insur- 
ance Company  of  Canada,  insurer.  [1994],  8 p. 
Caption  title.  “File  no.  A-011628”.  Includes  bib- 
liographical references. 

A3540 

Decision  on  preliminary  issue  : between 
Jonathan  R.  Vineski,  applicant,  and  Federa- 
tion Insurance  Company  of  Canada,  insurer. 

[1995].  18  p.  Caption  title.  “File  no.  A-012588”. 
Includes  bibliographical  references. 

A3541 

Decision  on  preliminary  issue  : between  Linda 
M.  Giles,  applicant,  and  State  Farm  Mutual 
Automobile  Insurance  Company,  insurer. 

[1995].  31  p.  Caption  title.  “File  no.  A-008560”. 
Includes  bibliographical  references. 

A3542 

Decision  on  preliminary  issue  : between  Mar- 
garet Conway,  applicant,  and  Royal  Insur- 
ance Company  of  Canada,  insurer.  [1995]. 
15  p.  Caption  title.  “File  no.  A-008945”.  Includes 
bibliographical  references. 

A3543 

Decision  on  preliminary  issue  : between  Maria 
Granic,  applicant,  and  Allstate  Insurance 
Company  of  Canada,  insurer.  [1995].  12  p.  Cap- 
tion title.  “File  no.  A-006615”.  Includes  biblio- 
graphical references. 

A3544 

Decision  on  preliminary  issue  : between  Maria 
Mercedes  Elias,  applicant,  and  Royal  Insur- 
ance Company  of  Canada,  insurer.  [1995].  7 p. 
Caption  title.  “File  no.  A-013093”.  Includes  biblio- 
graphical references. 

A3545 

Decision  on  preliminary  issue  : between  Sil- 
vio Derman,  applicant,  and  State  Farm  Mutu- 
al Automobile  Insurance  Company,  insurer. 

[1995].  6 p.  Caption  title.  “File  no.  A-009521”. 

A3546 

Decision  on  preliminary  issue  : between 
Stamatios  Togias,  applicant,  and  Co- 
operators  General  Insurance  Company,  insur- 
er. [1995],  6 p.  Caption  title.  “File  no.  A-013485”. 

A3547 

Decision  on  preliminary  issue  : between 
Stanley  R.  Holt,  applicant,  and  Zurich  Insur- 
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ance  Company,  insurer.  [1995].  20  p.  Caption 
title.  “File  no.  A-010371”.  Includes  bibliographi- 
cal references. 

A3548 

Decision  on  preliminary  issues  : between 
Brian  C.  Portch,  applicant,  and  Markel  Insur- 
ance Company  of  Canada,  insurer,  and  be- 
tween Brian  C.  Portch,  applicant,  and  Royal 
Insurance  Company  of  Canada,  insurer. 
[1995],  31  p.  Caption  title.  “File  no.  A-007701”. 
“File  no.  A-008360”.  Includes  bibliographical  ref- 
erences. 

A3549 

Decision  on  preliminary  issues  : between 
Guido  lapaolo,  applicant,  and  Guardian 
Insurance  Company  of  Canada,  insurer. 

[1995].  15  p.  Caption  title.  “File  no.  A-002915”. 

A3550 

Decision  on  preliminary  issues  : between 
Konstanty  Ziggy  Wolman,  applicant,  and 
Zurich  Insurance  Company,  insurer.  [1995]. 
15  p.  Caption  title.  “File  no.  A-009381”. 

A3551 

Designated  assessment  centres  (DACs).  Jan. 
1995.  [2]  p.  on  1 sheet.  (Information,  ISSN 
1203-4320).  Issued  also  in  French  under  title: 
Centres  d’évaluation  désignés  (CED). 

A3552 

Designated  assessment  centres  : revised 
roster.  Mar.  1995. 22  p.  Caption  title.  Issued  also 
in  French  under  title:  Centres  d’évaluation 
désignés  : liste  révisée. 

A3553 

Dispute  resolution  practice  code  = Code  des 
pratiques  pour  le  règlement  des  différends, 
cl 995.  1 v.  (various  pagings)  : forms.  Text  in 
English  only.  “Effective  August  1, 1995”.  Issued 
also  in  French  under  the  same  title. 

ISBN  0-7778-4397-8 

Pub.  Ont.  105856  * $15.00 

A3554 

Guidelines  for  designated  attendant  services 
assessment  centres.  Jan.  1995.  ii,  19  p.  : 1 
form.  Cover  title.  At  head  of  title:  Accident  Bene- 
fits Advisory  Committee  (established  under  s.  7 
of  the  Insurance  Act).  Issued  also  in  French 
under  title:  Lignes  directrices  concernant  les 
centres  désignés  d’évaluation  des  services  de 
soins  auxiliaires. 

A3555 

Guidelines  for  designated  disability  assess- 
ment centres.  Jan.  1995.  ii,  21  p.  Cover  title.  At 
head  of  title:  Accident  Benefits  Advisory  Com- 
mittee (established  under  s.  7 of  the  Insurance 
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Act).  Issued  also  in  French  under  title:  Lignes 
directrices  concernant  les  centres  désignés 
d’évaluation  des  services  de  soins  auxiliaires. 

A3556 

Guidelines  for  designated  medical  and  re- 
habilitation assessment  centres.  Jan.  1995.  ii, 
23  p.  Cover  title.  At  head  of  title:  Accident  Bene- 
fits Advisory  Committee  (established  under  s.  7 
of  the  Insurance  Act).  Issued  also  in  French 
under  title:  Lignes  directrices  concernant  les 
centres  désignés  d’évaluation  des  soins  médi- 
caux et  de  réadaptation. 

A3557 

List  of  insurers  licensed  to  transact  business 
under  the  Insurance  Act  : the  Ontario  Gazette 

= Liste  des  assureurs  autorisés  à faire  des 
affaires  aux  termes  de  la  Loi  sur  les  assurances  : 
la  Gazette  de  l’Ontario.  July  29, 1995.  69  p.  Run- 
ning title:  The  Ontario  gazette  - licensed  insurers 
= La  Gazette  de  l’Ontario  - assureurs  autorisés. 
Cover  title.  Issued  by  Superintendent  of  Insur- 
ance. 

Pub.  Ont.  105842  * $6.00 

A3558 

Living  benefits.  Nov.  1994.  [2]  p.  on  1 sheet. 
(Information,  ISSN  1203-4320).  Text  in  English 
and  French  with  French  text  on  verso.  Title  on 
verso:  Prestations-décès  versées  du  vivant  de 
l’assuré. 

A3559 

OIC  accident  benefits  dispute  resolution. 

Dec.  1994.  [2]  p.  on  1 sheet.  (Information,  ISSN 
1203-4320).  Issued  also  in  French  under  title: 
CAO-  règlement  des  différends  concernant  les 
indemnités  d’accident. 

A3560 

Ontario  designated  assessment  centre  loca- 
tions. Feb.  1995.  [16]  p.  : maps.  Cover  title. 
Issued  also  in  French  under  title:  Ontario  : 
emplacement  des  centres  d’évaluation 
désignés. 

A3561 

Ontario  private  passenger  automobile  rate 
comparison  : risk  profile  of  larger  standard  writ- 
ers in  the  regular  insurance  market.  Apr.  1995. 
3 p.  Running  title. 

Pub.  Ont.  005657  D * Free 

A3562 

Preliminary  motion  appeal  decision 
between  Shelley  L.P.,  applicant  (appellant), 
and  Royal  Insurance  Company  of  Canada, 
insurer  (respondent).  [1995].  9 p.  Caption  title. 
“File  no.  P-002235”.  Issued  by  Office  of  the 
Director  of  Arbitrations. 


A3563 

Qs  and  As  about  the  OIC’s  dispute  resolution 
services.  Dec.  1994.  [2]  p.  on  1 sheet.  (Informa- 
tion, ISSN  1203-4320).  Issued  also  in  French 
under  title:  Questions  et  réponses  concernant 
les  services  de  règlement  des  différends  de  la 
CAO. 

A3564 

The  role  and  organization  of  the  Ontario 
Insurance  Commission.  Dec.  1994.  [3]  p.  : ill. 
(Information,  ISSN  1203-4320).  Caption  title. 
Issued  also  in  French  under  title:  Le  rôle  et 
l’organisation  de  la  Commission  des  assurances 
de  l’Ontario. 

A3565 

Second  decision  : between  Edgar  Cowie, 
applicant,  and  The  Non-Marine  Underwriters, 
Members  of  Lloyd’s,  London,  England,  insur- 
er. [1995].  21  p.  Caption  title.  “File 

no.  A-005767”. 

A3566 

Second  decision  on  a preliminary  issue  : 
between  Nadine  Osbourne,  applicant,  and 
Allstate  Insurance  Company  of  Canada, 
insurer,  and  between  Nadine  Osbourne, 
applicant,  and  York  Fire  & Casualty  Insur- 
ance Company,  insurer.  [1995].  20  p.  Caption 
title.  “File  no.  A-009110”.  “File  no.  A-009111”. 
Includes  bibliographical  references. 

A3567 

Supplementary  decision  : between  Anand 
Boodhai,  applicant,  and  Allstate  Insurance 
Company  of  Canada,  insurer.  [1995].  6 p.  Cap- 
tion title.  “File  no.  A-004002”. 

A3568 

Supplementary  decision  : between  Pina 
Coles,  applicant,  and  Dominion  of  Canada 
General  Insurance  Company,  insurer.  [1995]. 
6 p.  Caption  title.  “File  no.  A-007416”. 

A3569 

Supplementary  decision-  correction 
between  Shirley  A.  Reid,  applicant,  and  Con- 
tinental Insurance  Company,  insurer.  [1995]. 
1 sheet.  “File  no.  A-006022”. 

A3570 

Technical  background  on  the  Ontario  auto 
insurance  index.  [1995].  [3]  p.  : ill.  (Back- 
grounder = Fiche  de  renseignements).  Issued 
also  in  French  under  title:  Indice  de  l’assurance- 
automobile  pour  l’Ontario-  renseignements 
techniques. 

A3571 

Technical  background  on  the  Ontario  auto 
insurance  index.  [Rev.].  Oct.  1995.  [9]  p.  : ill. 
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(Backgrounder  = Fiche  de  renseignements). 
Caption  title.  Issued  also  in  French  under  title: 
Indice  de  I’assurance-automobile  pour 
l’Ontario-  renseignements  techniques. 

A3572 

Travel  health  insurance  for  Ontario  residents 
visiting  outside  Canada.  Nov.  1994.  [2]  p.  on  1 

sheet  : 1 form.  (Information,  ISSN  1203-4320). 
Issued  also  in  French  under  title:  Assurance- 
santé  de  voyage  pour  résidents  de  l’Ontario  voy- 
ageant à l’extérieur  du  Canada. 

A3573 

Understanding  auto  insurance  premiums. 

Dec.  1994.  [2]  p.  on  1 sheet.  (Information,  ISSN 
1203-4320).  Issued  also  in  French  under  title: 
Explication  des  primes  d’assurance-automobile. 

A3574 

Your  guide  to  rates  in  Ontario,  cl 995. 1 sheet 
(fold.).  At  head  of  title:  Automobile  insurance 
rate  comparisons.  Issued  also  in  French  under 
title:  Guide  des  taux  d’assurance-automobile  de 
l’Ontario. 

ISBN  0-7778-4724-8 


ONTARIO  INTERNATIONAL  TRADE 
CORPORATION 


A3575 

Getting  ready  to  export  : moving  towards 
global  export  readiness.  c1994.  v,  81  p.  : forms. 

A3576 

Vistas.  Vol.  5,  no.  1 (winter  1995)-v.  5,  no.  2 
(spring/summer  1995).  ill.  Caption  title.  “Market- 
ing Ontario’s  expertise  abroad”.  Published  for 
the  Corporation  by  Ministry  of  Economic  Devel- 
opment and  Trade. 

ISSN  1183-3114 


ONTARIO  LABOUR  RELATIONS 
BOARD 


A3577 

Annual  report.  1992/93,  1993/94.  99  p.  Issued 
also  in  French  under  title:  Rapport  annuel. 
Report  year  ends  Mar.  31. 

ISSN  0711-849X 

Microfiche  5668-95  * f $2.00  ( + PST) 

A3578 

Highlights.  Jan.  1995-Dec.  1995. 

ISSN  1195-0226 


A3579 


Ontario  Labour  Relations  Board  reports  : a 

monthly  series  of  decisions  from  the  Ontario 
Labour  Relations  Board.  Sept.  1994-Aug.  1995. 
ISSN  0383-4778 


Pub.  Ont.  105412  (Sept.) 
issue  (Sept.  94-Aug.  95)  ; 
Pub.  Ont.  105477  (Oct.) 
Microfiche  5597-95  Sept. 
Pub.  Ont.  105546  (Nov.) 
Microfiche  5606-95  Oct. 
Pub.  Ont  105558  (Dec.) 
Microfiche  5633-95  Nov. 
Pub.  Ont.  105629  (Jan.) 
Microfiche  5636-95  Dec. 
Pub.  Ont.  105701  (Feb.) 
Microfiche  5647-95  Jan. 
Pub.  Ont.  105818  (Mar.) 
Microfiche  5652-95  Feb. 
Pub.  Ont.  105841  (Apr.) 
Microfiche  5663-95  Mar. 
Pub.  Ont.  105901  (May) 
Microfiche  5664-95  Apr. 
Pub.  Ont.  105913  (June) 
Microfiche  5673-95  May 
Pub.  Ont.  105966  (July) 
Microfiche  5678-95  June 
Pub.  Ont.  106054  (Aug.) 
Microfiche  5680-95  July 
Microfiche  5684-95  Aug. 


D * $24.00  per 

* t $2.00  ( + PST) 

* t $3.00  ( + PST) 

* f $2.00  ( + PST) 

* f $2.00  ( + PST) 

* t $2.00  ( + PST) 

* t $2.00  ( + PST) 

* t $3.00  ( + PST) 

* t $3.00  ( + PST) 

* t $2.00  ( + PST) 

* t $3.00  ( + PST) 

* t $2.00  ( + PST) 

* f $2.00  ( + PST) 


A3580 

Ontario  Labour  Relations  Board  reports  : 
annual  consolidated  index  : a monthly  series 
of  decisions  from  the  Ontario  Labour  Relations 
Board.  1994.  163  p.  Spine  title:  OLRB  reports  : 
annual  consolidated  index. 

ISSN  0383-4778 

Pub.  Ont.  105621  D * $24.00 

Microfiche  5642-95  * t $2.00  ( + PST) 


ONTARIO  LAW  REFORM 
COMMISSION 


A3581 

Annual  report.  1993/94.  42  p.  (Sessional 
paper  ; 353/401).  Report  year  ends  Mar.  31. 
Issued  also  in  French  under  title:  Rapport 
annuel.  Includes  bibliographical  references. 
ISSN  0474-1862 

Pub.  Ont.  105422  D * $2.10 

Microfiche  5600-95  * f $1.00  (H-  PST) 

A3582 

Report  on  avoiding  delay  and  multiple  proce- 
edings in  the  adjudication  of  workplace  dis- 
putes. 1995.  2 v.  Text  of  Executive  summary  in 
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English  and  French  with  French  text  on  inverted 
pages.  Title  on  added  t.p.  of  Executive  summary: 
Rapport  sur  l’élimination  des  retards  et  des  pro- 
cédures multiples  dans  les  décisions  portant  sur 
les  litiges  de  droit  du  travail  : sommaire.  Includes 
bibliographical  references.  Contents:  [Vol.  1]. 
Report  - [v.  2],  Executive  summary. 

ISBN  0-7778-4088-X  ([v.  1]) 

ISBN  0-7778-4089-8  ([v.  2]) 

Pub.  Ont.  105699  (set)  Out-of-print 

Microfiche  5653-95  (v.  1 ) * f $2.00  ( + PST) 

A3583 

Report  on  pensions  as  family  property  : valu- 
ation and  division.  1995.  2 v.  Text  of  Executive 
summary  in  English  and  French  with  French  text 
on  inverted  pages.  Title  on  added  t.p.  of  Execu- 
tive summary:  Rapport  sur  les  rentes  de  retraite 
en  tant  que  biens  familiaux  : évaluation  et 
partage  : sommaire.  Includes  bibliographical  ref- 
erences. Contents:  [Vol.  1].  Report  - [v.  2], 
Executive  summary. 

ISBN  0-7778-1876-0  ([v.  1]) 

ISBN  0-7778-1877-9  ([v.  2]) 

Pub.  Ont.  105698  (set)  D * $9.85  (set) 

Microfiche  5654-95  (v.  1 ) * f $4.00  ( + PST) 

A3584 

Study  paper  on  prospects  for  civil  justice  / by 

Roderick  A.  Macdonald.  1995. 2 v.  Text  of  Execu- 
tive summary  in  English  and  French  with  French 
text  on  inverted  pages.  Title  on  added  t.p.  of 
Executive  summary:  Document  d’étude  sur  les 
perspectives  en  matière  de  justice  civile  : som- 
maire. Includes  bibliographical  references.  Con- 
tents: [Vol.  1],  Study  paper  - [v.  2].  Executive 
summary. 

ISBN  0-7778-3886-9  ([v.  1]) 

ISBN  0-7778-4180-0  ([v.  2]) 

Pub.  Ont.  105774  (set)  D * $13.90  (set) 

Microfiche  5657-95  (v.  1)  * f $4.00  ( + PST) 


ONTARIO  LOTTERY 
CORPORATION 


A3585 

3 cards  up  : scratch  this  instant!  [1995].  [2]  p.  on 
1 sheet.  At  head  of  title:  Player’s  guide.  Issued 
also  in  French  under  the  same  title. 

ISBN  0-7778-3719-6 

A3586 

3 to  win  : scratch  this  instant!  [1995].  [2]  p.  on  1 
sheet.  At  head  of  title:  Player’s  guide.  Issued 
also  in  French  under  the  same  title. 

ISBN  0-7778-3328-X 


A3587 

5,000  [dollars]  cash  match  : scratch  this 
instant!  [1995].  [2]  p.  on  1 sheet.  At  head  of  title: 
Player’s  guide.  Issued  also  in  French  under  the 
same  title. 

ISBN  0-7778-4579-2 
A3588 

Ballpark  bucks  : scratch  this  instant!  [1995], 
[2]  p.  on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-41 38-X 

A3589 

Banco  : scratch  this  instant!  Rev.  [1995].  [2]  p. 
on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-4706-X 

A3590 

Be  my  lucky  valentine  : scratch  this  instant! 
Rev.  [1994].  [2]  p.  on  1 sheet.  At  head  of  title: 
Player’s  guide.  Issued  also  in  French  under  the 
same  title. 

ISBN  0-7778-3064-7 
A3591 

Beat  the  heat  : scratch  this  instant!  [1995].  [2]  p. 
on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-4136-3 

A3592 

Cash  explosion  : scratch  this  instant!  [1995], 
[2]  p.  on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-4000-6 

A3593 

Celebration  96  : celebrate  today!  [1995].  [4]  p. 
Caption  title.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-4653-5 

A3594 

Dream  house  : scratch  this  instant!  [1994],  [2]  p. 
on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-3528-2 

A3595 

Encore  : say  yes  to  Encore!  Rev.  [1995].  [2]  p.  on 
1 sheet.  At  head  of  title:  Player’s  guide.  Issued 
also  in  French  under  the  same  title. 

ISBN  0-7778-4581-4 

A3596 

English/French  lexicon  of  lottery  terms.  Mar. 
1995.  43  p.  Issued  by  French  Language  Ser- 
vices. 

ISBN  0-7778-4068-5 


ONTARIO  LOTTERY  CORPORATION 


227 


A3597 

Fireworks  : scratch  this  instant!  [1995].  [2]  p.  on 
1 sheet.  At  head  of  title:  Player’s  guide.  Issued 
also  in  French  under  the  same  title. 

ISBN  0-7778-3837-0 

A3598 

For  an  instant  : scratch  this  instant!  [1995].  [2]  p. 
on  1 sheet.  “Cool  it”.  “Instant  Game  No.  206”.  At 
head  of  title:  Player’s  guide.  Issued  also  in 
French  under  the  same  title. 

ISBN  0-7778-3814-1 

A3599 

Four  seasons  : scratch  this  instant!  [1995].  [2]  p. 
on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-4002-2 

A3600 

Go  bananas  : scratch  this  instant!  [1995].  [2]  p. 
on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-4134-7 

A3601 

Hallowe’en  cash  : scratch  this  instant!  Rev. 
[1995].  [2]  p.  on  1 sheet.  At  head  of  title:  Player’s 
guide.  Issued  also  in  French  under  the  same 
title. 

ISBN  0-7778-4500-8 
A3602 

High  5 : scratch  this  instant!  [1994].  [2]  p.  on  1 
sheet.  At  head  of  title:  Player’s  guide.  Issued 
also  in  French  under  the  same  title. 

ISBN  0-7778-3094-9 

A3603 

Holiday  cash  : scratch  this  instant!  [1995].  [2]  p. 
on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-4076-6 

A3604 

Holiday  cheer  : scratch  this  instant!  [1995].  [2]  p. 
on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-4642-X  (corr.) 

A3605 

Hot  7s  : scratch  this  instant!  [1995].  [2]  p.  on  1 
sheet.  At  head  of  title:  Player’s  guide.  Issued 
also  in  French  under  the  same  title. 

ISBN  0-7778-3983-0 

A3606 

Hunt  for  cash/Chasse  aux  trésors  : scratch 
this  instant!  Rev.  [1995].  [2]  p.  on  1 sheet.  At  head 
of  title:  Player’s  guide.  Issued  also  in  French 
under  the  same  title. 

ISBN  0-7778-3092-2 


A3607 

Indy  car  fever  : scratch  this  instant!  [1995].  [2]  p. 
on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-4195-9 

A3608 

Instant  6/49  : scratch  this  instant!  [1995].  [2]  p. 
on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-4548-2 

A3609 

Instant  keno  : scratch  this  instant!  [1994],  [2]  p. 
on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-3115-5 

A3610 

Instant  keno  : scratch  this  instant!  [Rev.].  [1995]. 
[2]  p.  on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-4640-3 

A3611 

Instant  monopoly  : scratch  this  instant!  [Rev.]. 
[1995].  [2]  p.  on  1 sheet.  At  head  of  title:  Player’s 
guide.  Issued  also  in  French  under  the  same 
title. 

ISBN  0-7778-4429-X 
A3612 

Introducing  Over/under  from  Sport  select  : 

the  game  that  adds  more  fun  to  the  action  : play- 
er’s guide.  [1994?].  1 fold,  sheet  : col.  ill.  Issued 
also  in  French  under  title:  Nous  vous  présentons 
Over/under  de  Sport  select. 

A3613 

Joker’s  wild  : scratch  this  instant!  [1995].  [2]  p. 
on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-4604-7 

A3614 

Jumpin’  jack  cash  : scratch  this  instant!  [1995]. 
[2]  p.  on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-3828-1 

A3615 

Just  for  two  : scratch  this  instant!  [1995].  [2]  p. 
on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-3816-8 

A3616 

License  to  win  : scratch  this  instant!  [1995]. 
[2]  p.  on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-4302-1 
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A3617 

Loose  change  : scratch  this  instant!  [1995]. 

[2]  p.  on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-3835-4 

A3618 

Lottery  results  = Résultats  de  la  loterie.  Jan. 
26, 1994  to  Jan.  28, 1995-  Dec.  28, 1994  to  Dec. 
30,  1995.  Weekly. 

ISSN  1192-9820 

A3619 

Lotto  649  : imagine  the  freedom.  Rev.  [1995]. 

[3]  p.  Cover  title.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-4559-8  (corr.) 

A3620 

Lotto  post  : [focus  on  eastern  Ontario  region], 
Vol.  12,  no.  1 (Jan.  1995)-v.  12,  no.  12  (Dec. 
1995).  ill.  Monthly.  Caption  title.  “The  monthly 
newsletter  for  Ontario  Lottery  Corporation 
retailers”.  Issued  also  in  French  under  title: 
L’écho  du  loto. 

ISSN  1198-2489 

A3621 

Lotto  post  : [focus  on  northern  Ontario  region], 
Vol.  12,  no.  1 (Jan.  1995)-v.  12,  no.  12  (Dec. 
1995).  ill.  Monthly.  Caption  title.  “The  monthly 
newsletter  for  Ontario  Lottery  Corporation 
retailers”.  Issued  also  in  French  under  title: 
L’écho  du  loto. 

ISSN  1198-2500 

A3622 

Lotto  post  : [focus  on  southern  Ontario  region]. 
Vol.  12,  no.  1 (Jan.  1995)-v.  12,  no.  12  (Dec.  1995). 
ill.  Monthly.  Caption  title.  “The  monthly  newsletter 
for  Ontario  Lottery  Corporation  retailers”. 

ISSN  1198-2527 

A3623 

Lotto  post  : [focus  on  Toronto  east  region], 
Vol.  12,  no.  1 (Jan.  1995)-v.  12,  no.  12  (Dec.  1995). 
ill.  Monthly.  Caption  title.  “The  monthly  newsletter 
for  Ontario  Lottery  Corporation  retailers”. 

ISSN  1198-2535 

A3624 

Lotto  post  : [focus  on  Toronto  west  region]. 
Vol.  12,  no.  1 (Jan.  1995)-v.  12,  no.  12  (Dec.  1995). 
ill.  Monthly.  Caption  title.  “The  monthly  newsletter 
for  Ontario  Lottery  Corporation  retailers”. 

ISSN  1198-2543 

A3625 

Lotto  post  : [focus  on  western  Ontario  region]. 
Vol.  12,  no.  1 (Jan.  1995)-v.  12,  no.  12  (Dec.  1995). 
ill.  Monthly.  Caption  title.  “The  monthly  newsletter 
for  Ontario  Lottery  Corporation  retailers”. 

ISSN  1198-2470 


A3626 

Lotto  post  : [focus  on  Toronto  west  region]. 
Vol.  12,  no.  1 (Jan.  1995)-v.  12,  no.  12  (Dec. 
1995).  ill.  Caption  title.  Text  in  Korean.  “The 
monthly  newsletter  for  Ontario  Lottery  Corpora- 
tion retailers”. 

ISSN  1198-2578 

A3627 

Lotto  post  : [focus  on  Toronto  east  region]. 
Vol.  12,  no.  1 (Jan.  1995)-v.  12,  no.  12  (Dec. 
1995).  ill.  Caption  title.  Text  in  Korean.  “The 
monthly  newsletter  for  Ontario  Lottery  Corpora- 
tion retailers”. 

ISSN  1198-256X 

A3628 

Lotto  post  : [focus  on  southern  Ontario  region]. 
Vol.  12,  no.  1 (Jan.  1995)-v.  12,  no.  12  (Dec. 
1995).  ill.  Caption  title.  Text  in  Korean.  “The 
monthly  newsletter  for  Ontario  Lottery  Corpora- 
tion retailers”. 

ISSN  1198-2551 

A3629 

Lotto  super  7 : combination  play.  Rev.  [1994], 
1 fold,  sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-351 0-X 

A3630 

Lotto  watch.  Jan.  1995-Dec.  1995.  12  no.  ill. 
Caption  title.  Includes  some  text  in  French.  “A 
monthly  publication  for  Ontario  Lottery  Corpora- 
tion employees”. 

ISSN  1183-2932 

A3631 

Lucky  loonie  : scratch  this  instant!  [Rev.]. 
[1995].  [2]  p.  on  1 sheet.  At  head  of  title:  Player’s 
guide.  Issued  also  in  French  under  the  same 
title. 

ISBN  0-7778-4425-7 
A3632 

Lucky  numbers  : scratch  this  instant!  [1995]. 
[2]  p.  on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-3818-4 

A3633 

Lucky  O’lnstant  : scratch  this  instant!  Rev. 
[1995],  [2]  p.  on  1 sheet.  At  head  of  title:  Player’s 
guide.  Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-3611-4 

A3634 

Moneybees/Ruche  de  richesse  : scratch  this 
instant!  [1994],  [2]  p.  on  1 sheet.  At  head  of  title: 
Player’s  guide.  Issued  also  in  French  under  the 
same  title. 

ISBN  0-7778-2567-8 
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A3635 

Monster  cash  doubler  : scratch  this  instant! 
[1995].  [2]  p.  on  1 sheet.  At  head  of  title:  Player’s 
guide.  Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-4527-X 

A3636 

Ontario  instant  millions  : one  scratch  could 
change  your  life!  [1995].  [4]  p.  At  head  of  title: 
Player’s  guide.  Issued  also  in  French  under  the 
same  title. 

ISBN  0-7778-3695-5 
A3637 

Ontario  instant  millions  : one  scratch  could 
change  your  life!  Rev.  [1995].  [4]  p.  At  head  of 
title:  Player’s  guide.  Issued  also  in  French  under 
the  same  title. 

ISBN  0-7778-4490-7 

A3638 

Ottawa  jackpot/Gros  lot  d’Ottawa  : scratch 
this  instant!  [1994].  [2]  p.  on  1 sheet.  At  head  of 
title:  Player’s  guide  supplement.  Issued  also  in 
French  under  the  same  title. 

ISBN  0-7778-3426-X 

A3639 

Over  drive  : scratch  this  instant!  [1995].  [2]  p.  on 
1 sheet.  At  head  of  title:  Player’s  guide.  Issued 
also  in  French  under  the  same  title. 

ISBN  0-7778-4670-5 

A3640 

Pick  3 : the  daily  lottery.  Rev.  [1995].  [3]  p.  Cover 
title.  At  head  of  title:  Player’s  guide.  Issued  also 
in  French  under  the  same  title. 

ISBN  0-7778-4620-9 

A3641 

Pick  4 : scratch  this  instant!  [1995].  [2]  p.  on  1 
sheet.  At  head  of  title:  Player’s  guide.  Issued 
also  in  French  under  the  same  title. 

ISBN  0-7778-4078-2 

A3642 

Pick  me  up  : scratch  this  instant!  [1994],  [2]  p.  on 
1 sheet.  At  head  of  title:  Player’s  guide.  Issued 
also  in  French  under  the  same  title. 

ISBN  0-7778-3245-3 

A3643 

Playing  lotteries  makes  us  all  winners!  [Rev.]. 
[1994].  [2]  p.  on  1 sheet  : col.  ill.  Issued  also  in 
French  under  title:  Avec  les  loteries,  tout  le 
monde  est  gagnant! 

ISBN  0-7778-3512-6 

A3644 

Royal  flush  : scratch  this  instant!  [1995].  [2]  p. 
on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-4356-0 


A3645 

Sand  dollars  : scratch  this  instant!  [1994],  [2]  p. 
on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-3254-2 

A3646 

Score  with  the  Ottawa  Senators  : scratch  this 
instant!  [1995].  [2]  p.  on  1 sheet.  At  head  of  title: 
Player’s  guide.  Issued  also  in  French  under  the 
same  title. 

ISBN  0-7778-3287-9 
A3647 

Score  with  the  Toronto  Maple  Leafs  : scratch 
this  instant!  [1995].  [2]  p.  on  1 sheet.  At  head  of 
title:  Player’s  guide.  Issued  also  in  French  under 
the  same  title. 

ISBN  0-7778-3285-2 

A3648 

Shopping  spree  : scratch  this  instant!  [1995], 
[2]  p.  on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-4575-X 

A3649 

Snow  magic  : scratch  this  instant!  [1995].  [2]  p. 
on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-3713-7 

A3650 

Sports  action.  Vol.  4,  issue  1 (Jan.  1995)-v.  4, 
issue  9 (Sept.  1995).  ill.  “The  monthly  newsletter 
for  Sport  select  retailers”.  Issued  also  in  French 
under  the  same  title.  Subsequently  issued  with 
Lotto  post. 

ISSN  1192-4225 

A3651 

Stocking  stuffer  : scratch  this  instant!  Rev. 
[1995].  [2]  p.  on  1 sheet.  At  head  of  title:  Player’s 
guide.  Issued  also  in  French  under  the  same 
title. 

ISBN  0-7778-4577-6 
A3652 

Subscription  service  : never  miss  another 
draw.  [1995?].  1 fold,  sheet  : 1 form.  Includes 
tear-off  envelope. 

A3653 

Sun  splash  : scratch  this  instant!  [1995],  [2]  p. 
on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-3675-0 

A3654 

Sweetheart  cash  : scratch  this  instant!  [1995]. 
[2]  p.  on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-3526-6 
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A3655 

Techno-talk.  Vol.  2,  no.  1 (Jan.  1995).  ill.  Caption 
title.  “Training  for  the  future”.  Ceased  publica- 
tion. 

ISSN  1198-6417 
A3656 

Win!  : winners,  information,  news.  Vol.  6,  no.  1 
(Jan./Feb.  1995)-v.  6,  no.  6 (Nov./Dec.  1995).  ill. 
Caption  title.  Issued  also  in  French  under  title: 
Chance! 

ISSN  1192-263X 

A3657 

Wintario  20th  anniversary  : you’ll  be  dancing  in 
the  streets.  [1995].  [4]  p.  At  head  of  title:  Player’s 
guide.  Issued  also  in  French  under  title:  Wintario 
20e  anniversaire. 

ISBN  0-7778-4072-3 

A3658 

Wintario  classic  : just  like  an  old  favourite! 
[1995].  [2]  p.  on  1 sheet.  At  head  of  title:  Player’s 
guide.  Issued  also  in  French  under  the  same 
title. 

ISBN  0-7778-4387-0 
A3659 

Winterlude/Bal  de  neige  : scratch  this  instant! 
[1995].  [2]  p.  on  1 sheet.  At  head  of  title:  Player’s 
guide.  Issued  also  in  French  under  the  same 
title. 

ISBN  0-7778-3622-X 
A3660 

Year  of  the  rooster  : scratch  this  instant!  [1994]. 
[2]  p.  on  1 sheet.  At  head  of  title:  Player’s  guide. 
Issued  also  in  French  under  the  same  title. 
ISBN  0-7778-3562-2 


ONTARIO  MENTAL  HEALTH 
FOUNDATION 


A3661 

Annual  report.  1994/95.  34  p.  Cover  title. 
Report  year  ends  Mar.  31. 

ISSN  0833-0492 

A3662 

Ontario  Mental  Health  Foundation  informa- 
tion and  guidelines  for  applicants  : fellow- 
ships and  studentships.  1995.  19,  [3]  p.  : 
forms.  Cover  title. 

A3663 

Ontario  Mental  Health  Foundation  informa- 
tion and  guidelines  for  applicants  : research 
project  grants  and  major  equipment  grants. 

1995. 15,  [5]  p.  : forms.  Cover  title. 


ONTARIO  MULTIFAITH  COUNCIL  ON 
SPIRITUAL  AND  RELIGIOUS  CARE 

A3664 

Annual  report.  [2nd]  (1993/94).  27  p.  : ill.,  1 
map.  Annual.  On  cover:  One  purpose,  many 
faiths.  Cover  title.  “Annual  report  of  the  Ontario 
Multifaith  Council  on  Spiritual  and  Religious 
Care  and  Chaplaincy  Services  Ontario”.  Issued 
also  in  French  under  title:  Rapport  annuel. 


ONTARIO  MUNICIPAL  BOARD 


A3665 

Annual  report.  1992-94.  18  p.  : ill.  Cover  title. 
Report  year  ends  Mar.  31.  Issued  also  in  French 
under  title:  Rapport  annuel. 

ISSN  0702-6773 

Pub.  Ont.  001949  D * Free 


ONTARIO  MUNICIPAL  EMPLOYEES 
RETIREMENT  BOARD 


A3666 

Annual  report.  1994.  20,  [1]  p.  : col.  ill.  Cover 
title.  Issued  also  in  French  under  title:  Rapport 
annuel. 

ISSN  0707-9982 
A3667 

Employer  bulletin.  Vol.  10  (May  1995)-v.  12 
(Dec.  1995).  At  head  of  title:  OMERS.  Caption 
title.  Issued  also  in  French  under  title:  Le  bulletin 
des  employeurs. 

A3668 

Governing  OMERS  : issues  for  discussion. 

[1995].  10  p.  : col.  ill.  Cover  title.  At  head  of  title: 
Ontario  Municipal  Employees  Retirement  Sys- 
tem. “Working  together  for  your  retirement”. 
Questionnaire  and  envelope  inserted. 

A3669 

Highlights.  1994.  1 fold,  sheet  : col.  ill.  Issued 
also  in  French  under  title:  Faits  saillants. 

ISSN  1195-1737 

A3670 

Member  update.  No.  46  (Oct.  1995)-no.  47 
(Dec.  1995).  Caption  title.  “OMERS  : Ontario 
Municipal  Employees  Retirement  System”. 
Issued  also  in  French  under  title:  Journal  des 
participants. 
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A3671 

Member’s  annual  statement  guide.  1994.  18, 
[1]  p.  : 1 form.  Cover  title.  Issued  also  in  French 
under  title:  Guide  du  relevé  annuel  du  partici- 
pant. 

A3672 

OMERS  facts.  1995.  Caption  title.  At  head  of 
title:  Ontario  Municipal  Employees  Retirement 
System. 

A3673 

Pensioner  newsletter.  Vol.  10  (July  1995)-v.  11 
(Dec.  1995).  At  head  of  title:  OMERS.  Caption 
title.  Issued  also  in  French  under  title:  Le  journal 
des  retraités. 

ISSN  1188-9675 

A3674 

Special  notice.  No.  16  (Mar.  1995). 

: 



ONTARIO  NATIVE  AFFAIRS 
SECRETARIAT 


A3675 

A brief  history  of  the  Wahta  Mohawks’  land 
claim.  [1995?].  [2]  p.  on  1 sheet. 

A3676 

Estimates  briefing  book  for  the  Ontario 
Native  Affairs  Secretariat.  1995/96.  15  p.  : ill. 
Annual.  Running  title:  The  estimates.  Cover  title. 
Issued  also  in  French  under  title:  Document 
d’information  sur  les  prévisions  budgétaires  du 
Secrétariat  des  affaires  autochtones  de 
l’Ontario. 

ISSN  1198-5747 

A3677 

Land  daims  in  Ontario.  [Rev.].  [1995].  [2]  p.  on 
1 sheet.  (Fact  sheet).  Issued  also  in  French 
under  title:  Les  revendications  territoriales  en 
Ontario.  Issued  by  Communications  and  Educa- 
tion Services  Branch. 

A3678 

Ontario  Native  Affairs  Secretariat  : who  we 
are,  what  we  do.  [1995?].  1 sheet  (fold.).  Issued 
by  Communications  and  Education  Services 
Branch. 

A3679 

Ontario’s  approach  to  the  Wahta  Mohawks’ 
land  claim.  [1995?].  1 sheet. 

A3680 

Public  consultations.  [1995].  [2]  p.  on  1 sheet. 
(Fact  sheet).  Issued  also  in  French  under  title: 
Consultations  publiques.  Issued  by  Communi- 
cations and  Education  Services  Branch. 


A3681 

Some  questions  & answers  about  aboriginal 
land  claims  in  Ontario.  [1995?].  1 sheet  (fold.). 
Issued  by  Communications  and  Education  Ser- 
vices Branch. 

A3682 

The  steps  to  negotiating  a land  claim.  [1995], 
[2]  p.  on  1 sheet.  (Fact  sheet).  Issued  also  in 
French  under  title:  Le  processus  de  négociation 
d’une  revendication  territoriale.  Issued  by  Com- 
munications and  Education  Services  Branch. 

A3683 

Wahta  claim  update.  Issue  no.  4 (Oct.  1994)- 
issue  no.  6 (Nov.  1995).  Caption  title.  “Information 
on  the  Wahta  Mohawks’  land  claim  negotiations”. 

A3684 

Whitefish  Bay  First  Nation  self-government 
and  crown  land  area  comanagement  negotia- 
tions : final  report  of  the  public  consultation 
facilitator  / William  L.  Lees.  Dec.  1993.  28  p.  : 1 
map.  Cover  title. 

A3685 

Who  we  are,  what  we  do.  [1995].  1 sheet.  (Fact 
sheet).  Issued  also  in  French  under  title:  Notre 
organisation  et  nos  actions.  Issued  by  Com- 
munications and  Education  Services  Branch. 

A3686 

Williams  Treaty  report  : news  & views. 
Issue  no.  1 (winter  1994/95).  Caption  title.  Issued 
also  in  French  under  title:  Info-Traités  Williams. 


ONTARIO  NORTHLAND 
TRANSPORTATION  COMMISSION 

A3687 

Annual  report  of  the  Ontario  Northland 
Transportation  Commission.  1993.  27  p.  : ill., 
ports.  Cover  title:  Annual  report.  Issued  also  in 
French  under  title:  Rapport  annuel  de  la  Com- 
mission de  transport  Ontario  Northland. 

Pub.  Ont.  001535  Out-of-print 

A3688 

Annual  report  of  the  Ontario  Northland  Trans- 
portation Commission.  94th  (1994).  26  p.  : ill., 
ports.  Cover  title:  Annual  report.  Issued  also  in 
French  under  title:  Rapport  annuel  de  la  Commis- 
sion de  transport  Ontario  Northland. 

Pub.  Ont.  005710  Out-of-print 

A3689 

Bus  parcel  express  : an  affordable,  reliable 
means  of  shipping.  [1995?].  1 fold,  sheet.  Text  in 
English  and  French  with  French  text  on  verso. 
Title  on  verso:  Messageries  par  autobus. 
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A3690 

Bus  schedule  : connector  services  : Tim- 
mins, Cochrane,  Driftwood,  Matheson  = 

Horaire  d’autobus  : connector  services  : Tim- 
mins, Cochrane,  Driftwood,  Matheson.  Effective 
Sept.  11, 1994.  Irregular. 

A3691 

Bus  schedule  : North  Bay,  Timmins,  Coch- 
rane, Hearst  = Horaire  d’autobus  : North  Bay, 
Timmins,  Cochrane,  Hearst.  Effective  Oct.  30, 
1994.  Irregular. 

A3692 

Bus  schedule  : Sudbury,  Timmins  = Horaire 
d’autobus  : Sudbury,  Timmins.  Effective  June 
28,  1995.  Irregular. 

A3693 

Bus  schedule  : Toronto,  Barrie,  Orillia,  Grav- 
enhurst,  Bala  = Horaire  d’autobus  : Toronto, 
Barrie,  Orillia,  Gravenhurst,  Bala.  Effective  June 
28, 1995.  Irregular. 

A3694 

Bus  schedule  : Toronto,  Barrie,  Orillia, 
Huntsville,  North  Bay  = Horaire  d’autobus  : 
Toronto,  Barrie,  Orillia,  Huntsville,  North  Bay. 
Effective  June  28, 1995.  Irregular. 

A3695 

Bus  schedule  : Toronto,  Port  Severn,  Parry 
Sound,  Gravenhurst,  Sudbury  = Horaire  d’auto- 
bus : Toronto,  Port  Severn,  Parry  Sound,  Graven- 
hurst, Sudbury.  Effective  June  28, 1995.  Irregular. 

A3696 

Chi  Cheemaun  : schedule  : scheduled  ferry 
service  between  Tobermory  and  South  Bay- 
mouth  1995. 1 fold,  sheet.  Annual.  Title  on  added 
t.p.:  Horaire  : Chi  Cheemaun  Text  in  English  and 
French  with  French  text  on  verso. 

A3697 

Do  you  know  who  provides  your  long  dis- 
tance telephone  service?  [1995?].  1 fold, 
sheet.  Text  in  English  and  French  with  French 
text  on  verso.  Title  on  verso:  Saviez-vous  qui 
procure  vos  services  de  téléphone  interurbains? 
Issued  by  Ontario  Northland  Telecommunications. 

A3698 

Go  north.  Vol.  1,  issue  1 (June  1995).  ill.  Cover 
title.  “An  onboard  magazine  from  Ontario  North- 
land”. 

A3699 

In  case  you  still  don’t  know  : Ontario  North- 
land Telecommunications  introduces  four  long 
distance  discount  packages  designed  for  you- 
our  customer.  [1995?].  1 fold,  sheet  : col.  ill.  Text 
in  English  and  French  with  French  text  on  verso. 
Title  on  verso:  Et  si  vous  ne  le  saviez  pas  encore. 
Issued  by  Ontario  Northland  Telecommunications. 


A3700 

The  new  chief  : get  on  board.  [1995?].  1 fold, 
sheet.  “1995  sailing  schedule”. 

A3701 

Nor-pass.  1995.  1 fold,  sheet.  Annual.  Text  in 
English  and  French. 

A3702 

NorOntair  timetable  = NorOntair  horaire.  Apr. 

2, 1995.  [10]  p.  : 1 map.  Semiannual. 

A3703 

Ontario  Northland  bus  tours.  Fall  1994  & 1995. 

[5,  5]  p.  Annual.  Title  on  added  t.p.:  Ontario  North- 
land voyages  organisés  par  autocar.  Cover  title.  ! 
“In  association  with  Rivers  Tours”.  Text  in  English  j 
and  French  with  French  text  on  inverted  pages.  | 

A3704 

Ontario  Northland  motorcoach  tours.  Fall 
1995/96.  1 fold,  sheet. 

A3705 

Ontario  Northland  rail  services  : Ontario 
Northland  services  ferroviaires.  Effective  Sept.  [ 
11, 1994.  [2]  p.  on  1 sheet  : ill. 

A3706 

Polar  Bear  Express  excursion  package  tours.  | 

1995.  [3,  3]  p.  Annual.  Title  on  added  t.p.: 
L’Express  de  l’ours  polaire  : les  excursions  voy- 
ages organisés.  Cover  title.  Title  varies  slightly.  I 
Text  in  English  and  French  with  French  text  on  I 
inverted  pages.  Space  reservation  form  inserted,  i 
Pub.  Ont.  001921  * Free 

A3707 

Polar  Bear  Express  : schedule  : scheduled  rail 
adventures  from  Cochrane  to  Moosonee  & 
Moose  Factory.  1995. 1 fold,  sheet.  Annual.  Title  l! 
varies.  Text  in  English  and  French  with  French 
text  on  verso.  Title  on  verso:  Express  de  l’ours  ■ 
polaire  : horaire. 

Pub.  Ont.  001920  * Free 

A3708 

The  Polar  Bear  Express  : summer  excursion 
train  to  the  edge  of  the  Arctic.  [Rev.].  [1995?].  1 ; 
sheet  (fold.)  : col.  ill.,  maps. 

A3709 

This  is-  Ontario’s  northland.  [1995?].  1 sheet 
(fold.)  : col.  ill.,  maps. 


ONTARIO  PARENT  COUNCIL 

A3710 

Annual  report.  1st  (Nov.  1993-July  1994).  15, 
15  p.  : ports.  Title  on  added  t.p.:  Rapport  annuel. 
Cover  title.  Text  in  English  and  French  with 
French  text  on  inverted  pages. 

ISSN  1201-6322 

Pub.  Ont.  001829  D * Free  j 
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A3711 

The  Ontario  Parent  Council  news  Feb.  1995. 
ill.  Caption  title.  Issued  also  in  French  under  title: 
Bulletin  : Conseil  ontarien  des  parents. 


ONTARIO  PENSION  BOARD 

A3712 

Annual  report.  1994.  21  p.  : 1 port.  Cover  title. 
Financial  statements  issued  in  French  under 
title:  États  financiers. 

ISSN  1188-5696 

Pub.  Ont.  005682  D * Free 


ONTARIO  PESTICIDES  ADVISORY 
COMMITTEE 


A3713 

Annual  report.  1993/94.  7,  [4]  p.  Cover  title. 


ONTARIO  PROVINCIAL  POLICE 

A3714 

The  O.P.P.  review.  Vol.  30,  no.  1 (Mar.  1995)-v. 
30,  no.  3 (Dec.  1995).  ill.  Quarterly.  Cover  title. 

A3715 

Organizational  review  : “a  process  and 
model  for  change”  : focus  on  the  future.  Apr. 
1995.  x,  84  p.  : ill.  Cover  title  varies  slightly. 
Includes  bibliographical  references. 

ISBN  0-7778-4361-7 

Pub.  Ont.  105830  * $20.00 


ONTARIO  RACING  COMMISSION 

A3716 

Annual  statistical  report  : Ontario  Racing 
Commission.  44th  (1993).  vi,  46  p.  : ill.,  1 col. 
map.  Cover  title.  Title  varies  slightly.  Issued  by 
Ministry  of  Consumer  and  Commercial  Relations. 
ISSN  0228-4650 

Pub.  Ont.  105634  D * $4.00 

Microfiche  5651  -95  * f $1 .00  ( + PST) 

A3717 

Annual  statistical  report  : Ontario  Racing 
Commission.  45th  (1994).  vi,  46  p.  : ill.,  1 col. 
map.  Cover  title.  Title  varies  slightly.  Issued  by 
Ministry  of  Consumer  and  Commercial  Relations. 
ISSN  0228-4650 

Pub.  Ont.  105912  D * $4.00 

Microfiche  5677-95  * f $1-00  ( H-  PST) 


A3718 

Ontario  sires  stakes  : nominating  list  = Série 
sires  stakes  de  l’Ontario  : liste  des  chevaux 
engagés.  #24  (1995,  for  Ontario-sired  yearlings, 
nominated  May  15,  1995  to  race  as  2-year-olds 
in  1996  and/or  3-year-olds  in  1997).  12  p.  Annual. 
Cover  title.  Title  varies. 

ISSN  0847-0073 

A3719 

Ontario  sires  stakes  racing  guide.  1995. 
28  p.  : maps.  Annual.  Cover  title.  Issued  by 
Ontario  Sires  Stakes  Department. 

ISSN  0706-1331 

A3720 

Ontario  sires  stakes  sustaining  list  = Série 
sires  stakes  de  l’Ontario  liste  de  soutien.  #22 
(1995,  for  Ontario-sired  three-year-old  trotters 
and  pacers)-#23  (1995,  for  Ontario-sired  two- 
year-old  trotters  and  pacers).  Cover  title. 

ISSN  0835-6823 

A3721 

Racing  and  intertrack  dates.  1995. 46  p.  Cover 
title. 

A3722 

Rules  of  standardbred  racing.  1995,  effective 
Feb.  15,  1995.  iv,  73,  [31]  p.  Annual.  Cover  title. 
Published  by  Ministry  of  Consumer  and  Com- 
mercial Relations. 

A3723 

Rules  of  standardbred  racing.  1995,  effective 
Feb.  15,  1995.  [7],  111,  [35]  p.  Irregular.  Cover 
title. 

ISSN  0708-5125 
A3724 

Rules  of  thoroughbred  racing.  1995,  effective 
Mar.  1, 1995.  [6],  118,  [37]  p.  Annual.  Cover  title. 

A3725 

Rules  of  thoroughbred  racing.  1995,  as  at 
Mar.  1,  1995.  iv,  78,  [33]  p.  Annual.  Cover  title. 

A3726 

Trillium  series  : sustaining  list  = Série  trillium  : 
liste  de  soutien.  1995,  for  Ontario-owned  two- 
year-old  trotting  and  pacing  fillies.  3 p.  Annual. 
Cover  title.  Title  varies. 

ISSN  0835-6858 


ONTARIO  REALTY  CORPORATION 


A3727 

Annual  report.  1993/94.  30  p.  : ill.,  1 port.  (Ses- 
sional paper  ; 361/020).  Cover  title.  Report  year 
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ends  Mar.  31.  Issued  also  in  French  under  title: 
Rapport  annuel. 

ISSN  1201-1673 

Pub.  Ont.  106057  D*$1.00 

A3728 

Annual  report.  1994/95.  40  p.  : ill.,  1 port.  (Ses- 
sional paper  ; 361/021).  Cover  title.  Report  year 
ends  Mar.  31.  Issued  also  in  French  under  title: 
Rapport  annuel. 

ISSN  1201-1673 

Pub.  Ont.  106059  D * $1.00 

A3729 

Directory  of  recycling  contractors  and  equip- 
ment suppliers.  Feb.  1995.  [188]  p.  Cover  title. 
Issued  by  Green  Workplace  Program. 

A3730 

Green  Workplace  : still  leading  the  way  in 
waste  reduction.  [1995?].  [2]  p.  on  1 sheet  : ill. 
At  head  of  title:  Green  workplace. 

A3731 

Partnerships  creating  new  technologies. 

[1995?].  [2]  p.  on  1 sheet  : ill.  At  head  of  title: 
Green  workplace. 

A3732 

Transitions.  Vol.  3,  no.  1 (Jan.  1995).  “The 
Ontario  Realty  Corporation  newsbrief”. 

A3733 

Where  to  find  us  in  the  organization - 
Business  Support  Services.  June  1995. 1 fold, 
sheet. 


ONTARIO  ROUND  TABLE  ON 
ENVIRONMENT  AND  ECONOMY 

A3734 

Convergence  : where  community  groups  meet! 
Spring  1995.  ill.  Caption  title.  Includes  some  text 
in  French.  Co-published  by  Environment  Can- 
ada, Ontario  CED  Alliance,  Ontario  Healthy 
Communities  Coalition,  Green  Communities  Ini- 
tiative and  Ontario  Social  Development  Council. 

A3735 

Round  table  talk.  Vol.  2,  no.  1 (spring  1995). 
Caption  title.  “Communicating  sustainability  in 
Ontario”.  Ceased  publication. 

A3736 

A strategy  for  sustainable  transportation  in 
Ontario  : report  of  the  Transportation  and  Cli- 
mate Change  Collaborative.  Nov.  1995.  32  p.  : ill. 
(Sessional  paper  ; 361/034).  Co-published  by 
National  Round  Table  on  the  Environment  and 
the  Economy.  PIBS  3374E.  Issued  also  in 


French  under  title:  Une  stratégie  pour  le  dével- 
oppement durable  des  transports  en  Ontario. 
ISBN  0-7778-4672-1 

A3737 

Sustainable  communities  resource  package. 

Apr.  1995.  ix,  193,  [292]  p.  : ill.,  forms,  maps. 
Includes  Convergence  : where  community 
groups  meet!  (Spring  1995)  in  pocket.  Issued 
also  in  French  under  title:  Le  développement 
durable  des  collectivités.  Includes  bibliograph- 
cial  references. 

ISBN  0-7778-3863-X 


ONTARIO  SCHOOL  BOARD 
REDUCTION  TASK  FORCE 

A3738 

Interim  report  of  the  Ontario  School  Board 
Reduction  Task  Force.  [1995].  [8]  p.  : maps. 
Caption  title.  Issued  also  in  French  under  title: 
Groupe  d’étude  sur  la  réduction  du  nombre  de 
conseils  scolaires  en  Ontario  : rapport  pro- 
visoire. 

ISBN  0-7778-4564-4 

Pub.  Ont.  005684  D * Free 


ONTARIO  SCIENCE  CENTRE 

A3739 

Annual  report.  1994/95.  [13, 13]  p.  : ports.  (Ses- 
sional paper  ; 361/033).  Title  on  added  t.p.:  Rap- 
port annuel.  Cover  title.  Text  in  English  and 
French  with  French  text  on  inverted  pages. 
Report  year  ends  Mar.  31.  Includes  Financial 
statements  of  the  Centennial  Centre  of  Science 
and  Technology. 

A3740 

Coming  events.  Feb.  1995-Dec.  1995.  6 
no.  Irregular.  Caption  title. 

A3741 

Take  a test  drive  on  the  information  highway. 

[1995?].  [2]  p.  on  1 sheet  : col.  ill. 


ONTARIO  SECURITIES  COMMISSION 

A3742 

Annual  report.  1995.  40,  40  p.  : ports.  Title  on 
added  t.p.:  Rapport  annuel.  Cover  title.  Report 
year  ends  Mar.  31. 

ISSN  0837-4880 
Pub.  Ont.  105855 


D * $2.50 
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A3743 

Electronic  trading  systems  : OSC  forum  pro- 
ceedings. June  1994.  261  p.  Cover  title. 
Includes  bibliographical  references. 

ISBN  0-7778-3734-X 

Pub.  Ont.  105542  * $10.00 

A3744 

Ontario  Securities  Commission  Task  Force 
on  Small  Business  Financing  : proposal  for 
! comment.  June  1995.  90,  [14]  p.  Cover  title. 
Chair:  Susan  McCallum.  Page  49  inserted. 
Includes  bibliographical  references. 

ISBN  0-7778-4353-6 

i A3745 

OSC  bulletin.  Vol.  18,  issue  1 (Jan.  6,  1995)-v. 
18,  issue  51  (Dec.  22, 1995).  Weekly.  Cover  title. 
ISSN  0226-9325  (corr.) 

A3746 

Regulatory  strategies  for  the  mid-90’s  : 
recommendations  for  regulating  investment 
funds  in  Canada  / prepared  by  Glorianne  Strom- 
berg.  Jan.  1995.  v,  256,  [27]  p.  : ill.  Cover  title. 
Prepared  for  the  Canadian  Securities  Admini- 
strators. Includes  bibliographical  references. 
ISBN  0-7778-3732-3 

Pub.  Ont.  001528  * Free  (one  per  customer) 


ONTARIO  SHARE  AND  DEPOSIT 
INSURANCE  CORPORATION 

A3747 

Sound  business  practices  bulletin.  Vol.  4, 
no.  1 (winter  1995).  Title  on  added  t.p.:  Le  bulletin 
saines  pratiques  commerciales.  Caption  title. 
“The  key  to  success”.  The  “i”  in  “bulletin”  is 
represented  by  a key.  Text  in  English  and 
French.  Subsequently  issued  by  Deposit  Insur- 
ance Corporation  of  Ontario. 


ONTARIO  TELEPHONE  SERVICE 
COMMISSION 


A3748 

Annual  report.  1993.  19,  21  p.  (Sessional 
paper  ; 353/307).  Title  on  added  t.p.:  Rapport 
annuel.  Cover  title.  Text  in  English  and  French 
with  French  text  on  inverted  pages.  Issued  by 
Ministry  of  Economic  Development  and  Trade. 
ISSN  0473-0003 

Pub.  Ont.  001529  * Free 


ONTARIO  TRAINING  AND 
ADJUSTMENT  BOARD 


A3749 

Adjustment  Advisory  Program,  [repr  ] 1995. 
[8,  9]  p.  (OTAB  facts,  ISSN  1198-2306).  Caption 
title.  Text  in  English  and  French  with  French  text 
on  inverted  pages.  Title  on  added  t.p.:  Pro- 
gramme d’adaptation  de  la  main-d’oeuvre. 
Some  pages  on  1 fold,  sheet. 

A3750 

Alignment  and  brakes  mechanic  : appren- 
ticeship training  standards  = Mécanicien- 
régleur  d’avant-train  et  réparateur  de  freins, 
mécanicienne-régleuse  d’avant-train  et  rép- 
aratrice de  freins  : normes  de  formation  par 
l’apprentissage.  [Rev.].  May  1995.  55  [i.e.  110], 
[10]  p.  “310E”.  Opposite  pages  bear  duplicate 
numbering.  Chiefly  forms.  Developed  by 
Apprenticeship  and  Client  Services  Branch. 
ISBN  0-7778-4324-2 

A3751 

Apprenticeship.  [Rev.].  1995.  [4,  5]  p.  (OTAB 
facts,  ISSN  1198-2306).  Caption  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Title  on  added  t.p.:  L’apprentissage. 
Some  pages  on  1 fold,  sheet. 

A3752 

Apprenticeship  trade  certification  in  Ontario. 

[Rev.].  1994.  [5,  7]  p.  (OTAB  facts  ; ISSN 
1198-2306).  Caption  title.  Text  in  English  and 
French  with  French  text  on  inverted  pages.  Title 
on  added  t.p.:  Accréditation  des  gens  de  métier 
en  Ontario. 

A3753 

Apprenticeship/trainee  outline  : apprentice- 
ship in-school  curriculum  standards  : preci- 
sion machining/tooling  level  2 mould  maker 
curriculum  for  the  trade  of  mould  maker.  Apr. 
1994. 41  p.  : forms.  Covertitle:  Mould  maker  level 
2-intermediate.  At  head  of  covertitle:  Curriculum 
standards.  “Prepared  by  the  Precision  Machin- 
ing/Tooling Curriculum  Advisory  Committee.” 
Issued  by  Apprenticeship  Branch. 

ISBN  0-7778-2927-4 

A3754 

Apprenticeship/trainee  outline  : apprentice- 
ship in-school  curriculum  standards  : preci- 
sion machining/tooling  level  3 tool  and  die 
maker  curriculum  for  the  trade  of  tool  and  die 
maker.  Apr.  1994.  41  p.  : forms.  Covertitle:  Tool 
and  die  maker  level  3-advanced.  At  head  of 
cover  title:  Curriculum  standards.  “Prepared  by 
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the  Precision  Machining/Tooling  Curriculum 
Advisory  Committee.”  Issued  by  Apprenticeship 
Branch. 

ISBN  0-7778-2925-8 
A3755 

Arborist  apprenticeship  training 

standards-  forestry  = Arboriste  : normes  de 
formation  par  l’apprentissage- sylviculture.  Rev. 
June  1995.  38  [i.e.  76],  20  [i.e.  40]  p.  “444A- 
P750070”.  Opposite  pages  bear  duplicate  num- 
bering. Chiefly  forms.  Developed  by  Apprentice- 
ship and  Client  Services  Branch. 

ISBN  0-7778-4326-9 

A3756 

Brick  and  stone  mason  : apprenticeship  cur- 
riculum standards.  c1995.  51  p.  Cover  title: 
Brick  and  stone  mason.  At  head  of  cover  title: 
Curriculum  standards.  “Prepared  by  the  Brick 
and  Stone  Mason  College  Curriculum  Advisory 
Committee.”  Issued  by  Apprenticeship  and  Cli- 
ent Services  Branch. 

ISBN  0-7778-3682-3 

A3757 

Connect  to  literacy.  [1995?].  1 fold,  sheet.  At 
head  of  title:  Literacy  Ontario.  Text  in  English  and 
French  with  French  text  on  verso.  Title  on  verso: 
Branché  sur  l’alphabétisation. 

ISBN  0-7778-3615-7 

A3758 

Construction  millwright  : apprenticeship 
training  standards  = Mécanicien-monteur/ 
mécanicienne-monteuse  de  construction  : nor- 
mes de  formation  par  l’apprentissage.  Rev.  May 
1995.  77  [i.e.  154],  [10]  p.  “426A”.  Opposite 
pages  bear  duplicate  numbering.  Chiefly  forms. 
Developed  by  Apprenticeship  and  Client  Ser- 
vices Branch. 

ISBN  0-7778-4305-6 

A3759 

Construction/maintenance  electrician  : ap- 
prenticeship training  standards  = Électricien/ 
électricienne  de  bâtiment/entretien  : normes  de 
formation  par  l’apprentissage.  Jan.  1995.  48  [i.e. 
96],  [6]  p.  “309A”.  Opposite  pages  bear  dupli- 
cate numbering.  Chiefly  forms.  Developed  by 
Apprenticeship  and  Client  Services  Branch. 
ISBN  0-7778-2768-9 

A3760 

Corporate  facts  brochures  [computer  file]  = 
Brochures  “info”  sur  le  COFAM.  [1995?].  1 com- 
puter disk  : 3 1/2  in.  (OTAB  facts).  Title  from 
label.  Contents:  What  is  OTAB?  - Frequently 
asked  questions  - OTAB  : a step-by-step 
account. 

ISBN  0-7778-4312-9 


A3761 

Councils  for  program  review.  [1995?].  [2]  p.  on 
1 sheet.  (OTAB  facts,  ISSN  1198-2306).  Issued  ! 
also  in  French  under  title:  Conseils  chargés  de  la 
révision  des  programmes. 

A3762 

Drywall,  acoustic  and  lathing  applicator  : 
apprenticeship  training  standards  = Poseur/ 
poseuse  de  panneaux  muraux  secs,  de  car-  : 
reaux  acoustiques  et  de  lattes  : normes  de  for- 
mation par  l’apprentissage.  Rev.  July  1995.  45 
[i.e.  90],  [6]  p.  “405A”.  Opposite  pages  bear 
duplicate  numbering.  Chiefly  forms.  Developed 
by  Apprenticeship  and  Client  Services  Branch. 
ISBN  0-7778-4433-8 

A3763 

Farm  equipment  mechanic  : apprenticeship 
training  standards  = Mécanicien/mécani- 
cienne de  machines  agricoles  : normes  de  for- 
mation par  l’apprentissage.  [Rev.].  Mar.  1995. 40 
[i.e.  80],  [6]  p.  “425 A”.  Opposite  pages  bear 
duplicate  numbering.  Chiefly  forms.  Developed 
by  Apprenticeship  and  Client  Services  Branch. 
ISBN  0-7778-3893-1 

A3764 

First  Nations  : languages  of  origin  in  Ontario 

[map].  Scale  1:2,600,000  and  1:7,500,000. 
[1995?].  2 maps  on  1 sheet  : col. 

Pub.  Ont.  105745  * $15.00  ( + PST) 

A3765 

Floor  covering  installer  : apprenticeship 
training  standards  = Installateur/installatrice 
de  revêtement  de  sol  : normes  de  formation  par 
l’apprentissage.  Rev.  June  1995.  37  [i.e.  74], 

[6]  p.  “256A”.  Opposite  pages  bear  duplicate 
numbering.  Chiefly  forms.  Developed  by  Ap- 
prenticeship and  Client  Services  Branch. 

ISBN  0-7778-4325-0 

A3766 

Form  setter  (civil  construction) 
competency-based  training  standards  = Cof-  1 
freur/coff reuse  (construction  civile)  : normes  de 
formation  professionnelle  basées  sur  les  corn-  i 
pétences.  Aug.  1994.  50  [i.e.  100],  [6]  p. 
Opposite  pages  bear  duplicate  numbering. 
Chiefly  forms.  Developed  by  Apprenticeship  and 
Client  Services  Branch. 

ISBN  0-7778-3222-4 

A3767 

Framework  and  quality  standards  for  adult  lit- 
eracy education  in  Ontario.  [1995?].  17  p.  Cover 
title.  At  head  of  title:  Literacy  Ontario.  Issued  also 
in  French  under  title:  Cadre  de  responsabilisation 
et  normes  de  qualité  des  programmes  d’alpha- j 
bétisation  des  adultes  en  Ontario. 

ISBN  0-7778-3617-3 
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A3768 

Frequently  asked  questions.  1995.  [6,  8]  p. 
(OTAB  facts,  ISSN  1198-2306).  Caption  title. 
Text  in  English  and  French  with  French  text  on 
inverted  pages.  Title  on  added  t.p.:  Questions 
communes.  Some  pages  on  1 fold,  sheet.  Also 
available  in  ASCII  disk,  Braille,  audio  cassette 
and  large  print. 

A3769 

Fuel  and  electrical  systems  mechanic  : 
apprenticeship  training  standards  = Mécani- 
cien/mécanicienne de  systèmes  d’alimentation 
en  carburant  et  électriques  : normes  de  forma- 
tion par  l’apprentissage.  [Rev.].  June  1995.  33 
[i.e.  66],  [6]  p.  “310C”.  Opposite  pages  bear 
duplicate  numbering.  Chiefly  forms.  Developed 
by  Apprenticeship  and  Client  Services  Branch. 
ISBN  0-7778-4328-5 

A3770 

Futures.  1995.  [4,  5]  p.  (OTAB  facts,  ISSN 
1198-2306).  Caption  title.  Text  in  English  and 
French  with  French  text  on  inverted  pages.  Title 
on  added  t.p.:  L’avenir.  Some  pages  on  1 fold, 
sheet. 

A3771 

Heavy  duty  equipment  mechanic  : appren- 
ticeship training  standards  = Mécanicien/ 
mécanicienne  d’équipement  lourd  : normes  de 
formation  par  l’apprentissage.  [Rev.].  Mar.  1995. 
47  [i.e.  94],  [8]  p.  “421A”.  Opposite  pages  bear 
duplicate  numbering.  Chiefly  forms.  Developed 
by  Apprenticeship  and  Client  Services  Branch. 
ISBN  0-7778-3891-5 

A3772 

Help  centres  employment  counselling  ser- 
vice. 1994.  [5,  6]  p.  (OTAB  facts  ; ISSN 
1198-2306).  Caption  title.  Text  in  English  and 
French  with  French  text  on  inverted  pages.  Title 
on  added  t.p.:  Services  d’orientation  profession- 
nelle des  centres  d’aide. 

A3773 

Industrial  electrician  : apprenticeship  train- 
ing standards  = Électricien  industriel/électri- 
cienne industrielle  : normes  de  formation  par 
l’apprentissage.  Rev.  July  1995. 45  [i.e.  90],  [6]  p. 
“442A”.  Opposite  pages  bear  duplicate  number- 
ing. Chiefly  forms.  Developed  by  Apprenticeship 
and  Client  Services  Branch. 

ISBN  0-7778-4504-0 

A3774 

Industrial  mechanic  (millwright)  : apprentice- 
ship training  standards  = Mécanicien-monteur 
industriel/mécanicienne-monteuse  industrielle  : 
normes  de  formation  par  l’apprentissage.  Rev. 
Jan.  1995.  74  [i.e.  148],  [10]  p.  “433A”.  Opposite 


pages  bear  duplicate  numbering.  Chiefly  forms. 
Developed  by  Apprenticeship  and  Client  Ser- 
vices Branch. 

ISBN  0-7778-3697-1 

A3775 

An  information  guide  to  literacy  in  Ontario. 

Validation  draft,  up-to-date  as  of  Aug.  1993. 
1994.  57,  46  p.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  Guide  d’information  sur  l’alphabétisation  en 
Ontario.  Errata  inserted.  Issued  by  Learning  and 
Employment  Preparation  Branch. 

A3776 

Labour  market  report  = Rapport  sur  le  marché 
du  travail.  Jan.  1995-Dec.  1995.  ill.  Monthly. 
Caption  title.  Issued  by  Economics  and  Labour 
Market  Research. 

A3777 

Literacy  in  Ontario.  [1995?].  9 p.  Cover  title.  At 
head  of  title:  Literacy  Ontario.  Issued  also  in 
French  under  title:  L’alphabétisation  en  Ontario. 
ISBN  0-7778-3616-5 

A3778 

Local  board  implementation  guide  : how  to 
set  up  a local  board  in  Ontario.  [Rev.],  cl 994. 
32,  35  p.  : maps  (some  col.).  Cover  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Title  on  added  t.p.:  Guide  de  mise  en 
oeuvre  des  commissions  locales  : comment 
établir  une  commission  locale  en  Ontario.  Co- 
published by  Canadian  Labour  Force  Develop- 
ment Board.  Also  available  on  ASCII  disk,  on 
audio  cassette,  in  Braille  and  in  large  print. 

ISBN  0-7778-3372-7 

A3779 

Local  boards  in  Ontario  : questions  and 
answers.  [Rev.],  cl 994.  6,  [8],  6 p.  : col.  maps. 
Cover  title.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  Les  commissions  locales  en  Ontario  : ques- 
tions et  réponses.  Co-published  by  Canadian 
Labour  Force  Development  Board.  Also  avail- 
able on  ASCII  disk,  on  audio  cassette,  in  Braille 
and  in  large  print. 

ISBN  0-7778-3373-5 

A3780 

Marine  engine  mechanic  : apprenticeship 
training  standards  = Mécanicien/mécanicien- 
ne de  moteurs  marins  : normes  de  formation  par 
l’apprentissage.  [Rev.].  Apr.  1995.  27  [i.e.  54], 
[4]  p.  “435B”.  Opposite  pages  bear  duplicate 
numbering.  Chiefly  forms.  Developed  by  Ap- 
prenticeship and  Client  Services  Branch. 

ISBN  0-7778-3889-3 
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A3781 

Mobile  crane  operator  (0-8)  construction  : 
training  standards  = Conducteur/conductrice 
de  grue  mobile  (0-8)  construction  : normes  de 
formation.  Rev.  Mar.  1995.  25  [i.e.  50]  p. 
“P930030”.  Opposite  pages  bear  duplicate 
numbering.  Chiefly  forms.  Developed  by 
Apprenticeship  and  Client  Services  Branch. 
ISBN  0-7778-3950-4 

A3782 

Mobile  crane  operator  (0-8)  sign  erector  : 
training  standards  = Conducteur/conductrice 
de  grue  mobile  (0-8)  et  monteur/monteuse  d’en- 
seignes : normes  de  formation.  Rev.  July  1995. 
23  [i.e.  46]  p.  “P930040”.  Opposite  pages  bear 
duplicate  numbering.  Chiefly  forms.  Developed 
by  Apprenticeship  and  Client  Services  Branch. 
ISBN  0-7778-4432-X 

A3783 

Motive  power  apprenticeship  in-school  cur- 
riculum for  the  trade  of  automotive  painter. 

Sept.  1994.  63  p.  Cover  title:  Curriculum 
standards  : automotive  painter.  “Prepared  by  the 
Motive  Power  College  Curriculum  Advisory 
Committee  in  consultation  with  the  Apprentice- 
ship and  Client  Services”. 

ISBN  0-7778-4329-3 

A3784 

Motive  power  common  core  apprenticeship 
in-school  curriculum  for  the  trade  of  auto 
body  and  collision  damage  repairer-  branch 
1,  and  auto  body  repairer-  branch  2.  June 
1994.  72,  68,  60  p.  Cover  title:  Curriculum 
standards  : auto  body  repairer,  phases  I,  II,  III. 
“Prepared  by  the  Motive  Power  College  Curricu- 
lum Advisory  Committee  in  consultation  with  the 
Apprenticeship  and  Client  Services”. 

ISBN  0-7778-4330-7 

A3785 

Motor  vehicle  mechanic  : apprenticeship 
training  standards  = Mécanicien/mécanicien- 
ne d’automobiles  : normes  de  formation  par 
l’apprentissage.  [Rev.].  May  1995.  76  [i.e.  152], 
[15]  p.  “31 0A”.  Opposite  pages  bear  duplicate 
numbering.  Chiefly  forms.  Developed  by  Ap- 
prenticeship and  Client  Services  Branch. 

ISBN  0-7778-3890-7 

A3786 

Motorcycle  mechanic  : apprenticeship  train- 
ing standards  = Mécanicien/mécanicienne  de 
motocyclettes  : normes  de  formation  par 
l’apprentissage.  [Rev.].  May  1995.  84  [i.e.  168], 
[14]  p.  “310G”.  Opposite  pages  bear  duplicate 
numbering.  Chiefly  forms.  Developed  by 
Apprenticeship  and  Client  Services  Branch. 
ISBN  0-7778-3904-0 


A3787 

Mould  maker  : apprenticeship  training  stand- 
ards = Confectionneur/confectionneuse  de 
moules  : normes  de  formation  par  l’appren- 
tissage. Rev.  Mar.  1995.  69  [i.e.  138],  [10]  p. 
“431A”.  Opposite  pages  bear  duplicate  number- 
ing. Chiefly  forms.  Developed  by  Apprenticeship 
and  Client  Services  Branch. 

ISBN  0-7778-3936-9 

A3788 

Ontario’s  occupational  prospects  (1995  to 
1997).  May  1995.  49  p.  Cover  title.  “Released  by 
The  Canada-Ontario  Labour  Market  Information 
Subcommittee”.  Co-published  by  Human 
Resources  Development  Canada.  Issued  also  in 
French  under  title:  Perspectives  du  marché  du 
travail  en  Ontario  (1995  à 1997). 

A3789 

OTAB  : a step-by-step  account.  1995.  [5,  6]  p. 
(OTAB  facts,  ISSN  1198-2306).  Caption  title. 
Text  in  English  and  French  with  French  text  on 
inverted  pages.  Title  on  added  t.p.:  Chronologie 
de  la  création  du  COFAM.  Also  available  in 
ASCII  disk,  Braille,  audio  cassette  and  large 
print. 

A3790 

OTAB-  Adjustment  Advisory  Program 
(AAP)  : (Ontario  Training  and  Adjustment 
Board).  [1994],  [2]  leaves.  Caption  title.  Issued 
also  in  French  under  title:  COFAM  - Programme 
d’adaptation  de  la  main-d’oeuvre  (PAM).  Issued 
by  Canada-Ontario  Business  Service  Centre. 

A3791 

OTAB-  apprenticeship  : (Ontario  Training  and 
Adjustment  Board).  [1994].  [2]  leaves.  Caption 
title.  Issued  also  in  French  under  title:  COFAM- 
apprentissage.  Issued  by  Canada-Ontario  Busi- 
ness Service  Centre. 

A3792 

OTAB-  Automotive  Parts  Sectoral  Training 
Council  : (Ontario  Training  and  Adjustment 
Board).  [1994].  1 sheet.  Issued  also  in  French 
under  title:  COFAM  - Conseil  sectoriel  de  forma- 
tion du  secteur  de  des  pièces  d’automobile 
(AFPA).  Issued  by  Canada-Ontario  Business 
Service  Centre. 

A3793 

OTAB-  Canadian  Steel  Trade  and  Employ- 
ment Congress  sectoral  training 

agreement  : (Ontario  Training  and  Adjustment 
Board).  [1994].  1 sheet.  Issued  also  in  French 
under  title:  COFAM-  Conseil  canadien  du  com- 
merce et  de  l’emploi  dans  la  sidérurgie  : entente 
sectorielle  de  formation.  Issued  by  Canada- 
Ontario  Business  Service  Centre. 
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A3794 

OTAB-  Environmental  Youth  Corps  (EYC)  : 

(Ministry  of  Environment  and  Energy).  [1994],  1 
sheet.  Issued  also  in  French  under  title: 
COFAM-  Brigade  des  jeunes  environnemen- 
talistes  (BJE).  Issued  by  Canada-Ontario  Busi- 
ness Service  Centre. 

A3795 

OTAB  - Futures  : (Ontario  Training  and  Adjust- 
ment Board).  [1994].  [7]  leaves.  Caption  title. 
Issued  also  in  French  under  title:  COFAM- 
L’avenir.  Issued  by  Canada-Ontario  Business 
Service  Centre. 

A3796 

OTAB-  help  centres  program  : (Ontario  Train- 
ing and  Adjustment  Board).  [1994].  [2]  leaves. 
Caption  title.  Issued  also  in  French  under  title: 
COFAM-  programme  des  centres  d’aide. 
Issued  by  Canada-Ontario  Business  Service 
Centre. 

A3797 

OTAB-  jobsOntario  Training  : (Ministry  of 
Education  and  Training).  [1994],  [5]  leaves.  Cap- 
tion title.  Issued  also  in  French  under  title: 
COFAM-  boulotOntario  Formation.  Issued  by 
Canada-Ontario  Business  Service  Centre. 

A3798 

OTAB-  Ontario  Skills  Development  Office 
Training  Consulting  Service  (OSDO) 

(Ontario  Training  and  Adjustment  Board).  [1994]. 
[2]  leaves.  Caption  title.  Issued  also  in  French 
under  title:  COFAM-  Bureau  de  consultation  en 
formation  professionnelle  de  l’Ontario  (BCFP). 
Issued  by  Canada-Ontario  Business  Service 
Centre. 

A3799 

OTAB-  Ontario  Skills  (OS)  Financial  Incen- 
tive Program  : (Ontario  Training  and  Adjust- 
ment Board).  [1994],  [2]  leaves.  Caption  title. 
Issued  also  in  French  under  title:  COFAM - 
Programme  d’aide  financière  Formation  profes- 
sionnelle de  l’Ontario  (FP).  Issued  by  Canada- 
Ontario  Business  Service  Centre. 

A3800 

OTAB-  Ontario  Skills  (OS)  Strategic  Training 
Solutions  Program  : (Ontario  Training  and 
Adjustment  Board).  [1994],  [2]  leaves.  Caption 
title.  Issued  also  in  French  under  title:  COFAM- 
Programme  Solutions  stratégiques  Formation 
professionnelle  (FP)  de  l’Ontario.  Issued  by 
Canada-Ontario  Business  Service  Centre. 

A3801 

OTAB-  Ontario  Training  Trust  Fund  Program 
(OTTF)  : (Ontario  Training  and  Adjustment 
Board).  [1994],  [2]  leaves.  Caption  title.  Issued 


also  in  French  under  title:  COFAM-  Programme 
Fonds  en  fiducie  pour  la  formation  en  Ontario 
(FFFO).  Issued  by  Canada-Ontario  Business 
Service  Centre. 

A3802 

OTAB-  Ontario  Youth  Apprenticeship  Pro- 
gram (OYAP)  (formerly  the  Secondary 
School  Workplace  Apprenticeship  Pro- 
gram) : (Ontario  Training  and  Adjustment 
Board).  [1994],  [2]  leaves.  Caption  title.  Issued 
also  in  French  under  title:  COFAM  - Programme 
d’apprentissage  pour  le  jeunes  de  l’Ontario 
(PAJO).  Issued  by  Canada-Ontario  Business 
Service  Centre. 

A3803 

OTAB-  Sectoral  Skills  Council  : electrical/ 
electronics  industry  : (Ontario  Training  and 
Adjustment  Board).  [1994],  1 sheet.  Issued  also 
in  French  under  title:  COFAM  - Conseil  sectoriel 
de  formation  professionnelle  : industrie  cana- 
dienne de  fabrication  d’équipement  électrique  et 
électronique.  Issued  by  Canada-Ontario  Busi- 
ness Service  Centre. 

A3804 

OTAB-  Social  Service  Employment  Program 
(SSEP)  : (Ontario  Training  and  Adjustment 
Board).  [1994],  1 sheet.  Issued  also  in  French 
under  title:  COFAM  - Programme  d’emploi  pour 
les  bénéficiaires  de  l’aide  sociale  (PEBAS). 
Issued  by  Canada-Ontario  Business  Service 
Centre. 

A3805 

OTAB-  Summer  (or  Part-Time)  Employment 
Experience  Program  (SEE/PT)  : (Ontario 
Training  and  Adjustment  Board).  [1994].  1 sheet. 
Issued  also  in  French  under  title:  COFAM- 
Programme  d’emploi  d’été  ou  à temps  partiel 
(EE/TP).  Issued  by  Canada-Ontario  Business 
Service  Centre. 

A3806 

OTAB-  Transitions  : (Ontario  Training  and 
Adjustment  Board).  [1994].  [2]  leaves.  Caption 
title.  Issued  also  in  French  under  title:  COFAM - 
Transition.  Issued  by  Canada-Ontario  Business 
Service  Centre. 

A3807 

OTAB  update.  Spring  1995.  ill.  Title  on  added 
t.p.:  Chronique  du  COFAM.  Caption  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages. 

ISSN  1195-9258 
A3808 

OTAB-  youth  employment  counselling  cen- 
tres (YECCs)  : (Ontario  Training  and  Adjust- 
ment Board).  [1994].  [4]  leaves.  Caption  title. 
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Issued  also  in  French  under  title:  COFAM- 
centres  de  consultation  pour  l’embauche  des 
jeunes  (CCEJ).  Issued  by  Canada-Ontario  Busi- 
ness Service  Centre. 

A3809 

OTAB/COFAM  visual  identity  guide.  [1994]. 
29  p.  : ill.  Cover  title. 

A3810 

Overview  of  developments  in  Ontario’s 
labour  market.  Mar.  1995.  iv,  44,  52,  iv  p.  : ill. 
Text  in  English  and  French  with  French  text  on 
inverted  pages.  Title  on  added  t.p.:  Aperçu  de 
l’évolution  du  marché  du  travail  de  l’Ontario. 
Includes  bibliographical  references.  Issued  by 
Economics  and  Labour  Market  Research. 

A3811 

Pattern  maker  : apprenticeship  training 
standards  = Modeleur/modeleuse  : normes  de 
formation  par  l’apprentissage.  Rev.  Mar.  1995. 
103  [i.e.  206],  [16]  p.  “443A”.  Opposite  pages 
bear  duplicate  numbering.  Chiefly  forms. 
Developed  by  Apprenticeship  and  Client  Ser- 
vices Branch. 

ISBN  0-7778-3935-0 

A3812 

Plumber  : apprenticeship  training  standards 

= Plombier/plombière  : normes  de  formation  par 
l’apprentissage.  Rev.  June  1995.  50  [i.e.  100], 
[6]  p.  “306A”.  Opposite  pages  bear  duplicate 
numbering.  Chiefly  forms.  Developed  by 
Apprenticeship  and  Client  Services  Branch. 
ISBN  0-7778-4335-8 

A3813 

Pre-cast  concrete  erector  : apprenticeship 
training  standards  = Monteur/monteuse  de 
béton  préfabriqué  : normes  de  formation  par 
l’apprentissage.  Rev.  June  1995.  34  [i.e.  68], 
[4]  p.  “244K”.  Opposite  pages  bear  duplicate 
numbering.  Chiefly  forms.  Developed  by 
Apprenticeship  and  Client  Services  Branch. 
ISBN  0-7778-4333-1 

A3814 

Pre-cast  concrete  finisher  : apprenticeship 
training  standards  = Finisseur/finisseuse  de 
béton  préfabriqué  : normes  de  formation  par 
l’apprentissage.  Rev.  June  1995.  30  [i.e.  60], 
[4]  p.  “244L”.  Opposite  pages  bear  duplicate 
numbering.  Chiefly  forms.  Developed  by 
Apprenticeship  and  Client  Services  Branch. 
ISBN  0-7778-4332-3 

A3815 

Programs,  services  and  initiatives  guide. 

Winter  1995  update.  [1995?].  1 sound  cassette. 
Title  from  label.  Read  by  PAL  Reading  Services. 


A3816 

Programs,  services  and  initiatives  guide 

[computer  file]  = Guide  des  programmes,  ser- 
vices et  initiatives.  Winter  1995  update.  [1995?]. 

1 computer  disk  ; 3 1/2  in.  Title  from  label. 

A3817 

Programs,  services  and  initiatives  guide. 

Winter  1995  update.  c1995.  44  p.  (large  print).  jj 
Cover  title.  Issued  also  in  French  under  title: 
Guide  des  programmes,  services  et  initiatives. 

A3818 

Programs,  services  and  initiatives  guide. 

Winter  1995  update,  cl  995.  64,  70  p.  Cover  title. 
Text  in  English  and  French  with  French  text  on 
inverted  pages.  Title  on  added  t.p.:  Guide  des 
programmes,  services  et  initiatives.  “This  docu- 
ment is  also  available  in  ASCII  disk,  audio  cas-  ; 
sette,  Braille,  large  print”. 

ISBN  0-7778-3401-4 

A3819 

Quality  standards  for  adult  literacy  : a practi- 
tioner’s guide  to  the  accountability  framework  for  1 
the  adult  literacy  education  system  and  core  9 
quality  standards  for  programs.  Mar.  1995.  ii,  42, 

47,  ii  p.  : forms.  Text  in  English  and  French  with  >i 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  Normes  de  qualité  pour  l’alphabétisation  p 
des  adultes.  Issued  by  Learning  and  Employ- 
ment  Preparation  Branch,  Literacy  Section. 

A3820 

Radial  boom  derrick  operator  : training 
standards  = Conducteur/conductrice  de  derrick 
à flèche  radiale  : normes  de  formation.  Rev.  July  i 
1995. 18  [i.e.  36]  p.  “P930020”.  Opposite  pages  :] 
bear  duplicate  numbering.  Chiefly  forms.  I 
Developed  by  Ontario  Hydro,  the  Electrical  Util-  £ 
ities  Safety  Association  and  the  Board. 

ISBN  0-7778-3856-7 

A3821 

Report  to  the  Minister  of  Education  & Train- 
ing : review  of  the  policy  & procedures  of  the 
board  of  governors  of  Cambrian  College  of 
Applied  Arts  & Technology  with  respect  to  an 
incident  on  February  18,  1994  / prepared  by  i 
Stephen  T.  Goudge.  [1994?].  36,  [13]  leaves.  | 
Cover  title. 

A3822 

Restoration  mason  : apprenticeship  curricu- 
lum standards,  cl  995.  43  p.  Cover  title:  Restor- 
ation  mason.  At  head  of  cover  title:  Curriculum  I 
standards.  “Prepared  by  the  Restoration  Mason 
College  Curriculum  Advisory  Committee.”  I 
Issued  by  Apprenticeship  and  Client  Services  s 
Branch. 

ISBN  0-7778-3730-7 
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A3823 

Sheet  metal  worker  : apprenticeship  training 
; standards  = Tôlier/tôlière  : normes  de  formation 
I par  l’apprentissage.  Rev.  July  1995.  61  [i.e.  122], 
[8]  p.  “308A”.  Opposite  pages  bear  duplicate 
numbering.  Chiefly  forms.  Developed  by 
! Apprenticeship  and  Client  Services  Branch. 
ISBN  0-7778-4506-7 

A3824 

Small  engine  mechanic  : apprenticeship 
training  standards  = Mécanicien/mécani- 
cienne de  petits  moteurs  : normes  de  formation 
par  l’apprentissage.  [Rev.].  Mar.  1995.  24  [i.e. 
48],  [4]  p.  “435 A”.  Opposite  pages  bear  dupli- 
! cate  numbering.  Chiefly  forms.  Developed  by 
Apprenticeship  and  Client  Services  Branch. 
ISBN  0-7778-3892-3 

A3825 

Sprinkler  and  fire  protection  installer  : ap- 
prenticeship training  standards  = Installateur/ 
installatrice  de  systèmes  de  protection  contre  les 
incendies  : normes  de  formation  par  l’appren- 
tissage. Rev.  July  1995.  51  [i.e.  102],  [6]  p. 
“427A”.  Opposite  pages  bear  duplicate  number- 
ing. Chiefly  forms.  Developed  by  Apprenticeship 
and  Client  Services  Branch. 

ISBN  0-7778-4435-4 

A3826 

Staff  news.  Mar.  1995-Dec.  1995.  3 no.  ill.  Cap- 
tion title. 

| ISSN  1195-9266 
A3827 

Stationary  engineer,  3rd  class  : curriculum 
objectives.  Sept.  1994.  iii,  53  p.  Cover  title:  Cur- 
riculum objectives  : stationary  engineer,  3rd 
class.  Running  title:  Stationary  engineer  curricu- 
lum objectives  : 3rd  class.  Issued  also  in  French 
under  title:  Mécanicien/mécanicienne  de 

! machines  fixes,  troisième  classe  : objectifs 
! d’études.  Developed  by  Apprenticeship  and  Cli- 
ent Services  Branch. 

ISBN  0-7778-3355-7 

A3828 

Stationary  engineer,  4th  & 3rd  class  : training 
standards.  Jan.  1995.  122,  [8]  p.  “P950040  & 

| P950030”.  Running  title:  Stationary  engineers  - 
4th  & 3rd  class.  Chiefly  forms.  Issued  also  in 
French  under  title:  Mécanicien/mécanicienne  de 
| machines  fixes,  quatrième  et  troisième  classe  : 
normes  de  formation.  Developed  by  Apprentice- 
ship and  Client  Services  Branch, 
j ISBN  0-7778-3438-3 

I Pub.  Ont.  001981  * Free 

I A3829 

! Steamfitter  : apprenticeship  training  stand- 
ards = Monteur/monteuse  de  tuyaux  de  vapeur  : 


normes  de  formation  par  l’apprentissage.  Jan. 
1995.  67  [i.e.  134],  [10]  p.  “307A”.  Opposite 
pages  bear  duplicate  numbering.  Chiefly  forms. 
Developed  by  Apprenticeship  and  Client  Ser- 
vices Branch. 

ISBN  0-7778-3684-X 

A3830 

Terrazzo,  tile  and  marble  craft  : apprentice- 
ship training  standards  : Métier  de  carrelage  : 
normes  de  formation  par  l’apprentissage.  Rev. 
Apr.  1995. 38  [i.e.  76],  [6]  p.  Opposite  pages  bear 
duplicate  numbering.  Chiefly  forms.  Developed 
by  Apprenticeship  and  Client  Services  Branch. 
ISBN  0-7778-4095-2 

A3831 

Tool  and  die  maker  : apprenticeship  training 
standards  = Outilleur-ajusteur/outilleuse-ajus- 
teuse  : normes  de  formation  par  l’apprentissage. 
Rev.  Mar.  1995.  64  [i.e.  128],  [8]  p.  “430A”. 
Opposite  pages  bear  duplicate  numbering. 
Chiefly  forms.  Developed  by  Apprenticeship  and 
Client  Services  Branch. 

ISBN  0-7778-3937-7 

A3832 

Transitions  program  brokers  list.  [Rev.].  Feb. 
1995.  [6,  6]  p.  (OTAB  facts,  ISSN  1198-2306). 
Caption  title.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  Liste  des  intermédiaires  du  programme 
Transition. 

A3833 

Transmission  mechanic  : apprenticeship 
training  standards  = Mécanicien/mécani- 
cienne de  boîte  de  vitesses  : normes  de  forma- 
tion par  l’apprentissage.  [Rev.].  May  1995.  57 
[i.e.  114],  [10]  p.  “310D”.  Opposite  pages  bear 
duplicate  numbering.  Chiefly  forms.  Developed 
by  Apprenticeship  and  Client  Services  Branch. 
ISBN  0-7778-3905-9 

A3834 

What  is  OTAB?  [Rev.].  1995.  [5,  3,  5]  p.  : ports. 
(OTAB  facts,  ISSN  1198-2306).  Text  in  English 
and  French  with  French  text  on  inverted  pages. 
Title  on  added  t.p.:  Qu’est-ce  qu  le  COFAM.  Some 
pages  on  1 fold,  sheet.  Also  available  in  ASCII 
disk,  Braille,  audio  cassette  and  large  print. 
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Annual  report.  1995.  [13, 13]  leaves.  (Sessional 
paper  ; 361/019).  Title  on  added  t.p.:  Rapport 
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annuel.  Cover  title.  Text  in  English  and  French 
with  French  text  on  inverted  pages.  Report  year 
ends  March  31. 


ONTARIO  WASTE  MANAGEMENT 
CORPORATION 


A3836 

Annual  report.  1993/94.  10,  10  p.  (Sessional 
paper  ; 353/171).  Title  on  added  t.p.:  Rapport 
annuel.  Cover  title.  Text  in  English  and  French 
with  French  text  on  inverted  pages.  Report  year 
ends  Mar.  31. 

Pub.  Ont.  001533  D * Free 

A3837 

Cleaner  ‘n  greener  : recipes  for  a healthier 
planet.  [1994?].  11  p.  : col.  ill.  Cover  title.  Some 
pages  on  fold,  leaves. 

A3838 

Waste  reduction  bulletin.  Spring  1995.  ill. 
Irregular.  Caption  title.  “A  periodical  for  industry 
promoting  hazardous  waste  reduction”.  Ceased 
publication. 

ISSN  1182-509X 


ONTARIO  WOMEN  S 
DIRECTORATE 


A3839 

Audio-visual  materials  catalogue.  1994. 19  p. 
Cover  title.  Issued  by  the  Directorate,  Northern 
Office. 

A3840 

Constructing  change  : dealing  with  equity 
issues  : a package  for  apprenticeship  and  skill 
trainers  in  the  construction  sector.  1995.  iv,  145, 
51  p.  : forms.  “A  Change  Agent  Project  of  the 
Provincial  Building  and  Construction  Trades 
Council  of  Ontario  and  the  Ontario  Women’s 
Directorate  with  support  from  the  Ontario  Train- 
ing and  Adjustment  Board”.  On  cover:  Trainer’s 
guide.  Issued  also  in  French  under  title:  Con- 
struire pour  changer  : une  question  d’équité. 
Includes  bibliographical  references. 

A3841 

Families  and  the  economy:  new  partnerships, 
new  strategies  : a participatory  symposium. 
[1994?].  1 v.  (various  pagings)  : ill.  At  head  of  cover 
title:  Work  and  family.  On  cover:  Symposium  read- 
ing. Issued  also  in  French  under  title:  La  famille  et 
l’économie  : l’équation  des  années  90.  Includes 
bibliographical  references. 


A3842 

The  joke’s  over  : student  to  student  sexual 
harassment  in  secondary  schools.  1995.  1 v. 
(various  pagings)  : ill.,  ports.,  forms.  Cover  title. 
Co-published  by  Ministry  of  Education  and  Train- 
ing and  by  Ontario  Secondary  School  Teachers’ 
Federation.  Includes  10  posters  on  10  fold,  sheets. 
Issued  also  in  French  under  title:  On  a fini  de  rire  : 
harcèlement  sexuel  entre  élèves  dans  les  écoles 
secondaires.  Includes  bibliographical  references. 

A3843 

Meeting  women’s  training  needs  : case  stud- 
ies in  women’s  training  : phase  II  report  / by 
Susan  Witmer  and  Karen  Lior.  Dec.  1994.  iv, 
65  p.  Cover  title.  Includes  some  text  in  French. 
“Prepared  for  the  Federal/Provincial/Territorial 
Joint  Working  Group  of  Status  of  Women  and 
Labour  Market  Officials  on  Education  and  Train- 
ing”. Co-published  by  Ministry  of  Education  and 
Training.  Includes  bibliographical  references. 

A3844 

Moments  in  history  : commemorating  women’s 
role  in  Canadian  history.  Issue  7 (Feb.  1995). 
Issued  also  in  French  under  title:  Moments  histo- 
riques. Includes  bibliographical  references. 

A3845 

Rethinking  training  meeting  women’s 
needs  / prepared  by  Federal-Provincial-Territorial 
Joint  Working  Group  of  Status  of  Women  and 
Labour  Market  Officials  on  Education  and  Train- 
ing. Dec.  1994. 16  p.  : ill.  Cover  title.  Co-published 
by  Ministry  of  Education  and  Training. 

A3846 

Young  women  talk  dis/ability.  [1995].  16  p.  : ill., 
portr.  Caption  title.  Co-published  by  DisAbled 
Women’s  Network  (DAWN)  Ontario,  DisAbled 
Women’s  Network  (DAWN)  Toronto,  and  the 
Moment  Project  of  The  Jesuit  Centre  for  Social 
Faith  & Justice.  Issued  also  in  French  under  title: 
De  jeunes  femmes  parlent  dés/avantages. 
Includes  bibliographical  references. 


ORTECH  CORPORATION 


A3847 

Annual  report.  1994.  23  p.  : ill.,  ports.  Cover 
title.  Includes  bibliographical  references. 

ISSN  1198-8215 


OTTAWA  CONGRESS  CENTRE 

A3848 

Annual  report  = Rapport  annuel.  1993/94. 
[23]  p.  Cover  title.  Report  year  ends  Mar.  31. 


PAY  EQUITY  COMMISSION 
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A3849 

Annual  report.  1993/94.  38,  42  p.  : ill.  Title  on 
added  t.p.:  Rapport  annuel.  Cover  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Report  year  ends  Mar.  31.  Submitted  to 
Ministry  of  Labour.  Includes  annual  reports  of  Pay 
Equity  Office  and  Pay  Equity  Hearings  Tribunal. 
ISSN  1181-8093 

Pub.  Ont.  105456  D * $3.00 

A3850 

Employment  equity  in  the  federal  and 
Ontario  jurisdictions  / prepared  by  the  Pay 
Equity  Commission  Library.  Jan.  1995.  14  p. 
(Selected  bibliography  ; no.  1). 

A3851 

Environmental  scanning  report.  Apr.  1995-Sept. 
1995. 3 no.  Issued  by  Policy  and  Research  Branch. 

A3852 

Maintaining  pay  equity  using  the  job-to-job 
and  proportional  value  comparison  meth- 
ods : volume  1.  c1995.  vi,  41  p.  : ill.  Caption  title. 
Includes  bibliographical  references. 

ISBN  0-7778-4588-1 

A3853 

Newsletter.  Vol.  6,  no.  3 (Feb.  1995)-v.  7,  no.  2 
(Oct.  1995).  Caption  title.  Issued  also  in  French 
under  title:  Bulletin. 

ISSN  0838-1682 

A3854 

Pay  equity  survey  of  private-sector  organiza- 
tions employing  10-49  employees  in  Ontario, 
volume  I / Institute  for  Social  Research,  York 
University.  Oct.  1994.  vi,  30,  [37]  p.  : 1 form. 
Cover  title.  Running  title:  Pay  equity  survey  of 
employers  : 10-49  employees. 


PAY  EQUITY  HEARINGS  TRIBUNAL 

A3855 

Pay  equity  reports.  Vol.  5 (1994).  xxi,  107  p. 
Includes  some  text  in  French. 

ISSN  1188-7877 


PENSION  COMMISSION  OF  ONTARIO 

A3856 

Annual  report.  1993/94.  9 p.  Cover  title.  Report 
year  ends  Mar.  31.  Issued  also  in  French  under 
title:  Rapport  annuel. 

ISSN  1201-2548 


A3857 

Bulletin.  Vol.  5,  issue  4 (Winter  1995)-v.  6, 
issue  2 (summer  1995).  ill.  Irregular.  Caption 
title. 

ISSN  1180-1565 


PLANNING  AND  IMPLEMENTATION 
COMMISSION 


A3858 

Annual  report.  1992/93. 22, 22  p.  Title  on  added 
t.p.:  Rapport  annuel.  Cover  title.  “A  commission 
for  the  planning  and  implementation  of  funding 
for  Catholic  secondary  schools  in  Ontario”.  Text 
in  English  and  French  with  French  text  on  inver- 
ted pages.  Report  year  ends  June  30.  Submitted 
to  Ministry  of  Education  and  Training. 

ISSN  0828-296X 

Pub.  Ont.  105799  D * $3.50 

A3859 

Annual  report.  1993/94. 22, 22  p.  Title  on  added 
t.p.:  Rapport  annuel.  Cover  title.  “A  commission 
for  the  planning  and  implementation  of  funding 
for  Catholic  secondary  schools  in  Ontario”.  Text 
in  English  and  French  with  French  text  on  inver- 
ted pages.  Report  year  ends  June  30.  Submitted 
to  Ministry  of  Education  and  Training. 

ISSN  0828-296X 

Pub.  Ont.  106056  D * $3.50 


PREMIER’S  COUNCIL 


A3860 

Communicative  disorders  in  northern 
Ontario.  [1993?].  20,  [21]  p.  Cover  title.  “Grant 
#89-10”.  Submitted  by  Science  North.  Grant  pro- 
vided by  Health  Innovation  Fund. 

A3861 

An  evaluation  of  Brockville’s  innovative  Safe 
Place  / Kevin  Brazil.  Mar.  1993.  57  p.  : ill.  Cover 
title.  Submitted  to  Canadian  Mental  Health  Asso- 
ciation. Grant  provided  by  Health  Innovation 
Fund.  Includes  bibliographical  references. 

A3862 

Health  2000  : participatory  community  health 
study.  [1993?].  1 v.  (various  pagings)  : ill.,  forms, 
maps.  Grant  provided  by  Health  Innovation 
Fund.  Includes  bibliographical  references.  Con- 
tents: pt.  1.  Report  on  Mississauga  First  Nation 
site  - pt.  2.  Report  on  East  Toronto  site  - pt.  3. 
Common  appendices. 
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A3863 

Ontario  beyond  tomorrow  : ideas  for  building 
a sustainable  society,  cl 995.  78  p.  : ill.  (some 
col.).  Co-published  by  Ontario  Round  Table  on 
Environment  and  Economy.  Issued  also  in 
French  under  title:  L’Ontario  de  demain  : idées 
pour  développer  une  société  durable. 

ISBN  0-7778-4530-X 

Pub.  Ont.  005676  D * Free 

A3864 

Optimizing  resources  for  health  : are  we 
tackling  the  real  issues?  : final  report  of  the 
Resource  Management  Committee.  c1995. 
46  p.  : col.  ill.  Cover  title.  Issued  also  in  French 
under  title:  optimiser  les  ressources  pour  la 
santé  : nous  attaquons-nous  aux  véritables 
enjeux?  Includes  bibliographical  references. 
ISBN  0-7778-3878-8 

Pub.  Ont.  001893  D * Free 

A3865 

Performance  measures  in  the  new  economy/ 

prepared  by  Robert  I.G.  McLean.  Mar.  1995. 
43  p.  : ill.  Cover  title.  “Report  commissioned  by 
The  Premier’s  Council  with  support  from  the 
Canadian  Institute  of  Chartered  Accountants”. 
Issued  also  in  French  under  title:  La  mesure  du 
rendement  dans  la  nouvelle  économie.  Includes 
bibliographical  references. 

A3866 

S. H. A. R. P.  - System  for  Health  Area  Resource 
Planning  (user  manuals)  / Frank  T.  Denton  ... 
[et  al.].  [1993?].  1 v.  (various  pagings)  : ill.  Cover 
title.  Grant  provided  by  Health  Innovation  Fund. 

A3867 

Support  clusters  project  : evaluation  report 
of  a research  demonstration  project  / Centre 
for  Research  & Education  in  Human  Services. 
c1993.  93  p.  : ill.  Grant  provided  by  Health  Inno- 
vation Fund.  Includes  bibliographical  refer- 

pnppQ 

ISBN  0-921561-07-5 


PREMIER’S  COUNCIL  ON 
ECONOMIC  RENEWAL 


A3868 

Lifelong  learning  and  the  new  economy. 

cl 994.  23  p.  : ill.  Cover  title.  Issued  also  in 
French  under  title:  L’éducation  permanente  et  la 
nouvelle  économie.  Includes  bibliographical  ref- 
erences. 

ISBN  0-7778-3565-7 

Pub.  Ont.  005629  D Out-of-print 


A3869 

Lifelong  learning  and  the  new  economy  : 
summary  report.  c1994.  8 p.  Cover  title.  Issued 
also  in  French  under  title:  L’éducation  perma- 
nente et  la  nouvelle  économie  : sommaire. 

ISBN  0-7778-3567-3 

Pub.  Ont.  005631  D Out-of-print 

A3870 

Meeting  materials  prepared  by  the  Task  Force 
on  the  Organization  of  Work  for  the  meeting  of 
the  Premier’s  Council  on  Economic  Renewal. 

May  1993.  1 v.  (various  pagings)  : ill.  Cover  title. 
Includes  bibliographical  references. 

A3871 

The  organization  change  process  / prepared 
by  the  Task  Force  on  the  Organization  of  Work. 
c1994.  40  p.  Issued  also  in  French  under  title:  Le 
processus  de  changement  organisationnel. 
ISBN  0-7778-3142-2 

Pub.  Ont.  001136  D Out-of-print 

A3872 

Summary  report  : National  Forum  of  Science 
and  Technology  Advisory  Councils  : McMas- 
ter University,  Hamilton,  Ontario,  April  14, 15  and 
16, 1993.  [1993?].  32  p.  Cover  title.  Issued  also  in 
French  under  title:  Rapport  sommaire  : Forum 
national  des  conseils  consultatifs  des  sciences 
et  de  la  technologie. 

A3873 

A tool  for  dialogue  about  the  quality  of  your 
workplace  and  the  organization  of  your 
work  / Task  Force  on  the  Organization  of  Work. 
c1994. 38  p.  : forms.  Issued  also  in  French  under 
title:  Questionnaire  sur  la  qualité  du  lieu  de  trav- 
ail et  l’organisation  du  travail. 

ISBN  0-7778-3144-9 

Pub.  Ont.  001134  D * Free 


PREMIER’S  COUNCIL  ON  HEALTH, 
WELL-BEING  AND  SOCIAL  JUSTICE 

A3874 

The  Community  Parent  Education  (COPE) 
Program  : utilization,  cost  effectiveness,  and  out- 
come of  a large  group  community-based  parent- 
ing program  for  families  of  preschoolers  at  risk  for 
disruptive  behaviour  disorders  / Charles  E.  Cun- 
ningham, Rebecca  Bremner,  Michael  Boyle. 
[1994?].  35  p.  : ill.  Grant  provided  by  Health  Inno- 
vation Fund.  Includes  bibliographical  references. 

A3875 

Continuous  quality  improvement  : an  inno- 
vation for  health  care  : an  assessment  of  the 
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| strategy  and  impact  of  CQI  at  St.  Joseph’s 
| Health  Centre,  London,  Ontario  / Quality 
Research  Group,  Department  of  Health  Admin- 
istration, University  of  Toronto.  June  1994.  32, 
[79]  p.  : ill.,  forms.  Grant  provided  by  Health  Inno- 
| vation  Fund.  Includes  bibliographical  references. 

A3876 

Development  and  implementation  of  a com- 
puterized nursing  care  plan  system  : final 
5 report  / Mary  Jo  Haddad  ...  [et  al.].  July  1993.  v, 
42,  [1]  p.  : ill.  Running  title:  Computerized  nursing 
care  plan  project.  Co-published  by  Hospital  for 
Sick  Children.  Grant  provided  by  Health  Innova- 
tion Fund.  Includes  bibliographical  references. 

A3877 

Development,  implementation  and  evaluation 
of  a comprehensive  community-based  phar- 
maceutical care  program  : a feasibility  study  / 
project  team  N.  John  Pilla,  Thomas  Einarson. 
Dec.  1993.  27  leaves.  Running  title:  Health  Inno- 
vation Fund  - pharmaceutical  care  program. 
“Grant  #90-12”.  Grant  provided  by  Health  Innova- 
: tion  Fund.  Includes  bibliographical  references. 

A3878 

Equally  Healthy  Kids  : final  report.  May  1993. 
xii,  44,  [23]  p.  : ill.  Grant  provided  by  Health  Strat- 
egies Fund. 

A3879 

The  feasibility  of  a mobile  custom-seat  fitting 
service  using  an  advanced  seating 
simulator  : final  report.  Aug.  1993.  8,  [7]  p.  : ill. 

! Co-published  by  Sunnybrook  Health  Science 
Centre.  Grant  provided  by  Health  Innovation 
Fund.  Includes  bibliographical  references. 

A3880 

Final  report  on  Parkdale  Community  Health 
Centre’s  “It’s  a Health  Issue”  project.  July 
1 993.  iv,  28  leaves.  Co-published  by  City  of  Toron- 
to. Grant  provided  by  Health  Innovation  Fund. 

A3881 

A framework  for  health  promotion  with 
homeless  and  socially  isolated  adults  : final 
report.  Sept.  1992.  99  p.  : 1 form.  Cover  title. 
“Grant  #89-7”.  Grant  provided  by  Health  Innova- 
tion Fund.  Includes  bibliographical  references. 

A3882 

The  Good  Health  Centre  : final  report  / 
submitted  by  Queensway  General  Hospital.  Jan. 
1993.  16,  [13]  leaves  : ill.  “Grant  90-13”.  Grant 
provided  by  Health  Innovation  Fund.  Includes 
bibliographical  references. 

A3883 

Health  information  for  all  : the  Consumer 
Health  Information  Service  : final  report  and 
evaluation.  1993.  34  p.  “Grant  #91-210”.  Grant 


provided  by  Health  Innovation  Fund.  Includes 
bibliographical  references. 

A3884 

Health  Innovation  Project  : promoting  chil- 
dren’s mental  health  [videorecording].  c1993. 1 
videocassette  : sd.,  col.  Produced  by  Advanced 
F/X  Video.  Project  funded  by  Health  Strategies 
Fund. 

A3885 

HIV/AIDS  : epidemic  of  the  young  : project 
report  and  discussion  guide.  Apr.  1993.  viii,  iv, 
182  p.  : forms.  Cover  title.  Running  title:  YMCA 
HIV/AIDS  consultation  & training  program. 
“Grant  #91-033”.  Co-published  by  YMCA  of 
Greater  Toronto.  Grant  provided  by  Health  Inno- 
vation Fund.  Includes  bibliographical  refer- 
ences. 

A3886 

In-home  employment  program  for  psychi- 
atrically  disabled  clients  : final  report  / 
prepared  by  Nick  Kates.  [1993?].  [19]  leaves. 
“Grant  #90-06”.  Grant  provided  by  Health  Inno- 
vation Fund. 

A3887 

An  innovative  home  based  traction  pro- 
gramme for  children  with  orthopedic 
conditions  : final  report  / Bonnie  Stevens  ...  [et 
al.].  June  1992.  v,  22,  [73]  p.  : ill.,  forms.  “Grant 
89-05”.  Co-published  by  Ministry  of  Health  and 
McMaster  University.  Includes  bibliographical 
references. 

A3888 

Innovative  program  model  for  the  home 
treatment  of  acute  psychosis  : final  report  / 
prepared  by  Donald  Wasylenki.  Dec.  1993.  34 
leaves.  “Grant  #90-05”.  Grant  provided  by 
Health  Innovation  Fund.  Includes  bibliographical 
references. 

A3889 

Intravenous  therapy  outreach  program,  St. 
Joseph’s  Health  Centre  London  : final  report/ 
submitted  by  Ann  Croft.  Dec.  1992.  8,  [27] 
leaves  : ill.,  forms.  Running  title:  IVTOP  - final 
report.  “Grant  #89-08”.  Grant  provided  by 
Health  Innovation  Fund. 

A3890 

Kids  in  Action  : a community  development 
approach  to  children’s  health  / llze  Kalnins  ... 
[et  al.].  Oct.  1992.  v,  22,  [8]  p.  : ill.  “Sponsored  by 
Lawrence  Heights  Community  Health  Centre 
and  Department  of  Behavioural  Science,  Univer- 
sity of  Toronto”.  “Grant  #89-02”.  Grant  provided 
by  Health  Innovation  Fund.  Includes  bibliograph- 
ical references. 
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A3891 

Malton  PATCH  project  : final  report.  June  1993. 
27  p.  Cover  title.  Running  title:  Final  report  on 
Malton  PATCH  project.  Co-published  by  Region- 
al Municipality  of  Peel.  Grant  provided  by  Health 
Innovation  Fund.  Includes  bibliographical  refer- 
ences. 

A3892 

Moose  Factory  diaper  service  : final  report. 
[1993?].  20,  [44]  p.  : ill.,  forms.  “Grant  #90-11”. 
Grant  provided  by  Health  Innovation  Fund. 
Includes  bibliographical  references. 

A3893 

Multicultural  community  project  : empower- 
ing ethno-racial  participation  in  health  care 
decision  making.  [1993?].  [32]  leaves  : ill. 
“Grant  “90-09”.  Grant  provided  by  Health  Inno- 
vation Fund.  Includes  bibliographical  references. 

A3894 

New  dimensions  in  health  : final  report.  July 
1993.  29,  [5]  leaves.  Cover  title.  Co-published  by 
Ontario  Prevention  Clearinghouse.  Grant  pro- 
vided by  Health  Innovation  Fund.  Includes  biblio- 
graphical references. 

A3895 

Okunongegayin  : a community-driven  initia- 
tive for  successfully  intervening  with 
Anishinaabeg  children,  teens  & young  adults 
in  distress  : demonstration  project,  October 
1990-September  1992  final  report  / 
Anishinaabeg  medical  professionals  ; collab- 
orating with  Lake  of  the  Woods  District  Hospital, 
Wabaseemoong  Independent  First  Nations. 
Feb.  1993.  vii,  51  p.  : ill.  Cover  title: 
Okunongegayin  : “breath  of  life”  : challenging 
chronic  solvent  abuse.  Okunongegayin  demon- 
stration project  final  report.  Grant  provided  by 
Health  Innovation  Fund. 

A3896 

Pilot  project  for  community  cancer  clinic 
evaluation  / prepared  by  Neill  Iscoe  and  George 
Bowman.  [1993?].  22,  45  p.  : ill.  “Grant  #90-14”. 
Grant  provided  by  Health  Innovation  Fund. 

A3897 

The  process  of  building  better  bridges  : inno- 
vative alliances  in  school-based  children’s 
mental  health  services  / prepared  by  Michelle 
Stockwell,  Gina  Browne,  Niky  Melichar.  [1993?]. 
iii,  30,  [25]  p.  “Collaborative  project  between: 
Halton  Board  of  Education,  Halton  Roman  Cath- 
olic School  Board,  Halton  District  Health  Coun- 
cil, Halton  Children’s  Sen/ices  Coordinating  and 
Advisory  Group,  Oakville  Trafalgar  Memorial 
Hospital”.  Grant  provided  by  Health  Innovators 
Fund.  Includes  bibliographical  references. 


A3898 

Promoting  children’s  mental  health  : a 
community-based  intervention  program  : 

final  report,  part  I : programme  component.  Mar. 
1993.  75,  xix  p.  : ill.  “A  project  of  the  Foundation 
for  Learning  and  Social  Enhancement  in  Lond- 
on”. Grant  provided  by  Health  Innovation  Fund. 

A3899 

Pursuing  equity,  phase  one  : report  of  the 
Equity  and  Access  Committee.  Feb.  1995.  44  p. 
Cover  title.  Co-chairs:  Manuel  Buchwald  and 
Maritza  Tennassee.  Issued  also  in  French  under 
title:  Objectif  équité,  première  étape.  Includes 
bibliographical  references. 

ISBN  0-7778-3693-9 

Pub.  Ont.  001577  D * Free 

A3900 

Seniors’  support  program  : final  report  / sub- 
mitted by  Janet  Reansbury,  Mary  Allison,  Ann 
Madill.  July  1992.  27,  [86]  p.  : forms.  “Grant  #90- 
02”.  Grant  provided  by  Health  Innovation  Fund. 

A3901 

A service  consortium  for  people  with  serious 
mental  illness  in  Leeds  and  Grenville  counties  : 

final  report  / project  coordinator  Hugh  G.  Lafave. 
June  1993.  iv,  26  [i.e.  34],  [58]  p.  : ill.,  forms.  “Grant 
91-09”.  Grant  provided  by  Health  Innovation  Fund. 
Includes  bibliographical  references. 

A3902 

“Staying  on  track”  : an  early  identification, 
tracking,  intervention  and  referral  system  for 
infants,  young  children  and  their  families  : 

final  report  / Sarah  Landy  ...  [et  al.].  Sept.  1993. 
231  p.  : ill.  Cover  title:  Staying  on  track  : an  early 
identification,  tracking  and  referral  system  : the 
final  report.  “Grant  no.  89-01”.  Grant  provided  by 
Health  Innovation  Fund.  Includes  bibliographical 
references. 

A3903 

A structured  approach  to  relapse  preven- 
tion : final  report  / by  John  S.  Zarebski.  Mar. 
1995.  28,  [119]  p.  : ill.,  forms.  “Project  90-1”. 
Grant  provided  by  Health  Innovation  Fund. 
Includes  bibliographical  references. 

A3904 

Telephone  therapy  study  for  panic  disorder 
with  agoraphobia.  [1993?].  [25]  leaves.  “Grant 
#91-008”.  Grant  provided  by  Health  Innovation 
Fund.  Includes  bibliographical  references. 


RENT  REVIEW  HEARINGS  BOARD 

A3905 

Annual  report  = Rapport  annuel.  1993/94.  18, 
18  p.  : ill.  Cover  title.  Text  in  English  and  French 
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with  French  text  following  English  text.  Report 
year  ends  Mar.  31.  Ceased  publication. 


ROYAL  BOTANICAL  GARDENS 


A3906 

Alaska  cruise,  May  23, 1996  : first  annual  Royal 
Botanical  Gardens  members’  cruise.  [1995?].  1 
fold,  sheet  : col.  ill.,  1 form. 

A3907 

Annual  report  = Rapport  annuel.  1994. 40  p.  : ill. 
(Sessional  paper  ; 361/015).  On  cover:  Special 
bulletin  no.  47.  Cover  title. 

A3908 

Calendar  of  festivals  and  events.  1995. 1 fold, 
sheet  : 1 map. 

A3909 

Educational  programs.  Jan.  to  Mar.  1995-July 
to  Dec.  1995.  Irregular.  Title  varies  slightly. 

A3910 

Pappus.  Vol.  14,  no.  1 (winter  1995)-v.  14,  no.  4 
(autumn  1995).  Quarterly. 

ISSN  0710-0469 

A3911 

Royal  Botanical  Gardens  invities  [sic]  you  to 
enjoy  62nd  Historic  Garden  Week  of  Virginia. 

[1995?].  1 fold,  sheet. 


ROYAL  COMMISSION  ON  LEARNING 

A3912 

For  the  love  of  learning.  1994.  5 v.  : ill.  +1  CD- 
ROM  in  container.  “Report  of  the  Royal  Commis- 
sion on  Learning”.  Co-chairs:  Monique  Bégin, 
Gerald  Caplan.  “A  short  version”  also  issued 
separately.  CD-ROM  has  title:  For  the  love  of 
learning  : an  interactive  presentation  = Pour 
l’amour  d’apprendre  : une  présentation  interac- 
tive. Issued  also  in  French  under  title:  Pour 
l’amour  d’apprendre.  Partial  contents:  v.  I.  Man- 
date, context,  issues  - v.  II.  Learning  : our  vision 
for  schools  -v.  III.  The  educators  - v.  IV.  Making 
it  happen  - A short  version. 

ISBN  0-7778-3577-0 

Pub.  Ont.  105451  * $45.00 

A3913 

For  the  love  of  learning  : a short  version. 

1994.  xiii,  83  p.  : ill.  “Report  of  the  Royal  Com- 
mission on  Learning”.  Co-chairs:  Monique 
Bégin,  Gerald  Caplan.  Issued  also  as  part  of  5 
vol.  set  entitled:  For  the  love  of  learning.  Issued 


also  in  French  under  title:  Pour  I’amour 
d’apprendre  : une  version  abrégée. 

ISBN  0-7778-3579-7  (corr.) 

Pub.  Ont.  105453  * $4.00 

A3914 

For  the  love  of  learning  : background  papers 
for  the  Royal  Commission  on  Learning  = Pour 
l’amour  d’apprendre  : documents  de  base  pour 
la  Commission  royale  sur  l’éducation  / compiled 
by  Nancy  Watson,  Joyce  Scane,  George  Bed- 
ard. Feb.  1995.  2 v.  (660  p.).  Text  in  English  or 
French.  Includes  bibliographical  references. 
ISBN  0-7778-3895-8 

Pub.  Ont.  105632  D * $15.00  (2  v.  set) 


ROYAL  ONTARIO  MUSEUM 


A3915 

Annual  report  = Rapport  annuel.  44th  (1993/ 
94).  84  p.  : ill.  Report  year  ends  June  30. 

ISSN  0082-5115 

A3916 

The  bear-walker  and  other  stories  / Basil  H. 
Johnston  ; illustrated  by  David  A.  Johnson, 
cl 995.  64  p.  : ill.  (some  col.). 

ISBN  0-88854-415-4 

A3917 

Breeding-bird  populations  in  jack  pine  and 
mixed  jack  pine/deciduous  stands  in  central 
Ontario  / Ross  D.  James,  Mark  K.  Peck,  cl 995. 
34  p.  : ill.,  maps.  (Life  sciences  contributions, 
ISSN  0384-8159  ; 158).  Includes  bibliographical 
references. 

ISBN  0-88854-413-8 

A3918 

Classification  and  evolution  of  the  Ora- 
seminae  in  the  old  world,  including  revisions 
of  two  closely  related  genera  of  Eucharitinae 
(Hymenoptera  : Eucharitidae)  / John  Michael 
Heraty.  c1994.  vii,  176  p.  : ill.,  maps.  (Life  sci- 
ences contributions,  ISSN  0384-8159  ; 157). 
Includes  bibliographical  references. 

ISBN  0-88854-41 2-X 

A3919 

Fakes  : deception  in  European  ceramics  : 

September  27, 1995  to  January  28, 1996. 1995. 1 
fold,  sheet  : col.  ill.  Issued  by  George  R.  Gardiner 
Museum  of  Ceramic  Art. 

A3920 

The  George  R.  Gardiner  Museum  of  Ceramic 
Art  annual  report.  11th  (1993/94).  12  p.  : ill. 
Report  year  ends  June  30. 

ISSN  1192-2052 
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SCIENCE  NORTH 


A3921 

It’s  not  everyday  you  stumble  across  an 
entire  planet  : planet  X,  the  discovery  of  new 
worlds.  [1995].  [2]  p.  on  1 sheet.  “Come  to  the 
McLaughlin  Planetarium  at  the  museum.” 
Issued  also  in  French  under  title:  Ce  n’est  pas 
tous  les  jours  que  l’on  découvre  une  planète  : 
planète  X,  la  découverte  de  nouveaux  mondes. 

A3922 

Learn  the  parts  of  a spider  : spiders!  : Royal 
Ontario  Museum,  October  22  to  January  14. 
[1995?].  [2]  p.  on  1 sheet  : col.  ill.  Issued  also  in 
French  under  title:  Apprenez  à identifier  les  dif- 
férentes parties  d’une  araignée. 

A3923 

Make  a wish  with  Sharon,  Lois  & Bram  : an 

intergalactic  musical  fantasy  for  the  whole  fam- 
ily! [1 995].  [2]  p.  on  1 sheet.  At  head  of  title:  Come 
to  the  planetarium  where  dreams  will  make  you 
fly!  Issued  also  in  French  under  the  same  title. 

A3924 

National  Science  and  Technology  Week  : 

Tuesday,  October  17  to  Sunday,  October  22. 
[1995?].  1 sheet  (fold.). 

A3925 

Rotunda.  Vol.  27,  no.  4 (spring  1995)-v.  28,  no.  3 
(winter  1995/96).  ill.  Quarterly.  Cover  title.  “The 
magazine  of  the  Royal  Ontario  Museum”. 

ISSN  0035-8495 

A3926 

The  sculpture  of  Georges  Jeanclos  : March  1 
to  August  8, 1995.  [1995?].  1 fold,  sheet  : ill.  Text 
in  English  and  French  with  French  text  on  verso. 
Title  on  verso:  La  sculpture  de  Georges 
Jeanclos.  Issued  by  George  R.  Gardiner 
Museum  of  Ceramic  Art. 

A3927 

See  the  first  show  ever  created  : the  living 
universe  : why  the  universe  is  the  way  it  is. 
[1994],  [2]  p.  on  1 sheet.  “Come  to  the 
McLaughlin  Planetarium  at  the  museum.” 

A3928 

See  what  the  world  had  to  offer  : ROM,  Toron- 
to, Canada.  [1995].  1 sheet  (fold.)  : col.  ill.,  1 map. 
At  head  of  title:  Royal  Ontario  Museum, 
McLaughlin  Planetarium,  George  R.  Gardiner 
Museum  of  Ceramic  Art.  Explorez  mille  et  une 
merveilles-  . 

A3929 

Watch  us  hammer  out  our  newest  exhibit. 

[1995?].  [2]  p.  on  1 sheet  : ill.  Text  in  English  and 
French  with  French  text  on  verso.  Title  on  verso: 
Pic  et  pic  et  maiasaure. 


SCIENCE  NORTH 


A3930 

Annual  report.  1993/94.  25  leaves  : ill.,  maps, 
ports.  Cover  title.  Report  year  ends  Mar.  31. 
Issued  also  in  French  under  title:  Rapport 
annuel. 

A3931 

Everything  under  the  northern  sky.  Feb./Mar. 
1995-Christmas  1995.  6 no.  Christmas  1995 
issue  bound  in  the  middle  of:  Holiday  1995  gift 
ideas,  ill.  Title  on  added  t.p.:  Tout  sous  le  del 
boréal.  Caption  title.  “Science  North  newsletter 
for  members”. 

A3932 

Financial  statements  of  Science  North.  1994/ 
95.  8 leaves.  Report  year  ends  Mar.  31. 

A3933 

Strategic  plan.  1994/95  to  1996/97. 1 v.  (various 
pagings)  : ill.,  maps,  plans.  Cover  title. 

A3934 

Visitor’s  guide  = Guide  du  visiteur.  1995/96. 
48  p.  : ill.,  1 map.  Cover  title. 


SOCIAL  ASSISTANCE  REVIEW 
BOARD 


A3935 

Annual  report.  1993/94.  67,  67  p.  : ill.  Title  on 
added  t.p.:  Rapport  annuel.  Cover  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Report  year  ends  Mar.  31. 

ISSN  0701-9688 

A3936 

Bulletin  and  summaries  of  decisions.  Vol.  4 
(May  1995)-v.  5 (Aug.  1995).  Cover  title.  Issued 
also  in  French  under  title:  Bulletin  et  résumés 
des  décisions.  Continues:  Summaries  of  deci- 
sions, and:  Bulletin. 

ISSN  1203-1186  (corr.) 


ST.  CLAIR  PARKWAY 
COMMISSION 


A3937 

Annual  report.  1992.  [7]  p.  : ill.,  1 map,  ports. 
Cover  title. 
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ST.  LAWRENCE  PARKS 
COMMISSION 


A3938 

Annual  report.  1993/94.  [11,  11]  p.  : ill.  Title  on 
added  t.p.:  Rapport  annuel.  Cover  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Continues:  Annual  general  report. 
Report  year  ends  Mar.  31.  Published  by  Ministry 
of  Culture,  Tourism  and  Recreation. 

ISSN  0835-7781 


TEACHERS’  PENSION  PLAN 
BOARD 


A3939 

Annual  report.  1994.  52  p.  Cover  title.  Issued 
also  in  French  under  title:  Rapport  annuel. 

A3940 

Exchange.  Vol.  14  (spring  1995)-v.  15  (fall  1995). 
ill.  Irregular.  Caption  title.  Issued  also  in  French 
under  title:  L’échange. 

ISSN  1180-3355 

A3941 

Highlights  of  annual  report.  1993.  20,  [1]  p.  : ill. 
(some  col.),  ports.  Cover  title.  Continued  by: 
Report  to  members.  Issued  also  in  French  under 
title:  Points  saillants  du  rapport  annuel. 

A3942 

Pension  bulletin.  95-01  (July  7,  1995)  - 95-07 
(Nov.  15,  1995).  Irregular.  Caption  title.  Issued 
also  in  French  under  title:  Retraite  bulletin. 

A3943 

Pension  news.  Issue  9 (fall  1994)-issue  11  (fall 
1995).  ill.  Irregular.  Caption  title.  “A  newsletter  for 
pensioners”.  Issued  also  in  French  under  title: 
Info-retraite. 

ISSN  1180-3282 

A3944 

Pension  update.  Vol.  4 (winter  1995)-v.  6 (fall 
1995).  ill.  Irregular.  Caption  title.  “A  newsletter  for 
employers”.  Issued  also  in  French  under  title: 
Retraite  mise  à jour. 

A3945 

Report  to  members.  1994.  11,  [1]  p.  : ill.  (some 
col.),  ports.  Cover  title.  Continues:  Highlights  of 
annual  report.  Issued  also  in  French  under  title: 
Rapport  aux  participants. 


TRILLIUM  FOUNDATION 


A3946 

Annual  report.  1993/94.  8,  [6]  p.  With:  Rapport 
annuel.  Report  year  ends  Mar.  31. 

ISSN  0840-6405 

A3947 

Request  for  proposals.  [1994?].  [8]  p.  on  1 fold, 
sheet.  Issued  also  in  French  under  title:  Appel  de 
propositions. 

A3948 

Strategic  plan,  1994-1999.  [1994?].  28,  28  p. 
Cover  title.  Text  in  English  and  French  with 
French  text  on  inverted  pages.  Title  on  added 
t.p.:  Plan  stratégique,  1994-1999. 


TVONTARIO 


A3949 

Distance  education  : postsecondary  educa- 
tion calendar.  Fall  1995/winter  1996.  Continues: 
TVO  distance  learning  course  calendar. 

A3950 

Signal.  Vol.  13,  no.  5 (Jan.  1995)-v.  14,  no.  4 (Dec. 
1995).  ill.  Monthly.  Cover  title.  Text  in  English  and 
French  with  French  text  on  inverted  pages. 

A3951 

The  SMART  shop.  [Spring  1995]-Fall/winter 
1995.  3 no.  + Great  gift  ideas  from  TVO’s  smart 
shop.  ill.  Cover  title. 

A3952 

TVO  curriculum  bulletin.  Sept.  1995.  Annual. 
“All  new  broadcast  schedule  inside!”  Merger  of: 
School  broadcasts  calendar  for  grade  7 to  OAC, 
and  : School  broadcasts  calendar  for  primary 
and  junior  grades. 


WATERFRONT  REGENERATION  TRUST 

A3953 

Ecological  regeneration  opportunities  for  the 
Greenwood  Racetrack  site /prepared ...  by  Har- 
rington and  Hoyle  Ltd.  [1995].  16,  [1]  p.  : ill.,  maps. 
Cover  title.  Includes  bibliographical  references. 

A3954 

An  integrated  approach  to  soil  and  ground 
water  management  in  the  Lower  Don  Lands  / 

prepared  by  Site  Remediation  Work  Group.  Feb. 
1995. 1 v.  (various  pagings)  : ill.,  maps.  Includes 
bibliographical  references. 
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WATERFRONT  REGENERATION  TRUST 


A3955 

John  Street  Roundhouse  : towards  a busi- 
ness plan  : a realistic  way  forward,  setting 
priorities  : report /prepared  by  Ronald  M.  Anson- 
Cartwright.  Dec.  1994.  28,  [10]  leaves  : ill. 

A3956 

Lake  Ontario  greenway  strategy.  May  1995. 
215  p.  : ill.  (some  col.),  maps  (some  fold.). 
Includes  bibliographical  references. 

ISBN  0-7778-4188-5 

A3957 

Lake  Ontario  greenway  strategy  : draft  for 
discussion.  Jan.  1995.  1 v.  (various  pagings)  : 
ill.,  maps  (some  fold.).  Title  from  cover.  Includes 
bibliographical  references. 

A3958 

Lake  Ontario  greenway  strategy  : next  steps. 

Sept.  1995.  82  p.  : col.  maps  (1  fold.). 

ISBN  0-7778-4595-4 

A3959 

Lake  Ontario  greenway  strategy  : summary. 

May  1995.  12  p.  : ill. 

A3960 

Lake  Ontario  waterfront  experiences  / pre- 
pared ...  by  the  Landplan  Collaborative  Ltd. 
Sept.  1995.  viii,  134,  [4]  p.  : ill.,  maps  (1  fold.). 
Includes  bibliographical  references. 

ISBN  0-7778-4615-2 

A3961 

The  Lake  Ontario  Waterfront  Trail  : activities 
calendar  and  map.  Vol.  1,  no.  1 (spring/summer 
1995).  ill.  Cover  title.  “A  publication  of  the  Water- 
front Regeneration  Trust”. 

A3962 

The  Lake  Ontario  Waterfront  Trail  interpreta- 
tion plan  / prepared  ...  by  LORD  Cultural 
Resources  Planning  & Management  Inc.  Sept. 
1995. 1 v.  (various  pagings)  : ill.  Includes  biblio- 
graphical references. 

ISBN  0-7778-4645-4 

A3963 

Lake  Ontario  Waterfront  Trail  newsletter. 

Vol.  1 (spring  1995)-v.  1,  no.  3.  ill.  Quarterly.  Cap- 
tion title.  “A  publication  of  the  Waterfront 
Regeneration  Trust”. 

ISSN  1201-8430 

A3964 

Lower  Don  Lands  site  characterization  and 
remedial  options  study  / prepared  by  Beak 
Consultants  Limited  and  Raven  Beck  Environ- 
mental Limited.  Apr.  1994. 1 v.  (various  pagings)  : 
ill.,  maps.  Includes  bibliographical  references. 


A3965 

Restoring  natural  habitats  : a manual  for  hab- 
itat restoration  in  the  Greater  Toronto  bioregion  / 
prepared  by  Hough  Woodland  Naylor  Dance 
Limited,  Gore  & Storrie  Ltd.  Sept.  1995.  iii, 
179  p.  : ill.  Includes  bibliographical  references. 
ISBN  0-7778-4607-1 

A3966 

Rouge  Park  management  structure  and  fund- 
ing report.  Mar.  1995.  iv,  25  p.  : maps.  Cover 
title.  Includes  bibliographical  references. 

A3967 

Roundhouse  Park  : report  of  the  Task  Force 
on  the  John  Street  Roundhouse  Complex. 

Dec.  1994.  41  p.  : ill.  (some  col.),  maps.  Cover 
title.  Running  title:  Report  of  the  Task  Force  on 
the  John  Street  Roundhouse  Complex. 

A3968 

Roundhouse  Park  : report  of  the  Task  Force 
on  the  John  Street  Roundhouse  Complex  : 
appendices.  Dec.  1994. 1 v.  (various  pagings)  : 
ill.  Cover  title. 

A3969 

Tourism  and  recreation  market  and  product 
trends  : final  report  / prepared  ...  by  the 
Economic  Planning  Group  of  Canada  ; with 
assistance  from  IBI  Group.  Aug.  1994.  Ill  p. 
Includes  bibliographical  references. 

ISBN  0-7778-4752-3 

A3970 

Tourism,  recreation  and  economic  oppor- 
tunities for  the  Lake  Ontario  greenway  / 

prepared  by  the  Tourism,  Recreation  and 
Economic  Opportunities  Workgroup.  Nov.  1995. 
115  p.  : ill.  Includes  bibliographical  references. 
ISBN  0-7778-4612-8 

A3971 

The  Waterfront  Trail  : a guidebook.  May  1995. 
xxv,  359  p.  : ill.  (some  col.),  maps.  On  cover: 
Explore  yesterday,  today  & tomorrow  along  the 
shores  of  Lake  Ontario.  Includes  bibliographical 
references. 

ISBN  0-7778-4082-0 

A3972 

The  Waterfront  Trail  : liability  and  risk  man- 
agement issues  / McCarthy  Tetrault.  Nov.  1995. 
33  p.  Includes  bibliographical  references. 

ISBN  0-7778-4609-8 

A3973 

Westside  Marsh  : interim  report.  June  1995. 

28,  [5]  p.  : maps.  Cover  title. 

A3974 

Who  are  we?  : changing  patterns  of  cultural 
diversity  on  the  north  shore  of  Lake  Ontario/ 

Randall  White  and  David  Montgomery.  [1994?]. 
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112  p.  : ill.,  maps.  Includes  bibliographical  refer- 
ences. Issued  by  Cultural  Heritage  Workgroup. 
ISBN  0-7778-3200-3 


WORKERS’  COMPENSATION 
APPEALS  TRIBUNAL 


A3975 

Annual  report.  1994.  v,  58,  62,  v p.  : ill.  Title  on 
added  t.p.:  Rapport  annuel.  Text  in  English  and 
French  with  French  text  on  inverted  pages. 
ISSN  1181-6031 

A3976 

Case  management  newsletter.  Nov.  1995-Dec. 
1995.  Caption  title.  Text  in  English  and  French 
with  French  text  on  verso.  Title  on  verso:  Bulletin 
d’information  sur  la  gestion  des  cas. 

A3977 

Decision  digest  service.  No.  61  (Jan.  1995)- 
no.  72  (Dec.  1995).  Irregular.  Contents:  Decision 
digest  service  - Cumulative  index. 

A3978 

Introduction  to  the  publications  of  the  Work- 
ers’ Compensation  Appeals  Tribunal.  [Rev.]. 
Apr.  1994.  2 p.  on  1 sheet.  Issued  also  in  French 
under  title:  Introduction  aux  publications  du  Tri- 
bunal d’appel  des  accidents  du  travail. 

A3979 

Reporter.  Vol.  31  (Jan.  1995)-v.  34  (Oct.  1995). 
Includes  some  text  in  French. 

ISSN  0835-8168 

A3980 

This  is  the  Workers’  Compensation  Appeals 
Tribunal  : appealing  workers’  compensation 
decisions,  [repr.]  Oct.  1994. 1 fold,  sheet.  Text  in 
English  and  French  with  French  text  on  verso. 
Title  on  verso:  Le  Tribunal  d’appel  des  accidents 
du  travail. 

A3981 

WCAT  in  focus.  Vol.  6,  no.  1 (Feb.  1995)-v.  6, 
no.  4 (Nov.  1995).  Quarterly.  Title  on  added  t.p.: 
Gros  plan  sur  le  TAAT.  Caption  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages. 

ISSN  1180-2588 


WORKERS’  COMPENSATION  BOARD 

A3982 

Across  the  board.  Jan.  1995-May/June  1995.  4 
no.  Caption  title.  “The  staff  newsletter  of  the 
Ontario  Workers’  Compensation  Board”. 


A3983 

Annual  report.  1994.  iii,  37  p.  : ill.,  ports.  Cover 
title.  Issued  also  in  French  under  title:  Rapport 
annuel. 

ISSN  0822-2150 

Pub.  Ont.  005702  D * Free 

A3984 

Assessment  rates.  1995.  5,  [4],  5 p.  Annual.  At 
head  of  title:  Revenue.  Cover  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages. 

ISSN  1188-2468 

Pub.  Ont.  005729  D * Free 

A3985 

Assessment  rates  manual.  1995.  xxv,  812  p. 
Annual. 

ISSN  1198-4244 
A3986 

Employer  bulletin.  No.  12  (winter  1994/95)- 
no.  14  (fall  1995).  Caption  title.  Issued  also  in 
French  under  title:  Bulletin  destiné  aux 

employeurs.  Text  in  English  and  French  with 
French  text  on  inverted  pages. 

ISSN  1183-2541 

A3987 

Guide  for  completing  the  employer’s  state- 
ment of  payroll.  1995.  22  p.  Annual.  At  head  of 
title:  Revenue.  Cover  title.  Issued  also  in  French 
under  title:  Guide  pour  remplir  l’état  de  la  masse 
salariale  de  l’employeur. 

ISSN  1188-3278 

Pub.  Ont.  001546  * Free 

A3988 

In  ail  cases  of  injury/disease.  [1993].  1 sheet 
(fold.).  Text  in  English  and  French  with  French 
text  on  verso.  Includes  some  text  in  Italian, 
Spanish  and  Portuguese.  Title  on  verso:  En  cas 
de  lésion  ou  de  maladie. 

Pub.  Ont.  001545  D Out-of-print 

A3989 

The  monthly  monitor.  Jan.  1995-Dec.  1995. 
Cover  title. 

A3990 

Planning  for  the  future  : strategic  plan  1994. 

Sept.  1994.  41  p.  : 1 form.  Cover  title.  Includes 
insert:  Ministry  of  Labour  & WCB  responses  to 
the  Standing  Committee  on  Government  Agen- 
cies. 

A3991 

Policy  report.  Vol.  8,  no.  1 (Feb.  1995)-v.  8,  no.  4 
(Dec.  1995).  ill.  Irregular.  Title  on  added  t.p.:  Bul- 
letin des  politiques.  Caption  title.  Text  in  English 
and  French  with  French  text  on  inverted  pages. 
Policy  report  index  included  with  some  issues. 
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A3992 

Rehab  network  newsletter.  Vol.  3,  no.  3 (winter 
1994/95)-v.  4,  no.  1 (July  1995).  ill.  Quarterly. 
Title  on  added  t.p.:  Réseau  de  la  RM  bulletin. 
Caption  title.  Text  in  English  and  French  with 
French  text  on  inverted  pages. 

ISSN  1195-597X 

A3993 

Report.  1994,  4th  quarter-1995,  2nd  quarter. 
Quarterly.  Title  on  added  t.p.:  Rapport  périodi- 
que. Cover  title.  Text  in  English  and  French  with 
French  text  on  inverted  pages. 

A3994 

Report.  1995,  3rd  quarter.  Quarterly.  Cover  title. 
Issued  also  in  French  under  title:  Rapport 
périodique. 

A3995 

Statistical  supplement  to  the  annual  report. 

1994.  24  p.  : ill.  Annual.  Cover  title.  Title  varies 
slightly.  Chiefly  tables.  Issued  also  in  French 
under  title:  Supplément  statistique  au  rapport 
annuel. 

ISSN  0848-5046 

Pub.  Ont.  005704  * Free 
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A3996 

Accomplishments  of  the  Workplace  Health 
and  Safety  Agency,  January  1991 -June  1995. 

July  1995.  iii,  28,  4 p.  : ill.  Cover  title. 

A3997 

Accreditation  : a consultation  paper.  Jan. 
1995.  9 p.  Cover  title.  Issued  also  in  French 
under  title:  Reconnaissance  : document  de  con- 
sultation. Includes  bibliographical  references. 

A3998 

Analysis  of  1990  sprain  and  strain  injuries  in 
Ontario  / by  Bernard  C.K.  Choi  ...  [et  al.].  Mar. 
1995.  39  p.  : ill.  Cover  title.  Includes  bibliographi- 
cal references. 

A3999 

At  the  Agency.  Vol.  5,  no.  1 (Feb.  1995)-v.  5, 
no.  7 (Dec.  1995).  ill.  Title  on  added  t.p.:  À 
l’Agence.  Caption  title.  “The  newsletter  of  the 
Workplace  Health  and  Safety  Agency”.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Issued  by  Communications  Department. 
ISSN  1188-0031 

A4000 

Children  for  hire  [videorecording].  c1994. 1 vid- 


eocassette (22  min.,  19  sec.)  : sd.,  col.  “An 
abridged  version  of  the  broadcast  documentary 
‘Children  for  Hire’,  distributed  by  the  National 
Film  Board  and  produced  by  Barna  Alper  Pro- 
ductions.” 

A4001 

Core  Certification  Training  Program  : partici- 
pant’s manual.  Rev.  Jan.  1995.  319  p.  : ill. 
Issued  also  in  French  under  title:  Programme  de 
base  pour  l’agrément  : manuel  du  participant. 
ISBN  0-7778-3688-2 

A4002 

Core  certification  training  video  : putting  it  all 
together  : week  three  [videorecording].  Version 
3.0.  c1994.  1 videocassette  (20  min.)  : sd.,  col. 
Title  from  label.  Issued  also  in  French  under  title: 
“Vidéo  pour  le  Programme  de  base  pour  l’agré- 
ment” : “reconstitution  des  faits”  : troisième 
semaine.  Contents:  Putting  it  all  together.  Issued 
by  Communications  Department. 

ISBN  0-7778-3481-2  (corr.) 

A4003 

Core  certification  training  video  : week  one 

[videorecording].  Version  3.0.  c1994.  1 vid- 
eocassette (110  min.)  : sd.,  col.  Title  from  label. 
“Winning  together”  and  “The  invisible  risks”  also 
issued  separately.  Issued  also  in  French  under 
title:  “Vidéo  pour  le  Programme  de  base  pour 
l’agrément”  : première  semaine.  Contents:  Win- 
ning together  - It’s  in  your  hands  - The  body  at 
work  - The  invisible  risks  : solutions  by  design  - 
Concrete  lungs  - Check,  double  check  - So  it 
won’t  happen  again.  Issued  by  Communications 
Department. 

ISBN  0-7778-3479-0  (corr.)(wk.  1) 

A4004 

Core  certification  training  video  : week  two 

[videorecording].  Version  3.0.  c1994.  1 vid- 
eocassette (98  min.)  : sd.,  col.  Title  from  label. 
Issued  also  in  French  under  title:  “Vidéo  pour  le 
Programme  de  base  pour  l’agrément”  : deux- 
ième semaine.  Contents:  Biological  hazards  - 
Occupational  hygiene  monitoring  - The  best 
guard  - Lock  out  procedures  - Confined  spaces 
- Ventilation.  Issued  by  Communications 
Department. 

ISBN  0-7778-3485-5  (wk.  2) 

A4005 

Health  and  safety  on  the  job  : young  worker 
awareness.  [1995?].  [3]  p.  : ill.  Cover  title.  Issued 
also  in  French  under  title:  La  santé  et  la  sécurité 
au  travail  : sensibilisation  des  jeunes  travail- 
leuses et  travailleurs. 

A4006 

Health  and  safety  on  the  job  : young  worker 
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awareness.  Rev.  Oct.  1995.  [3]  p.  : ill.  Cover  title. 
Issued  also  in  French  under  title:  La  santé  et  la 
sécurité  au  travail  : sensibilisation  des  jeunes 
travailleuses  et  travailleurs. 

ISBN  0-7778-4662-4 

A4007 

Health  & safety  in  the  workplace  [videorecord- 
ing]. c1994.  1 videocassette  (21  min.,  29  sec.)  : 
sd.,  col.  Title  from  label.  Title  on  title  frame: 
Health  & safety  in  your  workplace. 

A4008 

Highlights  of  an  initial  evaluation  of  core  cer- 
tification training  : a survey  of  management 
and  worker  trainees  / SPR  Associates  Inc.  Nov. 
1994.  1 v.  (various  pagings)  : ill.,  forms. 

A4009 

Highlights  of  the  1994  survey  of  occupational 
health  and  safety  and  joint  health  and  safety 
committees  : a benchmark  study  of  the  internal 
responsibility  system  / SPR  Associates  Inc.  Nov. 
1994. 1 v.  (various  pagings)  : ill.,  forms.  Includes 
bibliographical  references. 

A4010 

Look  around  : you  have  rights  [videorecord- 
ing]. May  1995.  1 videocassette  (29  min.)  : sd., 
col.  Title  from  label.  Issued  also  in  French  under 
title:  Ouvre  l’oeil  : t’as  des  droits.  Partial  con- 
tents: Safety  and  the  young  worker  / British 
Columbia  Workers’  Compensation  Board  - It’s 
in  your  hands  : the  Occupational  Health  and 
Safety  Act. 

A4011 

Musculoskeletal  Injuries  Prevention  Pro- 
gram : MIPP  : a head-to-toe  ergonomics  training 
program.  [1994?].  1 fold,  sheet  : col.  ill. 

A4012 

Network.  Vol.  1 , no.  3 (winter  1994/95)-v.  2,  no.  4 
(winter  1995/96).  ill.  Title  on  added  t.p.:  Réseau. 
Caption  title.  Text  in  English  and  French  with 
French  text  on  inverted  pages. 

ISSN  1195-7743 

A4013 

Occupational  health  and  safety  in  Ontario’s 
3Rs  sector  : emerging  issues  and  an  over- 
view of  the  Workplace  Health  and  Safety 
Agency/ Marianne  Levitsky ...  [et  al.].  Oct.  1994. 
26  p.  Cover  title.  “Presentation  to  the  15th 
Annual  Conference  of  the  Recycling  Council  of 
Canada,  Hamilton,  Ontario,  October  5-7, 1994”. 
Includes  bibliographical  references. 


A4014 

Submission  to  the  Royal  Commission  on 
Learning.  Feb.  1994.  8 leaves.  Cover  title. 
Issued  by  Policy  and  Research  Dept. 

A4015 

“Winning  together”  [videorecording].  c1994.  1 
videocassette  (7  min.,  20  sec.)  : sd.,  col.  Title 
from  label.  Issued  also  as  part  of:  Core  certifica- 
tion training  video  : week  one. 

A4016 

Working  together  for  health  and  safety.  Rev. 
Mar.  1995.  [11,  11]  p.  : ill.  Cover  title.  Text  in 
English  and  French  with  French  text  on  inverted 
pages.  Title  on  added  t.p.:  Travaillons  ensemble 
pour  la  santé  et  la  sécurité  au  travail.  One  form 
inserted. 

ISBN  0-7778-3690-4 
A4017 

Workplace  Health  and  Safety  Agency  pre- 
sentation to  the  Royal  Commission  on  Work- 
ers’ Compensation.  May  1995.  15,  [1]  leaves. 
Cover  title.  On  cover:  Working  together  for 
health  and  safety. 

A4018 

Your  guide  to  certification.  Rev.  Mar.  1995.  [9, 
9]  p.  : ill.  Cover  title.  Text  in  English  and  French 
with  French  text  on  inverted  pages.  Title  on  add- 
ed t.p.:  Guide  d’agrément. 

ISBN  0-7778-3806-0 
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A4019 

Rapport  annuel.  1993/1994. 18, 18  p.  : ill.,  cartes 
géographiques.,  portr.  Titre  de  la  p.  de  t.  addit.: 
Annual  report.  Titre  de  la  couverture.  Texte  en 
français  et  en  anglais  disposé  tête-bêche. 
L’année  d’activité  se  termine  le  31  mars. 

Pub.  Ont.  105557  * 2,00$ 


AGENCE  ONTARIENNE  DES  EAUX 

A4020 

Rapport  annuel.  1994.  29  p.  : ill.  (certaines  en 
coul.),  1 carte  géographique,  1 portr.  Titre  de  la 
couverture.  Publié  aussi  en  anglais  sous  le  titre: 
Annual  report. 


AGENCE  POUR  LA  SANTÉ  ET  LA 
SÉCURITÉ  AU  TRAVAIL 


A4021 

À l’Agence.  Vol.  5,  no  1 (févr.  1995)-v.  5,  no  7 
(déc.  1995).  ill.  Titre  de  la  p.  de  t.  addit.:  At  the 
agency.  Titre  de  départ.  “Le  bulletin  de  l’Agence 
pour  la  santé  et  la  sécurité  au  travail”.  Texte  en 
français  et  en  anglais  disposé  tête-bêche. 

ISSN  1188-0031 

A4022 

Guide  d’agrément.  Rev.  mars  1995.  [9,  9]  p.  : ill. 
Titre  de  la  couverture.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  Your  guide  to  certification. 

ISBN  0-7778-3806-0 

A4023 

Ouvre  l’oeil  : t’as  des  droits  [enregistrement 
vidéo],  mai  1995. 1 vidéocassette  (28  min)  : son., 
coul.  Titre  de  l’étiquette.  Publié  aussi  en  anglais 
sous  le  titre:  Look  around  : you  have  rights. 
Dépouillement  partiel:  La  sécurité  et  les  jeunes 
au  travail  / Commission  des  accidents  du  travail 
de  la  Colombie-Brittanique  - Votre  santé,  c’est 
votre  affaire  : la  Loi  sur  la  santé  et  la  sécurité  au 
travail. 

A4024 

Reconnaissance  : document  de  consulta- 
tion. janv.  1995. 10  feuillets.  Titre  de  la  couvertu- 
re. Publié  aussi  en  anglais  sous  le  titre: 
Accreditation  : a consultation  paper.  Comprend 
des  références  bibliogr. 


A4025 

Réseau.  Vol.  1 , no  3 (hiver  1994/1 995)-v.  2,  no  4 
(hiver  1995/1996).  ill.  Titre  de  la  p.  de  t.  addit.: 
Network.  Titre  de  départ.  Texte  en  français  et  en 
anglais  disposé  tête-bêche. 

ISSN  1195-7743 

A4026 

La  santé  et  la  sécurité  au  travail  : sensibilisa- 
tion des  jeunes  travailleuses  et  travailleurs. 

[1995?].  [3]  p.  : ill.  Titre  de  la  couverture.  Publié  j 
aussi  en  anglais  sous  le  titre:  Health  and  safety 
on  the  job  : young  worker  awareness. 

A4027 

Travaillons  ensemble  pour  la  santé  et  la 
sécurité  au  travail.  Rev.  mars  1995.  [11, 11]  p.  : ! 
ill.  Titre  de  la  couverture.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t.  | 
addit.:  Working  together  for  health  and  safety. 

Un  formulaire  inséré. 

ISBN  0-7778-3690-4 

A4028 

“Vidéo  pour  le  Programme  de  base  pour  l’agré- 
ment” : deuxième  semaine  [enregistrement 
vidéo].  Version  3.0.  cl  994. 1 vidéocassette  (92  min 
23  s)  : son.,  coul.  Titre  de  l’étiquette.  Sur  l’image  du 
titre:  Programme  de  base  pour  l’agrément  : deuxiè- 
me semaine.  Publié  aussi  en  anglais  sous  le  titre: 
Core  certification  training  video  : week  two. 
Dépouillement:  Les  risques  biologiques  - Sur- 
veillance de  l’hygiène  du  travail  - La  meilleure  pro-  j 
tection  - Soyez  sûr!  Verrouillez!  - Le  travail  dans 
les  espaces  clos  - Faites  circuler  (ventilation). 
Publié  par  le  Service  des  communications. 

A4029 

“Vidéo  pour  le  Programme  de  base  pour  l’agré- 
ment” : première  semaine  [enregistrement 
vidéo].  Version  3.0.  cl  994. 1 vidéocassette  (113  min 
43  s)  : son.,  coul.  Titre  de  l’étiquette.  Sur  l’image  du 
titre:  Programme  de  base  pour  l’agrément  : pre-  i 
mière  semaine.  “Les  risques  invisibles”  publié  aus-  d 
si  séparément.  Publié  aussi  en  anglais  sous  le  titre: 
Core  certification  training  video  : week  one.  Dé-  ; 
pouillement:  Votre  santé,  c’est  votre  affaire  - La 
[sic]  corps  humain  au  travail  - Les  risques  invisi- 
bles - Solutions  par  le  design  - Poumons  de  béton 
- Inspection  et  contre-inspection  - Pour  éviter  un 
autre  accident.  Publié  par  le  Service  des  communi- 
cations. 

A4030 

“Vidéo  pour  le  Programme  de  base  pour 
l’agrément”  : “resconstitution  [sic]  des 
faits”  : troisième  semaine  [enregistrement 
vidéo].  Version  3.0.  cl 994.  1 vidéocassette  (20 
min  43  s)  : son.,  coul.  Titre  de  l’étiquette.  Publié 
aussi  en  anglais  sous  le  titre:  Core  certification  > 
training  video  : putting  it  all  together  : week  three,  i 
Dépouillement:  Reconstitution  des  faits.  Publié  I 
par  le  Service  des  communications. 
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A4031 

Discours  de  prorogation  : prononcé  par 
l’honorable  Henry  N. R.  Jackman,  lieutenant- 
gouverneur  de  la  province  de  l’Ontario,  à 
l’occasion  de  la  prorogation  de  la  troisième 
session  de  la  trente-cinquième  législature  de 
la  province  de  l’Ontario,  le  8 décembre  1994. 
[1994].  11  p.  Titre  de  la  couverture.  Publié  aussi 
en  anglais  sous  le  titre:  Prorogation  speech  : 
address  of  the  Honourable  Henry  N.R.  Jackman, 
lieutenant  governor  of  the  Province  of  Ontario  on 
the  prorogation  of  the  Third  Session  of  the 
Thirty-Fifth  Parliament  of  the  Province  of  Onta- 
rio, December  8, 1994. 

Pub.  Ont.  005616  * Gratuit 

A4032 

Discours  du  trône.  36e  lég.,  Ire  sess.  (27  sept. 
1995).  24  p.  Titre  de  la  couverture.  Publié  aussi 
en  anglais  sous  le  titre:  Speech  from  the  throne. 
Pub.  Ont.  005687  * Gratuit 

A4033 

Le  Parlement  : ses  visages,  ses  lieux  histori- 
ques : à la  découverte  de  l’Assemblée  législa- 
tive de  l’Ontario.  c1994. 1 v.  : ill.  Titre  de  la  cou- 
verture. Comprend  45  feuilles  (certaines  pliées) 
insérées  dans  les  pochettes  des  parties  diverses. 
Jacquette  peut  déployer  comme  une  affiche.  Pub- 
lié aussi  en  anglais  sous  le  titre:  Parliament  : peo- 
ple & places  : your  guide  to  the  Legislative  Assem- 
bly of  Ontario.  Comprend  des  références  bibliogr. 
ISBN  0-7778-2659-3 

A4034 

Présentation  des  pétitions  conformément  à 
l’article  36  du  règlement.  [1994?].  [4,  4]  p.  : for- 
mules. Titre  de  départ.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  Petitions  presented  pursuant  to  standing 
order  36. 

A4035 

Procédure  de  dépôt  d’un  projet  de  loi  d’intérêt 
privé  / préparé  par  Direction  des  comités, 
Assemblée  législative  [et]  Bureau  des  conseillers 
législatifs.  Rev.  sept.  1994. 14, 13  p.  Texte  en  fran- 
çais et  en  anglais  disposé  tête-bêche.  Titre  de 
la  p.  de  t.  addit.:  Procedures  for  applying  for  priva- 
te legislation.  Publié  en  collab.  avec  le  Bureau  des 
conseillers  législatifs. 

A4036 

QP  vert.  Vol.  1,  no  3 (mai  1994)-v.  1,  no  4 (févr. 
1995).  Titre  de  la  p.  de  t.  addit.:  QP  greener.  Titre 
de  départ.  “Assemblée  législative  de  l’Ontario  bul- 
letin écologique”.  Texte  en  français  et  en  anglais 
disposé  tête-bêche. 


A4037 

Ryerson  did  it  first  : Ryerson’s  legacy  to  Onta- 
rio = Ryerson  a été  le  premier  : l’héritage  de  Ryer- 
son à l’Ontario.  [1994?].  1 portefeuille  (6  pièces). 
Comprend  des  références  bibliogr.  Dépouillement 
partiel:  Egerton  Ryerson  (1803-1882)  - Activités 
avant  et  après  la  visite  - Bibliographie. 

Bibliothèque 

A4038 

Automation  alert  - Actualité  informatique.  No 
214  (13  janv.  1995)-no  221  (28  avril  1995).  Irrégu- 
lier. Titre  de  départ.  “Tables  des  matières  de 
revues  d’informatique  et  de  bureautique”. 

A4039 

Periodical  selections  = Sélection  d’articles  de 
périodiques.  Vol.  16,  no  10  (janv.  1995)-v.  17,  no  2 
(oct.  1995).  Irrégulier.  Titre  de  départ.  “Liste  théma- 
tique d’articles  parus  dans  des  revues  courantes”. 

A4040 

Selected  new  titles  = Sélection  de  nouveautés. 
Vol.  16,  no  7/8  (déc.  1994/janv.  1995)-v.  17,  no  2 
(nov.  1995).  Irrégulier.  Titre  de  départ.  “Liste  thé- 
matique de  livres  et  rapports  publiés  récemment”. 
ISSN  0709-275X 

A4041 

Services  aux  députés.  [Rev.].  1995.  15,  [1]  p.  : 
ill.  Titre  de  la  couverture.  Publié  aussi  en  anglais 
sous  le  titre:  Services  to  the  Legislature. 

ISBN  0-7778-3855-9 

A4042 

Status  of  bills  report  = État  des  projets  de  loi. 
36e  lég.,  Ire  sess.  No  1 (4  oct.  1995)-no  11  (20 
déc.  1995).  Hebdomadaire. 

Comités  spéciaux  et  permanents 

Comité  permanent  de  l’administration  de  la 
justice 

A4043 

Rapport  en  conformité  avec  l’article  125  du 
Règlement  sur  les  rapports  entre  les  victi- 
mes de  crime  et  le  système  judiciaire  en 
Ontario  : état  actuel  et  améliorations,  déc. 
1994. 1 v.  (pag.  multiple).  Titre  de  la  couverture. 
Texte  en  français  et  en  anglais  disposé  tête- 
bêche.  Titre  de  la  p.  de  t.  addit.:  Report  under 
Standing  Order  125  on  the  relationship  between 
victims  of  crime  and  the  justice  system  in 
Ontario  : current  status  and  improvements. 
Comprend  des  références  bibliogr. 

ISBN  0-7778-1534-6 
Pub.  Ont.  105528 


D * 10,00$ 
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Comité  permanent  des  comptes  publics 

A4044 

Rapport  biennal  1992  & 1993.  nov.  1994.  i,  36, 
30,  i p.  Titre  de  la  couverture.  Texte  en  français  et 
en  anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  Biennial  report  1992  & 1993. 

ISBN  0-7778-3353-0 

Pub.  Ont.  105407  D * 3,00$ 

A4045 

Rapport  sur  le  programme  d’intervention 
auprès  des  enfants  et  des  familles  et  servi- 
ces aux  jeunes  contrevenants  (section  3.04  & 
3.05,  Rapport  annuel  du  vérificateur  provin- 
cial de  1993).  oct.  1994.  i,  31,  [2],  22,  i p.  Titre  de 
la  couverture.  Texte  en  français  et  en  anglais 
disposé  tête-bêche.  Titre  de  la  p.  de  t.  addit.: 
Report  on  child  and  family  intervention  program 
and  young  offender  services  (section  3.04  & 3.05, 
1993  Annual  report  of  the  Provincial  Auditor). 
ISBN  0-7778-3348-4 

Pub.  Ont.  105408  D * 3,00$ 

Comité  permanent  des  finances  et  des 
affaires  économiques 

A4046 

Consultations  prébudgétaires.  1995  (35e  lég., 
3e  sess.).  1 v.  (pag.  multiple)  : ill.  Titre  de  la  p.  de 
t.  addit.:  Pre-budget  consultation.  Titre  de  la  cou- 
verture. Texte  en  français  et  en  anglais  disposé 
tête-bêche. 

ISSN  0835-4952 

Pub.  Ont.  105628  D * 5,00$ 


Documents  parlementaires 

Débats 

A4047 

Legislative  Assembly  of  Ontario  debates  : 
index  = Débats  de  l’Assemblée  législative  de 
l’Ontario  : index.  35e  lég.,  3e  sess.  (1993/1994). 
314  p.  Titre  de  la  couverture.  Texte  en  français 
ou  en  anglais. 

Pub.  Ont.  105817  D * 10,00$ 

Feuilleton  et  avis 

A4048 

Orders  and  notices  = Feuilleton  et  avis.  36e 
lég.,  Ire  sess.  Nol  (26  sept.  1995)-no40  (14  déc. 
1995).  No  1 et  no  2 intitulés  “Proceedings  at  the 
opening  of  the  Legislative  Assembly  of  the  Pro- 
vince of  Ontario  = Cérémonial  pour  l’ouverture 
de  l’Assemblée  législative  de  la  province  de 
l’Ontario”.  Quotidien  pendant  la  session.  Titre  de 
la  couverture. 


Procès-verbaux 

A4049 

Votes  and  proceedings  = Procès-verbaux.  36e 
lég.,  Ire  sess.  Nol  (26  sept.  1995)-no40  (14  déc. 
1995).  Quotidien  pendant  la  session.  Titre  de  la 
couverture. 

Projets  de  loi  (36e  lég.,  Ire  sess.  : 
1995) 

A4050 

Bill  001.  An  Act  to  amend  the  Executive 
Council  Act  = Projet  de  loi  001.  Loi  modifiant  la 
Loi  sur  le  Conseil  exécutif  / l’honorable  E.  Eves, 
Vice-premier  ministre.  Ire  lecture,  27  sept.  1995. 
1995.  2 p.  Titre  de  la  couverture.  Projet  de  loi  du 
gouvernement.  Titre  abrégé  en  anglais:  Execu- 
tive Council  Amendment  Act,  1995.  Titre  abrégé 
en  français:  Loi  de  1995  modifiant  la  Loi  sur  le 
Conseil  exécutif. 

Pub.  Ont.  132869  *1,00$ 

A4051 

Bill  002.  An  Act  to  amend  the  Election  Act  = 

Projet  de  loi  002.  Loi  modifiant  la  Loi  électorale  / 
Mr.  McGuinty.  Ire  lecture,  28  sept.  1995.  1995. 
[1]  p.  Projet  de  loi  de  député.  Titre  abrégé  en 
anglais:  Election  Amendment  Act,  1995.  Titre 
abrégé  en  français:  Loi  de  1995  modifiant  la  Loi 
électorale. 

Pub.  Ont.  132870  *1,00$ 

A4052 

Bill  003.  An  Act  to  amend  the  Solicitors  Act  = 

Projet  de  loi  003.  Loi  modifiant  la  Loi  sur  les 
procureurs  / M.  Chiarelli.  1 re  lecture,  2 oct.  1995. 
1995.  2 p.  Titre  de  la  couverture.  Projet  de  loi  de 
député.  Titre  abrégé  en  anglais:  Solicitors 
Amendment  Act,  1995.  Titre  abrégé  en  français: 
Loi  de  1995  modifiant  la  Loi  sur  les  procureurs. 
Pub.  Ont.  132871  *1,00$ 

A4053 

Bill  004.  An  Act  to  amend  the  Law  Society  Act 

= Projet  de  loi  004.  Loi  modifiant  la  Loi  sur  le 
Barreau  / Mr.  Chiarelli.  Ire  lecture,  2 oct.  1995. 
1995.  [1]  p.  Projet  de  loi  de  député.  Titre  abrégé 
en  anglais:  Law  Society  Amendment  Act,  1995. 
Titre  abrégé  en  français:  Loi  de  1995  modifiant  la 
Loi  sur  le  Barreau. 

Pub.  Ont.  132872  * 1,00$ 

A4054 

Bill  005.  An  Act  respecting  Shortline  Rail- 
ways = Projet  de  loi  005.  Loi  concernant  les 
chemins  de  fer  d’intérêt  local  / l’honorable  A. 
Palladini,  ministre  des  Transports.  Ire  lecture,  3 
oct.  1995. 1995. 10  p.  Titre  de  la  couverture.  Pro- 
jet de  loi  du  gouvernement.  Titre  abrégé  en 
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anglais:  Shortline  Railways  Act,  1995.  Titre  abré- 
gé en  français:  Loi  de  1995  sur  les  chemins  de 
fer  d’intérêt  local. 

Pub.  Ont.  132873  *1,50$ 

A4055 

Bill  005.  An  Act  respecting  Shortline  Rail- 
ways = Projet  de  loi  005.  Loi  concernant  les 
chemins  de  fer  d’intérêt  local  / l’honorable  A. 
Palladini,  ministre  des  Transports.  Ire  lecture,  3 
oct.  1995.  2e  lecture,  13  déc.  1995  (Réimprimé 
tel  qu’il  a été  modifié  par  le  Comité  plénier  et 
rapporté  à l’Assemblée  législative  le  13  décem- 
bre 1995).  1995.  10  p.  Titre  de  la  couverture. 
Projet  de  loi  du  gouvernement.  Titre  abrégé  en 
anglais:  Shortline  Railways  Act,  1995.  Titre  abré- 
gé en  français:  Loi  de  1995  sur  les  chemins  de 
fer  d’intérêt  local. 

Pub.  Ont.  132917  *1,50$ 

A4056 

Bill  005.  An  Act  respecting  Shortline  Rail- 
ways = Projet  de  loi  005.  Loi  concernant  les 
chemins  de  fer  d’intérêt  local  / l’honorable  A. 
Palladini,  ministre  des  Transports.  Ire  lecture,  3 
oct.  1995. 2e  lecture,  13  déc.  1995. 3e  lecture,  13 
déc.  1995.  Sanction  royale,  14  déc.  1995.  Chapi- 
tre 2,  Lois  de  l’Ontario  de  1995. 1995. 10  p.  Titre 
de  la  couverture.  Titre  abrégé  en  anglais:  Short- 
line  Railways  Act,  1995.  Titre  abrégé  en  français: 
Loi  de  1995  sur  les  chemins  de  fer  d’intérêt  local. 
Pub.  Ont.  132930  * Épuisé 

A4057 

Bill  006.  An  Act  to  amend  the  Corporations 
Information  Act  = Projet  de  loi  006.  Loi  modi- 
fiant la  Loi  sur  les  renseignements  exigés  des 
personnes  morales  / l’honorable  N.  Sterling, 
ministre  de  la  Consommation  et  du  Commerce. 
Ire  lecture,  3 oct.  1995.  1995.  2 p.  Titre  de  la 
couverture.  Projet  de  loi  du  gouvernement.  Titre 
abrégé  en  anglais:  Corporations  Information 
Amendment  Act,  1995.  Titre  abrégé  en  français: 
Loi  de  1995  modifiant  la  Loi  sur  les  renseigne- 
ments exigés  des  personnes  morales. 

Pub.  Ont.  132874  *1,00$ 

A4058 

Bill  006.  An  Act  to  amend  the  Corporations 
Information  Act  = Projet  de  loi  006.  Loi  modi- 
fiant la  Loi  sur  les  renseignements  exigés  des 
personnes  morales  / l’honorable  N.  Sterling, 
ministre  de  la  Consommation  et  du  Commerce. 
Ire  lecture,  3 oct.  1995.  2e  lecture,  13  déc.  1995 
(Réimprimé  tel  qu’il  a été  modifié  par  le  comité 
plénier  et  rapporté  à l’Assemblée  législative  le  13 
décembre  1995).  1995.  2 p.  Titre  de  la  couver- 
ture. Projet  de  loi  du  gouvernement.  Titre  abrégé 
en  anglais:  Corporations  Information  Amend- 
ment Act,  1995.  Titre  abrégé  en  français:  Loi  de 
1995  modifiant  la  Loi  sur  les  renseignements  exi- 
gés des  personnes  morales. 

Pub.  Ont.  132918  * 1,00$ 


A4059 

Bill  006.  An  Act  to  amend  the  Corporations 
Information  Act  = Projet  de  loi  006.  Loi  modi- 
fiant la  Loi  sur  les  renseignements  exigés  des 
personnes  morales  / l’honorable  N.  Sterling, 
ministre  de  la  Consommation  et  du  Commerce. 
Ire  lecture,  3 oct.  1995.  2e  lecture,  13  déc.  1995. 
3e  lecture,  13  déc.  1995.  Sanction  royale,  14  déc. 
1995.  Chapitre  3,  Lois  de  l’Ontario  de  1995. 
1995.  3 p.  Titre  de  la  couverture.  Titre  abrégé  en 
anglais:  Corporations  Information  Amendment 
Act,  1995.  Titre  abrégé  en  français:  Loi  de  1995 
modifiant  la  Loi  sur  les  renseignements  exigés 
des  personnes  morales. 

Pub.  Ont.  132931  * Épuisé 

A4060 

Bill  007.  An  Act  to  restore  balance  and  stabili- 
ty to  labour  relations  and  to  promote  econo- 
mic prosperity  and  to  make  consequential 
changes  to  statutes  concerning  labour  rela- 
tions = Projet  de  loi  007.  Loi  visant  à rétablir 
l’équilibre  et  la  stabilité  dans  les  relations  de  tra- 
vail et  à promouvoir  la  prospérité  économique  et 
apportant  des  modifications  correlatives  à des 
lois  en  ce  qui  concerne  les  relations  de  travail  / 
l’honorable  E.  Witmer,  ministre  du  Travail.  Ire 
lecture,  4 oct.  1995. 1995. 132  p.  Titre  de  la  cou- 
verture. Projet  de  loi  du  gouvernement.  Titre 
abrégé  en  anglais:  Labour  Relations  Act,  1995. 
Titre  abrégé  en  français:  Loi  de  1995  sur  les 
relations  de  travail. 

Pub.  Ont.  132875  * 15,00$ 

A4061 

Bill  007.  An  Act  to  restore  balance  and  stabili- 
ty to  labour  relations  and  to  promote  econo- 
mic prosperity  and  to  make  consequential 
changes  to  statutes  concerning  labour  rela- 
tions = Projet  de  loi  007.  Loi  visant  à rétablir 
l’équilibre  et  la  stabilité  dans  les  relations  de  tra- 
vail et  à promouvoir  la  prospérité  économique  et 
apportant  des  modifications  correlatives  à des 
lois  en  ce  qui  concerne  les  relations  de  travail  / 
l’honorable  E.  Witmer,  ministre  du  Travail.  Ire 
lecture,  4 oct.  1995.  2e  lecture,  26  oct.  1995. 
1995. 137  p.  Titre  de  la  couverture.  Projet  de  loi 
du  gouvernement.  Titre  abrégé  en  anglais: 
Labour  Relations  Act,  1995.  Titre  abrégé  en  fran- 
çais: Loi  de  1995  sur  les  relations  de  travail. 
Pub.  Ont.  132892  * 15,60$ 

A4062 

Bill  007.  An  Act  to  restore  balance  and  stabili- 
ty to  labour  relations  and  to  promote  econo- 
mic prosperity  and  to  make  consequential 
changes  to  statutes  concerning  labour  rela- 
tions = Projet  de  loi  007.  Loi  visant  à rétablir 
l’équilibre  et  la  stabilité  dans  les  relations  de  tra- 
vail et  à promouvoir  la  prospérité  économique  et 
apportant  des  modifications  correlatives  à des 
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lois  en  ce  qui  concerne  les  relations  de  travail  / 
l’honorable  E.  Witmer,  ministre  du  Travail.  Ire 
lecture,  4 oct.  1995.  2e  lecture,  26  oct.  1995.  3e 
lecture,  31  oct.  1995.  Sanction  royale,  10  nov. 
1 995.  Chapitre  1 , Lois  de  l’Ontario  de  1 995. 1 995. 
136  p.  Titre  de  la  couverture.  Projet  de  loi  du 
gouvernement.  Titre  abrégé  en  anglais:  Labour 
Relations  Act,  1995.  Titre  abrégé  en  français:  Loi 
de  1995  sur  les  relations  de  travail. 

Pub.  Ont.  132893  * 15,30$ 

A4063 

Bill  008.  An  Act  to  repeal  job  quotas  and  to 
restore  merit-based  employment  practices  in 
Ontario  = Projet  de  loi  008.  Loi  abrogeant  le 
contingentement  en  matière  d’emploi  et  rétablis- 
sant en  Ontario  les  pratiques  d’emploi  fondées 
sur  le  mérite  / l’honorable  M.  Mushinski,  ministre 
des  Affaires  civiques,  de  la  Culture  et  des  Loi- 
sirs. Ire  lecture,  11  oct.  1995. 1995. 2 p.  Titre  de  la 
couverture.  Projet  de  loi  du  gouvernement.  Titre 
abrégé  en  anglais:  Job  Quotas  Repeal  Act, 
1995.  Titre  abrégé  en  français:  Loi  de  1995  abro- 
geant le  contingentement  en  matière  d’emploi. 
Pub.  Ont.  132876  *1,00$ 

A4064 

Bill  008.  An  Act  to  repeal  job  quotas  and  to 
restore  merit-based  employment  practices  in 
Ontario  = Projet  de  loi  008.  Loi  abrogeant  le 
contingentement  en  matière  d’emploi  et  rétablis- 
sant en  Ontario  les  pratiques  d’emploi  fondées 
sur  le  mérite  / l’honorable  M.  Mushinski,  ministre 
des  Affaires  civiques,  de  la  Culture  et  des  Loi- 
sirs. Ire  lecture,  11  oct.  1995.  2e  lecture,  2 nov. 
1995  (Réimprimé  tel  qu’il  a été  modifié  par  le 
Comité  des  affaires  gouvernementales  et  rap- 
porté à l’Assemblée  législative  le  30  novembre 
1995).  1995.  2 p.  Titre  de  la  couverture.  Projet  de 
loi  du  gouvernement.  Titre  abrégé  en  anglais: 
Job  Quotas  Repeal  Act,  1995.  Titre  abrégé  en 
français:  Loi  de  1995  abrogeant  le  contingente- 
ment en  matière  d’emploi. 

Pub.  Ont.  132905  * 1,00$ 

A4065 

Bill  008.  An  Act  to  repeal  job  quotas  and  to 
restore  merit-based  employment  practices  in 
Ontario  = Projet  de  loi  008.  Loi  abrogeant  le 
contingentement  en  matière  d’emploi  et  rétablis- 
sant en  Ontario  les  pratiques  d’emploi  fondées 
sur  le  mérite  / l’honorable  M.  Mushinski,  ministre 
des  Affaires  civiques,  de  la  Culture  et  des  Loi- 
sirs. Ire  lecture,  11  oct.  1995.  2e  lecture,  2 nov. 
1995.  3e  lecture,  13  déc.  1995.  Sanction  royale, 
14  déc.  1995.  Chapitre  4,  Lois  de  l’Ontario  de 
1995. 1995. 2 p.  Titre  de  la  couverture.  Titre  abré- 
gé en  anglais:  Job  Quotas  Repeal  Act,  1995. 
Titre  abrégé  en  français:  Loi  de  1995  abrogeant 
le  contingentement  en  matière  d’emploi. 

Pub.  Ont.  132919  * 1,00$ 


A4066 

Bill  010.  An  Act  respecting  the  Price  of  Motor 
Vehicle  Fuel  and  protecting  Whistleblowers 
in  the  Motor  Vehicle  Fuel  Industry  = Projet  de 
loi  010.  Loi  concernant  le  prix  du  carburant  pour 
véhicules  automobiles  et  visant  à protéger  les 
dénonciateurs  dans  l’industrie  du  carburant  pour 
véhicules  automobiles  / M.  Chiarelli.  1 re  lecture, 

17  oct.  1995.  1995.  8 p.  Titre  de  la  couverture. 
Projet  de  loi  de  député.  Titre  abrégé  en  anglais: 
Motor  Vehicle  Fuel  Pricing  Act,  1995.  Titre  abrégé 
en  français:  Loi  de  1995  sur  l’établissement  des 
prix  du  carburant  pour  véhicules  automobiles. 

Pub.  Ont.  132884  * 1,50$ 

A4067 

Bill  011.  An  Act  to  amend  the  Expropriations 
Act  and  the  Human  Rights  Code  with  respect 
to  property  rights  = Projet  de  loi  011.  Loi  modi- 
fiant la  Loi  sur  l’expropriation  et  le  Code  des 
droits  de  la  personne  relativement  aux  droits  de 
propriété  / M.  Barrett.  Ire  lecture,  30  oct.  1995. 
1995.  [1]  p.  Titre  de  la  couverture.  Projet  de  loi  de 
député.  Titre  abrégé  en  anglais:  Property  Rights 
Statute  Law  Amendment  Act,  1995.  Titre  abrégé 
en  français:  Loi  de  1995  modifiant  des  lois  en  ce 
qui  concerne  les  droits  de  propriété. 

Pub.  Ont.  132885  * 1,00$  1 

A4068 

Bill  012.  An  Act  to  promote  the  Rights  of  Vic-  j 
tims  of  Crime  = Projet  de  loi  012.  Loi  visant  à J 
promouvoir  les  droits  des  victimes  d’actes  | 
criminels  / Mme  Castrilli.  Ire  lecture,  30  oct.  j 
1995. 1995.  4 p.  Titre  de  la  couverture.  Projet  de 
loi  de  député.  Titre  abrégé  en  anglais:  Charter  of  I 
Rights  for  Victims  of  Crime,  1995.  Titre  abrégé  | 
en  français:  Charte  des  droits  des  victimes  I 
d’actes  criminels  de  1995. 

Pub.  Ont.  132886  * 1,00$ 

A4069 

Bill  013.  An  Act  to  regulate  Franchise  Agree- 
ments = Projet  de  loi  013.  Loi  visant  à réglemen-  ; 
ter  les  contrats  de  franchisage  / M.  Martin.  Ire 
lecture,  30  oct.  1995. 1995.  31  p.  Titre  de  la  cou-  J 
verture.  Projet  de  loi  de  député.  Titre  abrégé  en  | 
anglais:  Franchises  Act,  1995.  Titre  abrégé  en 
français:  Loi  de  1995  sur  les  franchises. 

Pub.  Ont.  132887  * 4,50$ 

A4070 

Bill  014.  An  Act  respecting  the  rounding  of 
the  Penny  in  Cash  Transactions  = Projet  de  loi  > 
014.  Loi  prévoyant  l’arrondissement  des  som-  | 
mes  dans  les  opérations  au  comptant  / M.  Til- 
son.  Ire  lecture,  30  oct.  1995. 1995.  2 p.  Titre  de 
la  couverture.  Projet  de  loi  de  député.  Titre  abré- 
gé en  anglais:  Drop  the  Penny  Act,  1995.  Titre 
abrégé  en  français:  Loi  de  1995  sur  l’abandon  I 
des  pièces  d’un  cent. 

Pub.  Ont.  132888  * 1,00$  i 
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A4071 

Bill  015.  An  Act  to  amend  the  Workers’  Com- 
pensation Act  and  the  Occupational  Health 
and  Safety  Act  = Projet  de  loi  015.  Loi  modifiant 
| la  Loi  sur  les  accidents  du  travail  et  la  Loi  sur  la 
I santé  et  la  sécurité  au  travail  / l’honorable  E. 

Witmer,  ministre  du  Travail.  Ire  lecture,  1 nov. 

| 1995. 1995. 11  p.  Titre  de  la  couverture.  Projet  de 
loi  du  gouvernement.  Titre  abrégé  en  anglais: 
Workers’  Compensation  and  Occupational 
Health  and  Safety  Amendment  Act,  1995.  Titre 
abrégé  en  français:  Loi  de  1995  modifiant  la  Loi 
sur  les  accidents  du  travail  et  la  Loi  sur  la  santé 
et  la  sécurité  au  travail. 

Pub.  Ont.  132889  * 2,00$ 

A4072 

Bill  015.  An  Act  to  amend  the  Workers’  Com- 
pensation Act  and  the  Occupational  Health 
and  Safety  Act  = Projet  de  loi  015.  Loi  modifiant 
la  Loi  sur  les  accidents  du  travail  et  la  Loi  sur  la 
santé  et  la  sécurité  au  travail  / l’honorable  E. 
Witmer,  ministre  du  Travail.  Ire  lecture,  1 nov. 
1995. 2e  lecture,  17  nov.  1995. 3e  lecture,  13  déc. 
1995.  Sanction  royale,  14  déc.  1995.  Chapitre  5, 
Lois  de  l’Ontario  de  1995. 1995. 11  p.  Titre  de  la 
couverture.  Titre  abrégé  en  anglais:  Workers’ 
Compensation  and  Occupational  Health  and 
Safety  Amendment  Act,  1995.  Titre  abrégé  en 
français:  Loi  de  1995  modifiant  la  Loi  sur  les 
accidents  du  travail  et  la  Loi  sur  la  santé  et  la 
sécurité  au  travail. 

Pub.  Ont.  132920  * 2,00$ 

A4073 

Bill  016.  An  Act  to  amend  the  Public  Trans- 
portation and  Highway  Improvement  Act 
with  respect  to  the  removal  of  snow  and  ice 
from  roads  = Projet  de  loi  016.  Loi  modifiant  la 
Loi  sur  l’aménagement  des  voies  publiques  et 
des  transports  en  commun  en  ce  qui  concerne  le 
déneigement  et  le  déglacement  des  routes  / M. 
Gravelle.  Ire  lecture,  1 nov.  1995. 1995. 3 p.  Titre 
de  la  couverture.  Projet  de  loi  de  député.  Titre 
abrégé  en  anglais:  Public  Transportation  and 
Highway  Improvement  Amendment  Act,  1995. 
Titre  abrégé  en  français:  Loi  de  1995  modifiant  la 
Loi  sur  l’aménagement  des  voies  publiques  et 
des  transports  en  commun. 

Pub.  Ont.  132890  * 1,00$ 

A4074 

Bill  017.  An  Act  to  amend  various  Statutes  to 
freeze  Realty  Taxes  = Projet  de  loi  017.  Loi 
modifiant  diverses  lois  et  visant  à geler  les 
impôts  fonciers  / M.  Carr.  Ire  lecture,  14  nov. 
1995. 1995.  3 p.  Titre  de  la  couverture.  Projet  de 
loi  de  député.  Titre  abrégé  en  anglais:  Realty  Tax 
Freeze  Statute  Law  Amendment  Act,  1995.  Titre 
abrégé  en  français:  Loi  de  1995  modifiant  des 
lois  et  visant  à geler  les  impôts  fonciers. 

Pub.  Ont.  132895  *1,00$ 


A4075 

Bill  018.  An  Act  to  provide  for  the  establish- 
ment of  Citizens  Assemblies  and  the  expedi- 
ted consideration  by  the  Legislative  Assembly 
of  Legislation  prepared  by  Citizens  Assem- 
blies = Projet  de  loi  018.  Loi  prévoyant  la  mise  sur 
pied  d’assemblées  de  citoyens  et  une  procédure 
accélérée  pour  l’étude,  par  l’Assemblée  législa- 
tive, des  projets  de  loi  rédigés  par  ces  assem- 
blées/M.  Chiarelli.  Ire  lecture,  14  nov.  1995. 1995. 
5 p.  Titre  de  la  couverture.  Projet  de  loi  de  député. 
Titre  abrégé  en  anglais:  Citizens  Assembly  Pro- 
ject Act,  1995.  Titre  abrégé  en  français:  Loi  de 
1995  sur  le  projet  d’assemblée  de  citoyens. 

Pub.  Ont.  132896  * 1,00$ 

A4076 

Bill  019.  An  Act  to  repeal  the  Advocacy  Act, 
1992,  revise  the  Consent  to  Treatment  Act, 
1992,  amend  the  Substitute  Decisions  Act, 
1992  and  amend  other  Acts  in  respect  of  rela- 
ted matters  = Projet  de  loi  019.  Loi  abrogeant  la 
Loi  de  1992  sur  l’intervention,  .révisant  la  Loi  de 
1992  sur  le  consentement  au  traitement,  modi- 
fiant la  Loi  de  1992  sur  la  prise  de  décisions  au 
nom  d’autrui  et  modifiant  d’autres  lois  en  ce  qui 
concerne  des  questions  connexes  / l’honorable 
C.  Harnick,  procureur  général.  Ire  lecture,  15 
nov.  1995.  1995.  110  p.  Titre  de  la  couverture. 
Projet  de  loi  du  gouvernement.  Titre  abrégé  en 
anglais:  Health  Care  Consent  Act,  1995.  Titre 
abrégé  en  français:  Loi  de  1995  sur  le  consente- 
ment aux  soins  de  santé. 

Pub.  Ont.  132894  * 13,80$ 

A4077 

Bill  020.  An  Act  to  promote  economic  growth 
and  protect  the  environment  by  streamlining 
the  land  use  planning  and  development  sys- 
tem through  amendments  related  to  plan- 
ning, development,  municipal  and  heritage 
matters  = Projet  de  loi  020.  Loi  visant  à promou- 
voir la  croissance  économique  et  à protéger 
l’environnement  en  rationalisant  le  système 
d’aménagement  et  de  mise  en  valeur  du  territoi- 
re au  moyen  de  modifications  touchant  des 
questions  relatives  à l’aménagement,  la  mise  en 
valeur,  les  municipalités  et  le  patrimoine  / l’hono- 
rable A.  Leach,  ministre  des  Affaires  municipa- 
les et  du  logement.  Ire  lecture,  16  nov.  1995. 
1995. 53  p.  Titre  de  la  couverture.  Projet  de  loi  du 
gouvernement.  Titre  abrégé  en  anglais:  Land 
Use  Planning  and  Protection  Act,  1995.  Titre 
abrégé  en  français:  Loi  de  1995  sur  la  protection 
et  l’aménagement  du  territoire. 

Pub.  Ont.  132897  * 7,50$ 

A4078 

Bill  021.  An  Act  to  establish  Public  Hospital 
Foundations  = Projet  de  loi  021.  Loi  créant  des 
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fondations  pour  les  hôpitaux  publics  / M.  Has- 
tings. Ire  lecture,  16  nov.  1995. 1995. 5 p.  Titre  de 
la  couverture.  Projet  de  loi  de  député.  Titre  abré- 
gé en  anglais:  Public  Hospital  Foundations  Act, 
1995.  Titre  abrégé  en  français:  Loi  de  1995  sur 
les  fondations  pour  les  hôpitaux  publics. 

Pub.  Ont.  132898  * 1,00$ 

A4079 

Bill  022.  An  Act  to  provide  for  an  Oath  of 
Allegiance  for  the  Members  of  the  Legislative 
Assembly  = Projet  de  loi  022.  Loi  prévoyant  le 
serment  d’allégeance  pour  les  députés  à l’As- 
semblée législative  / M.  Agostino.  1 re  lecture,  20 
nov.  1995.  1995.  [1]  p.  Projet  de  loi  de  député. 
Titre  abrégé  en  anglais:  Legislative  Assembly 
Oath  of  Allegiance  Act,  1995.  Titre  abrégé  en 
français:  Loi  de  1995  sur  le  serment  d’allégiance 
des  députés  à l’Assemblée  législative. 

Pub.  Ont.  132899  * 1,00$ 

A4080 

Bill  023.  An  Act  respecting  Victims  of  Crime  = 

Projet  de  loi  023.  Loi  concernant  les  victimes 
d’actes  criminels/ l’honorable  C.  Harnick,  procu- 
reur gén-eral.  Ire  lecture,  23  nov.  1995.  1995. 
9 p.  Titre  de  la  couverture.  Projet  de  loi  du  gou- 
vernement. Titre  abrégé  en  anglais:  Victims’  Bill  of 
Rights,  1995.  Titre  abrégé  en  français:  Charte  de 
1995  des  droits  des  victimes  d’actes  criminels. 
Pub.  Ont.  132900  *1,50$ 

A4081 

Bill  023.  An  Act  respecting  Victims  of  Crime  = 

Projet  de  loi  023.  Loi  concernant  les  victimes 
d’actes  criminels  / l’honorable  C.  Harnick,  procu- 
reur général.  Ire  lecture,  23  nov.  1995.  2e  lec- 
ture, 13  déc.  1995  (Réimprimé  tel  qu’il  est  modi- 
fié par  le  comité  plénier  et  rapporté  à l’Assem- 
blée législative  le  13  décembre  1995).  1995. 10  p. 
Titre  de  la  couverture.  Projet  de  loi  du  gouverne- 
ment. Titre  abrégé  en  anglais:  Victims’  Bill  of 
Rights,  1995.  Titre  abrégé  en  français:  Charte  de 
1995  des  droits  des  victimes  d’actes  criminels. 
Pub.  Ont.  132921  *1,50$ 

A4082 

Bill  023.  An  Act  respecting  Victims  of  Crime  = 

Projet  de  loi  023.  Loi  concernant  les  victimes 
d’actes  criminels/ l’honorable  C.  Harnick,  procu- 
reur général.  Ire  lecture,  23  nov.  1995.  2e  lectu- 
re, 13  déc.  1995.  3e  lecture,  14  déc.  1995.  Sanc- 
tion royale,  14  déc.  1995.  Chapitre  6,  Lois  de 
l’Ontario  de  1995.  1995.  9 p.  Titre  de  la  couver- 
ture. Titre  abrégé  en  anglais:  Victims’  Bill  of 
Rights,  1995.  Titre  abrégé  en  français:  Charte  de 
1995  des  droits  des  victimes  d’actes  criminels. 
Pub.  Ont.  132932  * 1,50$ 

A4083 

Bill  024.  An  Act  to  amend  the  Environmental 
Protection  Act,  the  Ontario  Water  Resources 


Act  and  the  Pesticides  Act  = Projet  de  loi  024. 

Loi  modifiant  la  Loi  sur  la  protection  de  l’environ- 
nement, la  Loi  sur  les  ressources  en  eau  de 
l’Ontario  et  la  Loi  sur  les  pesticides  / M.  Wild- 
man.  Ire  lecture,  23  nov.  1995. 1995. 14  p.  Titre 
de  la  couverture.  Projet  de  loi  de  député.  Titre 
abrégé  en  anglais:  Environmental  Protection 
Statute  Law  Amendment  Act,  1995.  Titre  abrégé 
en  français:  Loi  de  1995  modifiant  des  lois  sur  la 
protection  de  l’environnement. 

Pub.  Ont.  132903  * 2,00$ 

A4084 

Bill  025.  An  Act  to  provide  for  the  Observan- 
ce of  Remembrance  Day  = Projet  de  loi  025. 

Loi  prévoyant  la  célébration  du  jour  du 
Souvenir  / M.  Boushy.  Ire  lecture,  28  nov.  1995. 
1995.  [1]  p.  Projet  de  loi  de  député.  Titre  abrégé 
en  anglais:  Remembrance  Day  Act,  1995.  Titre 
abrégé  en  français:  Loi  de  1995  sur  le  jour  du 
Souvenir. 

Pub.  Ont.  132906  *1,00$ 

A4085 

Bill  026.  An  Act  to  achieve  Fiscal  Savings  and 
to  promote  Economic  Prosperity  through 
Public  Sector  Restructuring,  Streamlining 
and  Efficiency  and  to  implement  other 
aspects  of  the  Government’s  Economic 
Agenda  = Projet  de  loi  026.  Loi  visant  à réaliser 
des  économies  budgétaires  et  à favoriser  la 
prospérité  économique  par  la  restructuration,  la 
rationalisation  et  l’éfficience  du  secteur  public  et 
visant  à mettre  en  oeuvre  d’autres  aspects  du 
programme  économique  du  gouvernment  / 
l’honorable  E.  Eves,  ministre  des  Finances.  Ire 
lecture,  29  nov.  1995.  1995.  211  p.  Titre  de  la 
couverture.  Projet  de  loi  du  gouvernement.  Titre 
abrégé  en  anglais:  Savings  and  Restructuring 
Act,  1995.  Titre  abrégé  en  français:  Loi  de  1995  j 
sur  les  économies  et  la  restructuration. 

Pub.  Ont.  132904  * 18,20$  j 

A4086 

Bill  027.  An  Act  to  amend  the  Children’s  Law  | 
Reform  Act  = Projet  de  loi  027.  Loi  modifiant  la  I 
Loi  portant  réforme  du  droit  de  l’enfance  / M. 
Hastings.  Ire  lecture,  11  déc.  1995.  1995.  [1]  p.  1 1 
Titre  de  la  couverture.  Projet  de  loi  de  député,  j i 
Titre  abrégé  en  anglais:  Children’s  Law  Reform 
Amendment  Act,  1995.  Titre  abrégé  en  français:  | r 
Loi  de  1995  modifiant  la  Loi  portant  réforme  du 
droit  de  l’enfance. 

Pub.  Ont.  132912  * 1,00$  | 

A4087 

Bill  028.  An  Act  to  amend  the  Municipal  Act  to 
name  Civic  Holiday  as  Simcoe  Day  = Projet  de 
loi  028.  Loi  modifiant  la  Loi  sur  les  municipalités 
en  vue  de  désigner  le  Congé  civique  sous  le  nom 
de  fête  de  Simcoe  / M.  Gilchrist.  Ire  lecture, 
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11  déc.  1995. 1995.  [1]  p.  Titre  de  la  couverture. 
Projet  de  loi  de  député.  Titre  abrégé  en  anglais: 
Municipal  Amendment  Act  (Simcoe  Day),  1995. 
Titre  abrégé  en  français:  Loi  de  1995  modifiant  la 
Loi  sur  les  municipalités  (fête  de  Simcoe). 

Pub.  Ont.  132913  * 1,00$ 

A4088 

Bill  029.  An  Act  to  provide  for  Fair  Automobi- 
le Insurance  Practices  = Projet  de  loi  029.  Loi 
visant  à prévoir  de  justes  pratiques  en  matière 
d’assurance-automobile  / M.  Sergio.  Ire  lecture, 

12  déc.  1995.  1995.  2 p.  Titre  de  la  couverture. 

Projet  de  loi  de  député.  Titre  abrégé  en  anglais: 
Automobile  Insurance  Act,  1995.  Titre  abrégé  en 
français:  Loi  de  1995  sur  l’assurance-automobile. 
Pub.  Ont.  132914  * 1,00$ 

A4089 

Bill  030.  An  Act  to  establish  the  Education 
Quality  and  Accountability  Office  and  to 
amend  the  Education  Act  with  respect  to  the 
Assessment  of  Academic  Achievement  = 

Projet  de  loi  030.  Loi  créant  l’Office  de  la  qualité 
et  de  la  responsabilité  en  éducation  et  modifiant 
la  Loi  sur  l’éducation  en  ce  qui  concerne  l’éva- 
luation du  rendement  scolaire  / l’honorable  J. 
Snobelen,  ministre  de  l’Éducation  et  de  la  For- 
mation. Ire  lecture,  14  déc.  1995.  1995.  10  p. 
Titre  de  la  couverture.  Projet  de  loi  du  gouverne- 
ment. Titre  abrégé  en  anglais:  Education  Quality 
and  Accountability  Office  Act,  1995.  Titre  abrégé 
en  français:  Loi  de  1995  sur  l’Office  de  la  qualité 
et  de  la  responsabilité  en  éducation. 

Pub.  Ont.  132915  *1,50$ 

A4090 

Bill  031 . An  Act  to  establish  the  Ontario  Colle- 
ge of  Teachers  and  to  make  related  amend- 
ments to  certain  statutes  = Projet  de  loi  031. 
Loi  créant  l’Ordre  des  enseignantes  et  des 
enseignants  de  l’Ontario  et  apportant  des  modifi- 
cations connexes  à certaines  lois  / l’honorable  J. 
Snobelen,  ministre  de  l’Éducation  et  de  la  For- 
mation. Ire  lecture,  14  déc.  1995.  1995.  39  p. 
Titre  de  la  couverture.  Projet  de  loi  du  gouverne- 
ment. Titre  abrégé  en  anglais:  Ontario  College  of 
Teachers  Act,  1995.  Titre  abrégé  en  français:  Loi 
de  1995  sur  l’Ordre  des  enseignants  et  des 
enseignantes  de  l’Ontario. 

Pub.  Ont.  132916  * 5,50$ 

Statuts  et  Règlements 

A4091 

Advocacy  Act,  1992  : Statutes  of  Ontario,  1992, 
chapter  26,  and  the  following  regulation  (as 
amended):  General  (O.  Reg.  33/95)  = Loi  de 
1992  sur  l’intervention  : Lois  de  l’Ontario  de 


1992,  chapitre  26,  et  le  règlement  suivant  (tel 
qu’il  est  modifié):  General  (O.  Reg.  33/95).  avril 
1995.  31,  [1]  p.  Titre  de  la  couverture.  Codifica- 
tion administrative.  Règlement  n’a  été  pris  qu’en 
anglais. 

ISBN  0-7778-4224-6 

Pub.  Ont.  110862  D * 4,50$ 

A4092 

Aggregate  Resources  Act  : Revised  Statutes 
of  Ontario,  1990,  Chapter  A. 8,  as  amended  by: 

1993,  chapter  27,  sched.;  1994,  chapter  23,  s.  61; 

1994,  chapter  27,  s,  126,  and  the  following  regu- 

lation (as  amended):  General  (R.R.O.  1990, 
Reg.  15)  = Loi  sur  les  ressources  en  agrégats  : 
Lois  refondues  de  l’Ontario  de  1990,  chapitre 
A.8,  tel  qu’il  est  modifié  par:  l’annexe  du  chap.  27 
de  1993;  l’art.  61  du  chap.  23  de  1994;  l’art.  126 
du  chap.  27  de  1994,  et  le  règlement  suivant  (tel 
qu’il  est  modifié):  Dispositions  générales 

(R.R.O.  1990,  Régi.  15).  avril  1995.  44,  [10]  p.  : 1 
formule.  Titre  de  la  couverture.  Codification 
administrative. 

ISBN  0-7778-3597-5 

Pub.  Ont.  110081  D * 7,00$ 

A4093 

Agricultural  Labour  Relations  Act,  1994  : Sta- 
tutes of  Ontario,  1994,  chapter  6,  together  with 
extracts  from  the  Labour  Relations  Act,  R.S.O. 
1990,  chapter  L.2  = Loi  de  1994  sur  les  relations 
de  travail  dans  l’agriculture  : Lois  de  l’Ontario  de 
1994,  chapitre  6,  ainsi  que  des  extraits  de  la  Loi 
sur  les  relations  de  travail,  L.R.0. 1990,  chapitre 
L.2.  janv.  1995. 80  p.  Titre  de  la  couverture.  Codi- 
fication administrative. 

ISBN  0-7778-3560-6 

Pub.  Ont.  110883  D * 10,50$ 

A4094 

Ambulance  Act  : Revised  Statutes  of  Ontario, 
1990,  chapter  A. 19,  and  the  following  regulation 
(as  amended):  General  (R.R.O.  1990,  Reg.  19)  = 
Loi  sur  les  ambulances  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  A.19,  et  le  règlement 
suivant  (tel  qu’il  est  modifié):  Dispositions  géné- 
rales (R.R.O.  1990,  Régi.  19).  mars  1995.  10, 
[25]  p.  Titre  de  la  couverture.  Codification  admi- 
nistrative. 

ISBN  0-7778-3375-1 

Pub.  Ont.  110080  D * 5,00$ 

A4095 

Animals  for  Research  Act  : Revised  Statutes 
of  Ontario,  1990,  chapter  A.22  ...  = Loi  sur  les 
animaux  destinés  à la  recherche  : Lois  refon- 
dues de  l’Ontario  de  1990,  chapitre  A.22,  tel  qu’il 
est  modifié  par:  l’art.  9 du  chap.  27  de  1994,  et 
les  règlements  suivants  (tels  qu’ils  sont  modi- 
fiés): General  (R.R.O.  1990,  Reg.  22)  ; Fourriè- 
res (R.R.O.  1990,  Régi.  23)  ; Services  de  recher- 
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che  et  animaleries  (R. R. O.  1990,  Régi.  24)  ; 
Transportation  (R.R.O.  1990,  Reg.  25).  juil. 
1995. 16,  [24]  p.  : formules.  Titre  de  la  couvertu- 
re. Codification  administrative.  Certains  règle- 
ments n’ont  été  pris  qu’en  anglais. 

ISBN  0-7778-4534-2 

Pub.  Ont.  110501  D * 5,50$ 

A4096 

Business  Corporations  Act  : Revised  Statutes 
of  Ontario,  1990,  chapter  B.16  ...  = Loi  sur  les 
sociétés  par  actions  : Lois  refondues  de  l’Ontario 
de  1990,  chapitre  B.16,  tel  qu’il  est  modifié  par: 
l’art.  2 du  chap.  16  de  1993;  l’art.  30  du  chap.  17 
de  1994;  l’art.  71  du  chap.  27  de  1994,  et  le  règle- 
ment suivant  (tel  qu’il  est  modifié):  Dispositions 
générales  (R.R.O.  1990,  Régi.  62).  sept.  1995. 
193,  [57]  p.  : formules.  Titre  de  la  couverture. 
Codification  administrative. 

ISBN  0-7778-4443-5 

Pub.  Ont.  110033  D * 20,00$ 

A4097 

Business  Practices  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  B.18  ...  = Loi  sur  les  pra- 
tiques de  commerce  : Lois  refondues  de  l’Onta- 
rio de  1990,  chapitre  B.18,  tel  qu’il  est  modifié 
par:  l’art.  73  du  chap.  27  de  1994.  août  1995. 
14  p.  Titre  de  la  couverture.  Codification  adminis- 
trative. 

ISBN  0-7778-4535-0 

Pub.  Ont.  110052  D * 2,00$ 

A4098 

Child  and  Family  Services  Act  : Revised  Sta- 
tutes of  Ontario,  1990,  chapter  C. 11,  as  amended 
by:  1992,  chapter  32,  s.  3;  1993,  chapter  27, 
sched.;  1994,  chapter  27,  s.  43(2)  = Loi  sur  les 
services  à l’enfance  et  à la  famille  : Lois  refon- 
dues de  l’Ontario  de  1990,  chapitre  C.11,  tel  qu’il 
est  modifié  par:  l’art.  3 du  chap.  32  de  1992; 
l’annexe  du  chap.  27  de  1993;  le  par.  43(2)  du 
chap.  27  de  1994.  avril  1995.  173  p.  Titre  de  la 
couverture.  Codification  administrative. 

ISBN  0-7778-3377-8 

Pub.  Ont.  110016  D * 17,20$ 

A4099 

Collection  Agencies  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  C.14 ...  = Loi  sur  les  agen- 
ces de  recouvrement  : Lois  refondues  de  l’Onta- 
rio de  1990,  chapitre  C.14,  tel  qu’il  est  modifié 
par:  l’art.  76  du  chap.  27  de  1994,  et  le  règlement 
suivant  (tel  qu’il  est  modifié)  : General  (R.R.O. 
1990,  Reg.  74).  juil.  1995.  18,  [7]  p.  : formules. 
Titre  de  la  couverture.  Codification  administra- 
tive. Règlement  n’a  été  pris  qu’en  anglais. 

ISBN  0-7778-4444-3 

Pub.  Ont.  110596  D * 3,50$ 


A4100 

Commercial  Concentration  Tax  Act  : Revised 
Statutes  of  Ontario,  1990,  chapter  C.16  ...  = Loi 
de  l’impôt  sur  les  concentrations  commerciales  : 
Lois  refondues  de  l’Ontario  de  1990,  chapitre 
C.16,  tel  qu’il  est  modifié  par:  l’art.  6 du  chap.  16 
de  1993,  et  le  règlement  suivant  (tel  qu’il  est 
modifié):  General  (R.R.O.  1990,  Reg.  75).  juin 
1995.  20,  [5]  p.  : formules.  Titre  de  la  couverture. 
Codification  administrative.  Règlement  n’a  été 
pris  qu’en  anglais. 

ISBN  0-7778-4206-8 

Pub.  Ont.  110899  D * 3,50$ 

A4101 

Commodity  Futures  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  C.20,  and  the  following 
regulation  (as  amended):  General  (R.R.O.  1990, 
Reg.  90)  = Loi  sur  les  contrats  à terme  sur 
marchandises  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  C.20,  et  le  règlement  suivant  (tel 
qu’il  est  modifié):  General  (R.R.O.  1990,  Reg. 
90).  févr.  1995.  39,  [57]  p.  Titre  de  la  couverture. 
Codification  administrative.  Règlement  n’a  été  | 
pris  qu’en  anglais. 

ISBN  0-7778-3120-1 

Pub.  Ont.  110821  D * 12,50$ 

A4102 

Community  Recreation  Centres  Act  : Revised 
Statutes  of  Ontario,  1990,  chapter  C.22,  and  the 
following  regulation  (as  amended):  General 
(R.R.O.  1990,  Reg.  93)  = Loi  sur  les  centres  de 
loisirs  communautaires  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  C.22,  et  le  règlement 
suivant  (tel  qu’il  est  modifié):  General  (R.R.O. 
1990,  Reg.  93).  janv.  1995.  8,  [2]  p.  Titre  de  la 
couverture.  Codification  administrative.  Règle- 
ment n’a  été  pris  qu’en  anglais. 

ISBN  0-7778-3082-5 

Pub.  Ont.  110735  D*1,50$ 

A4103 

Condominium  Act  : Revised  Statutes  of  Onta- 
rio, 1990,  chapter  C.26,  as  amended  by:  1993, 
chapter  27,  sched.;  1994,  chapter  23,  s.  62,  and 
the  following  regulations  (as  amended):  General 
(R.R.O.  1990,  Reg.  96)  ; Surveys  and  the  Des- 
cription (R.R.O.  1990,  Reg.  97)  = Loi  sur  les  con- 
dominiums : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  C.26,  tel  qu’il  est  modifié  par: 
l’annexe  du  chap.  27  de  1993;  l’art.  62  du  chap. 

23  de  1994,  et  les  règlements  suivants  (tels  qu’ils 
sont  modifiés):  General  (R.R.O.  1990,  Reg.  96)  ; 
Surveys  and  the  Description  (R.R.O.  1990,  Reg. 
97).  avril  1995.  49,  [20]  p.  : formules.  Titre  de  la 
couverture.  Codification  administrative.  Règle- 
ments n’ont  été  pris  qu’en  anglais. 

ISBN  0-7778-3653-X 
Pub.  Ont.  110013 


D * 9,00$ 
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A4104 

Consent  to  Treatment  Act,  1992  : Statutes  of 
Ontario,  1992,  chapter  31,  as  amended  by:  1994, 
chapter  27,  s.  43(2),  and  the  following  regulation 
(as  amended):  General  (O.  Reg.  19/95)  = Loi  de 
1992  sur  le  consentement  au  traitement  : Lois  de 
l’Ontario  de  1992,  chapitre  31,  tel  qu’il  est  modifié 
par:  le  par.  43(2)  du  chap.  27  de  1994,  et  le 
règlement  suivant  (tel  qu’il  est  modifié):  General 
(O.  Reg.  19/95).  avril  1995.  27,  [2]  p.  Titre  de  la 
couverture.  Codification  administrative.  Règle- 
ment n’a  été  pris  qu’en  anglais. 

ISBN  0-7778-4167-3 

Pub.  Ont.  110857  D * 4,00$ 

A4105 

Conservation  Land  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  C.28,  as  amended  by: 
1994,  chapter  27,  s.  128  = Loi  sur  les  terres 
protégées  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  C.28,  tel  qu’il  est  modifié  par:  l’art.  128 
du  chap.  27  de  1994.  mai  1995.  3 p.  Titre  de  la 
couverture.  Codification  administrative. 

ISBN  0-7778-4207-6 

Pub.  Ont.  110888  D*1,50$ 

A4106 

Construction  Lien  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  C.30,  as  amended  by: 
1994,  chapter  27,  s.  42,  and  the  following  regula- 
tion (as  amended):  General  (R.R.0. 1990,  Reg. 

175)  = Loi  sur  le  privilège  dans  l’industrie  de  la 
construction  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  C.30,  tel  qu’il  est  modifié  par:  l’art. 
42  du  chap.  27  de  1994,  et  le  règlement  suivant 
(tel  qu’il  est  modifié):  General  (R. R. O.  1990, 
Reg.  175).  avril  1995.  49,  [24]  p.  : formules.  Titre 
de  la  couverture.  Codification  administrative. 
Règlement  n’a  été  pris  qu’en  anglais. 

ISBN  0-7778-3379-4 

Pub.  Ont.  110022  D * 9,50$ 

A4107 

Consumer  Protection  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  C.31,  as  amended  by: 
1993,  chapter  27,  sched.,  and  the  following  regu- 
lation (as  amended):  General  (R.R.0. 1990,  Reg. 

176)  = Loi  sur  la  protection  du  consommateur  : 
Lois  refondues  de  l’Ontario  de  1990,  chapitre 
C.31 , tel  qu’il  est  modifié  par:  l’annexe  du  chap.  27 
de  1993,  et  le  règlement  suivant  (tel  qu’il  est  modi- 
fié): Dispositions  générales  (R.R.O.  1990,  Régi. 
176).  mars  1995. 19,  [12]  p.  : formules.  Titre  de  la 
couverture.  Codification  administrative. 

ISBN  0-7778-3380-8 

Pub.  Ont.  110152  D * 4,50$ 

A4108 

Consumer  Reporting  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  C.33,  as  amended  by: 
1993,  chapter  27,  sched.;  1994,  chapter  27, 


s.  77,  and  the  following  regulation  (as  amended): 
General  (R.R.O.  1990,  Reg.  177)  = Loi  sur  les 
renseignements  concernant  le  consommateur  : 
Lois  refondues  de  l’Ontario  de  1990,  chapitre 
C.33,  tel  qu’il  est  modifié  par:  l’annexe  du  chap. 
27  de  1993;  l’art.  77  du  chap.  27  de  1994,  et  le 
règlement  suivant  (tel  qu’il  est  modifié):  General 
(R.R.O.  1990,  Reg.  177).  avril  1995.  19,  [2]  p. 
Titre  de  la  couverture.  Codification  administra- 
tive. Règlement  n’a  été  pris  qu’en  anglais. 

ISBN  0-7778-4225-4 

Pub.  Ont.  110598  D * 3,00$ 

A4109 

Coroners  Act  : Revised  Statutes  of  Ontario, 
1990,  chapter  C.37,  as  amended  by:  1993, 
chapter  27,  sched.;  1994,  chapter  27,  s.  136,  and 
the  following  regulation  (as  amended):  General 
(R.R.O.  1990,  Reg.  180)  = Loi  sur  les  coroners  : 
Lois  refondues  de  l’Ontario  de  1990,  chapitre 
C.37,  tel  qu’il  est  modifié  par:  l’annexe  du  chap. 
27  de  1993;  l’art.  136  du  chap.  27  de  1994,  et  le 
règlement  suivant  (tel  qu’il  est  modifié):  Disposi- 
tions générales  (R.R.O.  1990,  Régi.  180).  avril 
1995.  22,  [39]  p.  : formules.  Titre  de  la  couver- 
ture. Codification  administrative. 

ISBN  0-7778-3147-3 

Pub.  Ont.  110053  D * 8,00$ 

A4110 

Corporations  Act  : Revised  Statutes  of  Ontario, 
1990,  chapter  C.38  ...  = Loi  sur  les  personnes 
morales  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  C.38,  tel  qu’il  est  modifié  par:  l’art.  6 du 
chap.  32  de  1992;  l’art.  3 du  chap.  16  de  1993; 
l’annexe  du  chap.  27  de  1993;  l’art.  384  du  chap. 
11  de  1994;  l’art.  31  du  chap.  17  de  1994;  l’art.  78 
du  chap.  27  de  1994,  et  le  règlement  suivant  (tel 
qu’il  est  modifié):  Dispositions  générales 

(R.R.O.  1990,  Régi.  181).  sept.  1995. 166,  [49]  p.  : 
formules.  Titre  de  la  couverture.  Codification 
administrative. 

ISBN  0-7778-4536-9 

Pub.  Ont.  110054  D * 24,00$ 

A4111 

Corporations  Information  Act  : Revised  Statu- 
tes of  Ontario,  1990,  chapter  C.39,  as  amended 
by:  1994,  chapter  17,  ss.  33-43;  1994,  chap- 
ter 27,  s.  79,  and  the  following  regulation  (as 
amended):  General  (R.R.O.  1990,  Reg.  182)  = 
Loi  sur  les  renseignements  exigés  des  per- 
sonnes morales  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  C.39,  tel  qu’il  est  modifié  par:  les 
art.  33  à 43  du  chap.  17  de  1994;  l’art.  79  du 
chap.  27  de  1994,  et  le  règlement  suivant  (tel 
qu’il  est  modifié):  Dispositions  générales 
(R.R.O.  1990,  Régi.  182).  avril  1995.  9,  [4]  p.  Titre 
de  la  couverture.  Codification  administrative. 
ISBN  0-7778-3374-3 
Pub.  Ont.  110792 


D * 2,00$ 
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A4112 

Corporations  Tax  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  C.40,  as  amended  by: 
1992,  chapter  3;  1994,  chapter  14,  and  the  follo- 
wing regulation  (as  amended):  General  (R.R.O. 
1990,  Reg.  183)  = Loi  sur  l’imposition  des  corpo- 
rations : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  C.40,  tel  qu’il  est  modifié  par:  le  chap.  3 
de  1992;  le  chap.  14  de  1994,  et  le  règlement 
suivant  (tel  qu’il  est  modifié):  General  (R.R.O. 
1990,  Reg.  183).  janv.  1995. 185,  [29]  p.  : formu- 
les. Titre  de  la  couverture.  Codification  adminis- 
trative. Règlement  n’a  été  pris  qu’en  anglais. 
ISBN  0-7778-2937-1 

Pub.  Ont.  110771  D * 18,00$ 

A4113 

[Courts  of  Justice  Act]  : Rules  of  the  Ontario 
Court  (Provincial  Division)  in  Family  Law  Procee- 
dings under  the  Courts  of  Justice  Act  : Regulation 
199  of  the  Revised  Regulations  of  Ontario,  1990 
(as  amended)  = [Loi  sur  les  tribunaux  judiciaires]  : 
Règles  de  la  Cour  de  l’Ontario  (Division  provincia- 
le) en  matière  de  droit  de  la  famille  pris  en  applica- 
tion de  la  Loi  sur  les  tribunaux  judiciaires  : Règle- 
ment 199  des  Règlements  refondus  de  1990  (tel 
qu’il  est  modifié),  mai  1995. 169  p.  : formules.  Titre 
de  la  couverture.  Codification  administrative. 
ISBN  0-7778-3305-0 

Pub.  Ont.  110554  D * 17,20$ 

A4114 

[Courts  of  Justice  Act]  : Family  Court  Rules 
under  the  Courts  of  Justice  Act  : Regulation  202 
of  the  Revised  Regulations  of  Ontario,  1990  (as 
amended)  = [Loi  sur  les  tribunaux  judiciaires]  : 
Règles  de  la  Cour  de  la  famille  pris  en  applica- 
tion de  la  Loi  sur  les  tribunaux  judiciaires  : Règle- 
ment 202  des  Règlements  refondus  de  l’Ontario 
de  1990  (tel  qu’il  est  modifié),  juin  1995. 127  p.  : 
formules.  Titre  de  la  couverture.  Codification 
administrative. 

ISBN  0-7778-3307-7 

Pub.  Ont.  110553  D * 14,70$ 

A4115 

Courts  of  Justice  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  C.43  ...  = Loi  sur  les  tribu- 
naux judiciaires  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  C.43,  tel  qu’il  est  modifié  par:  le 
chap.  46  de  1991;  l’annexe  du  chap.  27  de  1993; 
le  Régi,  de  l’Ont.  922/93;  les  art.  1 à 48  du  chap. 
12  de  1994;  l’art.  43  du  chap.  27  de  1994.  août 
1995. 105  p.  Titre  de  la  couverture.  Codification 
administrative. 

ISBN  0-7778-4519-9 

Pub.  Ont.  110055  D * 13,00$ 

A4116 

[Credit  Unions  and  Caisses  Populaires  Act, 
1994]  : Ontario  Regulation  76/95  made  under 


the  Credit  Unions  and  Caisses  Populaires  Act, 
1994  = [Loi  de  1994  sur  les  caisses  populaires  et 
les  credit  unions]  : Règlement  de  l’Ontario  76/95 
pris  en  application  de  la  Loi  de  1994  sur  les  cais- 
ses populaires  et  les  credit  unions.  [1995].  p. 
282-343  : formules.  Titre  de  départ.  Titre  cou- 
rant: The  Ontario  gazette  = La  gazette  de  l’Onta- 
rio. Les  pages  portent  aussi  la  numérotation 
766-827.  Avec:  Règlement  de  l’Ontario  77/95- 
Règlement  de  l’Ontario  79/95. 

Pub.  Ont.  110879  * 8,00$ 

A4117 

Credit  Unions  and  Caisses  Populaires  Act, 
1994  : Statutes  of  Ontario,  1994,  chapter  11  ...  = 
Loi  de  1994  sur  les  caisses  populaires  et  les 
credit  unions  : Lois  de  l’Ontario  de  1994,  chapitre 
11,  et  les  règlements  suivants  (tels  qu’ils  sont 
modifiés):  Caisses  populaires  (Régi,  de  l’Ont. 
75/95)  ; Société  ontarienne  d’assurance-dépôts 
(Régi,  de  l’Ont.  78/95)  ; Fédérations  (Régi,  de 
l’Ont.  77/95)  ; Fonds  de  stabilisation  créés  en 
vertu  d’une  loi  antérieure  (Régi,  de  l’Ont.  79/95). 
sept.  1995.  149,  [62]  p.  : formules.  Titre  de  la 
couverture.  Codification  administrative. 

ISBN  0-7778-4446-X 

Pub.  Ont.  110056  D * 25,50$ 

A4118 

Crown  Forest  Sustainability  Act,  1994  : Statu- 
tes of  Ontario,  1994,  chapter  25,  and  the  follo- 
wing regulation  (as  amended):  General  (O.  Reg. 
167/95)  = Loi  de  1994  sur  la  durabilité  des  forêts 
de  la  Couronne  : Lois  de  l’Ontario  de  1994,  cha- 
pitre 25,  et  le  règlement  suivant  (tel  qu’il  est 
modifié):  General  (O.  Reg.  167/95).  août  1995. 
35,  [6]  p.  Titre  de  la  couverture.  Codification  ad- 
ministrative. Règlement  n’a  été  pris  qu’en  anglais. 
ISBN  0-7778-4537-7 

Pub.  Ont.  110910  D * 5,50$ 

A4119 

Dangerous  Goods  Transportation  Act  : Re- 
vised Statutes  of  Ontario,  1990,  chapter  D.1,  and 
the  following  regulation  (as  amended):  General 
(R.R.O.  1990,  Reg.  261)  = Loi  sur  le  transport  de 
matières  dangereuses  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  D.1,  et  le  règlement 
suivant  (tel  qu’il  est  modifié):  General  (R.R.O. 
1990,  Reg.  261).  juil.  1995.  8,  [1]  p.  Titre  de  la 
couverture.  Codification  administrative.  Règle- 
ment n’a  été  pris  qu’en  anglais. 

ISBN  0-7778-4538-5 

Pub.  Ont.  110727  D * 1,50$ 

A4120 

Day  Nurseries  Act  : Revised  Statutes  of  Onta- 
rio, 1990,  chapter  D.2,  and  the  following  regula- 
tion (as  amended):  General  (R.R.O.  1990,  Reg. 
262)  = Loi  sur  les  garderies  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  D.2,  et  le  règlement 
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suivant  (tel  qu’il  est  modifié):  Dispositions  géné- 
rales (R. R. O.  1990,  Régi.  262).  janv.  1995.  18, 
[51]  p.  : formules.  Titre  de  la  couverture.  Codifi- 
cation administrative. 

ISBN  0-7778-3203-8 

Pub.  Ont.  110017  D * 9,00$ 

A4121 

Development  Corporations  Act  : Revised  Sta- 
tutes of  Ontario,  1990,  chapter  D.10  ...  = Loi  sur 
les  sociétés  de  développement  : Lois  refondues 
de  l’Ontario  de  1990,  chapitre  D.10,  et  les  règle- 
ments suivants  (tels  qu’ils  sont  modifiés):  Appro- 
val of  Loans  and  Guarantees  (O.  Reg.  77/91)  ; 
Innovation  Ontario  Corporation  (R.R.O.  1990, 
Reg.  269)  ; Ontario  Aerospace  Corporation  (O. 
Reg.  111/92)  ; The  Ontario  Film  Development 
Corporation  (R.R.O.  1990,  Reg.  270)  ; Ontario 
International  Trade  Corporation  (O.  Reg.  512/ 
94).  févr.  1995.  11,  [8]  p.  Titre  de  la  couverture. 
Codification  administrative.  Règlements  n’ont 
été  pris  qu’en  anglais. 

ISBN  0-7778-3077-9 

Pub.  Ont.  110644  D * 3,00$ 

A4122 

Drainage  Act  : Revised  Statutes  of  Ontario,  1990, 
chapter  D.17,  as  amended  by:  1992,  chapter  32, 
s.  8 = Loi  sur  le  drainage  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  D.17,  tel  qu’il  est  modi- 
fié par:  l’art.  8 du  chap.  32  de  1992.  avril  1995. 
55  p.  Titre  de  la  couverture.  Codification  adminis- 
trative. 

ISBN  0-7778-3073-6 

Pub.  Ont.  110509  D * 7,50$ 

A4123 

Edible  Oil  Products  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  E.1,  as  amended  by: 
1994,  chapter  27,  s.  17,  and  the  following  regula- 
tion (as  amended):  General  (R.R.O.  1990,  Reg. 
282)  = Loi  sur  les  produits  oléagineux  comesti- 
bles : Lois  refondues  de  l’Ontario  de  1990,  chapi- 
tre E.1,  tel  qu’il  est  modifié  par:  l’art.  17  du  chap.  27 
de  1994,  et  le  règlement  suivant  (tel  qu’il  est  modi- 
fié): General  (R.R.O.  1990,  Reg.  282).  mars  1995. 
7,  [2]  p.  Titre  de  la  couverture.  Codification  admi- 
nistrative. Règlement  n’a  été  pris  qu’en  anglais. 
ISBN  0-7778-3294-1 

Pub.  Ont.  110510  D * 1,50$ 

A4124 

[Education  Act]  : Trustee  Distribution  Regula- 
tion under  the  Education  Act  : Regulation  313  of 
the  Revised  Regulations  of  Ontario,  1990  (as 
amended)  = [Loi  sur  l’éducation]  : Règlement  sur 
la  répartition  des  conseillers  scolaires  pris  en 
application  de  la  Loi  sur  l’éducation  : Règlement 
313  des  Règlements  refondus  de  l’Ontario  de 
1990  (tel  qu’il  est  modifié),  avril  1995.  [2]  p.  Titre 
de  la  couverture. 

ISBN  0-7778-3297-6 

Pub.  Ont.  110619  D*1,00$ 


A4125 

Employee  Share  Ownership  Plan  Act  : Revi- 
sed Statutes  of  Ontario,  1990,  chapter  E.10  ...  = 
Loi  sur  le  régime  d’actionnariat  des  employés  : 
Lois  refondues  de  l’Ontario  de  1990,  chapitre 
E.10,  tel  qu’il  est  modifié  par:  l’art.  7 du  chap.  16 
de  1993,  et  les  règlements  suivants  (tels  qu’ils 
sont  modifiés):  Forms  (R.R.O.  1990,  Reg.  317)  ; 
General  (R.R.O.  1990,  Reg.  318).  juin  1995.  23, 
[1]  p.  : formules.  Titre  de  la  couverture.  Codifica- 
tion administrative.  Règlements  n’ont  été  pris 
qu’en  anglais. 

ISBN  0-7778-4208-4 

Pub.  Ont.  110898  D * 6,00$ 

A4126 

Employment  Equity  Act,  1993  : Statutes  of 
Ontario,  1993,  chapter  35  ...  = Loi  de  1993  sur 
l’équité  en  matière  d’emploi  : Lois  de  l’Ontario  de 
1993,  chapitre  35,  et  les  règlements  suivants 
(tels  qu’ils  sont  modifiés):  Lieux  de  travail  auto- 
chtones (Régi,  de  l’Ont.  386/94)  ; Industrie  agri- 
cole (Régi,  de  l’Ont.  388/94)  ; Industrie  de  la 
construction  (Régi,  de  l’Ont.  387/94)  ; Defini- 
tions (Régi,  de  l’Ont.  389/94)  ; Dispositions 
générales  (Régi,  de  l’Ont.  390/94).  juin  1995. 29, 
[19]  p.  : formules.  Titre  de  la  couverture.  Codifi- 
cation administrative. 

ISBN  0-7778-4163-0 

Pub.  Ont.  110895  D Épuisé 

A4127 

Employment  Standards  Act  : Revised  Statu- 
tes of  Ontario,  1990,  chapter  E.14  ...  = Lois  sur 
les  normes  d’emploi  : Lois  refondues  de  l’Onta- 
rio de  1990,  chapitre  E.14,  tel  qu’il  est  modifié 
par:  les  art.  13  à 17  du  chap.  5 de  1991;  le  chap. 
1 6 de  1 991  ; l’art.  2 du  chap.  43  de  1 991  ; les  art.  58 
à 61  du  chap.  21  de  1992;  l’art.  4 et  l’annexe  du 
chap.  27  de  1993;  l’art.  64  du  chap.  38  de  1993; 
les  art.  57  et  119  du  chap.  27  de  1994,  et  les 
règlements  suivants  (tels  qu’ils  sont  modifiés): 
Agricultural  Industry  Advisory  Committee  (O. 
Reg.  48/91)  ; Benefit  Plans  (R.R.O.  1990,  Reg. 
321)  ; Consolidated  Hearings  (O.  Reg.  591/91)  ; 
Definition  - “By  an  Employer”,  Subsection  58(2) 
(O.  Reg.  168/95)  ; Domestics,  Nannies  and  Sit- 
ters (R.R.O.  1990,  Reg.  322)  ; Employee  Wage 
Protection  Program  (O.  Reg.  590/91)  ; Forms 
(R.R.O.  1990,  Reg.  323)  ; Fruit,  Vegetable  and 
Tobacco  Harvesters  (R.R.O.  1990,  Reg.  324)  ; 
General  (R.R.O.  1990,  Reg.  325)/Dispositions 
générales  (R.R.O.  1990,  Régi.  325)  ; Residential 
Care  Workers  (R.R.O.  1990,  Reg.  326)  ; Termi- 
nation of  Employment  (R.R.O.  1990,  Reg.  327). 
avril  1995.  71,  [26]  p.  : formules.  Titre  de  la  cou- 
verture. Codification  administrative.  La  plupart 
des  règlements  n’a  été  pris  qu’en  anglais. 

ISBN  0-7778-3382-4 

Pub.  Ont.  110003  D Épuisé 
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A4128 

Energy  Act  : Revised  Statutes  of  Ontario,  1990, 
chapter  E.16  ...  = Loi  sur  les  hydrocarbures  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  E.16,  tel 
qu’il  est  modifié  par:  l’annexe  du  chap.  27  de 
1993;  l’art.  81  du  chap.  27  de  1994,  et  les  règle- 
ments suivants  (tel  qu’il  sont  modifiés):  Fuel  Oil 
Code  (R. R. O.  1990,  Reg.  329)  ; Gas  Pipeline 
Systems  (R. R. O.  1990,  Reg.  330)  ; Gas  Utiliza- 
tion Code  (R. R. 0. 1990,  Reg.  331)  ; Oil  Pipeline 
Systems  (R. R. 0. 1990,  Reg.  332)  ; Propane  Sto- 
rage, Handling  and  Utilization  Code  (O.  Reg. 
250/94).  juil.  1995. 13,  [27]  p.  Titre  de  la  couver- 
ture. Codification  administrative.  Règlements 
n’ont  été  pris  qu’en  anglais. 

ISBN  0-7778-4445-1 

Pub.  Ont.  110058  D * 6,00$ 

A4129 

Environmental  Bill  of  Rights,  1993  : Statutes 
of  Ontario,  1993,  chapter  28  ...  = Charte  des 
droits  environnementaux  de  1993  : Lois  de 
l’Ontario  de  1993,  chapitre  28,  et  les  règlements 
suivants  (tels  qu’ils  sont  modifiés):  Classification 
of  Proposals  for  Instruments  (O.  Reg.  681/94)  ; 
General  (O.  Reg.  73/94).  juin  1995.  49,  [5]  p. 
Titre  de  la  couverture.  Codification  administra- 
tive. Règlements  n’ont  été  pris  qu’en  anglais. 
ISBN  0-7778-4209-2 

Pub.  Ont.  110900  D * 7,50$ 

A4130 

Environmental  Protection  Act  : Revised  Sta- 
tutes of  Ontario,  1990,  chapter  E.19  ...  = Loi  sur  la 
protection  de  l’environnement  : Lois  refondues 
de  l’Ontario  de  1990,  chapitre  E.19,  tel  qu’il  est 
modifié  par:  les  art.  22  à 35  du  chap.  1 de  1992; 
l’annexe  du  chap.  5 de  1993;  le  chap.  5 de  1994; 
l’art.  66  du  chap.  23  de  1994;  l’art.  115  du  chap. 
27  de  1994,  et  le  règlement  suivant  (tel  qu’il  est 
modifié):  General-Air  Pollution  (R. R. O.  1990, 
Reg.  346).  mars  1995. 123,  [33]  p.  : ill.  Titre  de  la 
couverture.  Codification  administrative.  Règle- 
ment n’a  été  pris  qu’en  anglais. 

ISBN  0-7778-3080-9 

Pub.  Ont.  110008  D * 16,90$ 

A4131 

Estates  Administration  Act  : Revised  Statutes 
of  Ontario,  1990,  chapter  E.22  ...  = Loi  sur 
l’administration  des  successions  : Lois  refon- 
dues de  l’Ontario  de  1990,  chapitre  E.22,  tel  qu’il 
est  modifié  par:  l’art.  10  du  chap.  32  de  1992;  le 
par.  43(2)  du  chap.  27  de  1994.  août  1995. 15  p.  : 
formules.  Titre  de  la  couverture.  Codification 
administrative. 

ISBN  0-7778-4448-6 

Pub.  Ont.  110558  D * 2,50$ 

A4132 

Family  Benefits  Act  : Revised  Statutes  of  Onta- 
rio, 1990,  chapter  F.2,  as  amended  by:  1993, 


chapter  27,  sched.,  and  the  following  regulation 
(as  amended):  General  (R.R.0. 1990,  Reg.  366)  = 

Loi  sur  les  prestations  familiales  : Lois  refondues 
de  l’Ontario  de  1990,  chapitre  F.2,  tel  qu’il  est 
modifié  par:  l’annexe  du  chap.  27  de  1993,  et  le 
règlement  suivant  (tel  qu’il  est  modifié):  General 
(R. R. O.  1990,  Reg.  366).  avril  1995.  11,  [38]  p.  : 
formules.  Titre  de  la  couverture.  Codification  ad- 
ministrative. Règlement  n’a  été  pris  qu’en  anglais. 
ISBN  0-7778-3378-6 

Pub.  Ont.  110060  D * 6,50$ 

A4133 

Fire  Marshals  Act  : Revised  Statutes  of  Onta- 
rio, 1990,  chapter  F.17,  as  amended  by:  1991, 
chapter  45;  1993,  chapter  27,  sched.,  and  the 
following  regulations  (as  amended):  Fire  Code 
(R.R.0. 1990,  Reg.  454)  ; General  (R.R.0. 1990, 
Reg.  455)  = Loi  sur  les  commissaires  des  incen- 
dies : Lois  refondues  de  l’Ontario  de  1990,  chapi- 
tre F.17,  tel  qu’il  est  modifié  par:  le  chap.  45  de 
1991;  l’annexe  du  chap.  27  de  1993,  et  les  règle- 
ments suivants  (tels  qu’ils  sont  modifiés):  Fire 
Code  (R.R.0. 1990,  Reg.  454)  ; General  (R.R.O. 
1990,  Reg.  455).  nov.  1994.  25,  [75]  p.  Titre  de  la 
couverture.  Codification  administrative.  Règle- 
ments n’ont  été  pris  qu’en  anglais. 

ISBN  0-7778-3071 -X 

Pub.  Ont.  110077  D * 12,80$ 

A4134 

Forest  Fires  Prevention  Act  : Revised  Statutes 
of  Ontario,  1990,  chapter  F.24,  and  the  following 
regulation  (as  amended):  General  (R.R.O.  1990, 
Reg.  457)  = Loi  sur  la  prévention  des  incendies  de 
forêt  : Lois  refondues  de  l’Ontario  de  1990,  chapi- 
tre F.24,  et  le  règlement  suivant  (tel  qu’il  est  modi- 
fié): General  (R.R.O.  1990,  Reg.  457).  juin  1995. 

9,  [12]  p.  Titre  de  la  couverture.  Codification  admi- 
nistrative. Règlement  n’a  été  pris  qu’en  anglais. 
ISBN  0-7778-4164-9 

Pub.  Ont.  110157  D * 3,00$ 

A4135 

Freedom  of  Information  and  Protection  of 
Privacy  Act  : Revised  Statutes  of  Ontario,  1990,  ' 
chapter  F.31 ...  = Loi  sur  l’accès  à l’information  et 
la  protection  de  la  vie  privée  : Lois  refondues  de  * 
l’Ontario  de  1990,  chapitre  F.31 , tel  qu’il  est  modi-  I 
fié  par:  l’art.  1 du  chap.  14  de  1992;  l’art.  13  du  t 
chap.  32  de  1992;  l’art.  65  du  chap.  38  de  1993; 
l’art.  388  du  chap.  11  de  1994;  l’art.  49  du  chap. 

12  de  1994,  et  les  règlements  suivants  (tels  qu’ils 
sont  modifiés):  Disposal  of  Personal  Information  i 
(R.R.O.  1990,  Reg.  459)  ; Dispositions  géné- 
rales (R.R.O.  1990,  Régi.  460).  avril  1995.  42, 
[24]  p.  : formules.  Titre  de  la  couverture.  Codifi- 
cation administrative.  Certains  règlements  n’ont 
été  pris  qu’en  anglais. 

ISBN  0-7778-3633-5 
Pub.  Ont.  110023 


D * 9,00$ 
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A4136 

French  Language  Services  Act  : Revised  Statu- 
tes of  Ontario,  1990,  chapter  F.32  ...  = Loi  sur  les 
services  en  français  : Lois  refondues  de  l’Ontario 
de  1990,  chapitre  F.32,  tel  qu’il  est  modifié  par: 
l’annexe  du  chap.  27  de  1993,  et  les  règlements 
suivants  (tels  qu’ils  sont  modifiés):  Désignation  de 
régions  additionnelles  (Régi,  de  l’Ont.  407/94)  ; 
Désignation  d’organismes  offrant  des  services 
publics  (Régi,  de  l’Ont.  398/93)  ; Exemptions 
(Régi,  de  l’Ont.  671/92).  juil.  1995.  7,  [10]  p.  Titre 
de  la  couverture.  Codification  administrative. 
ISBN  0-7778-4489-3 

Pub.  Ont.  110027  D * 3,00$ 

A4137 

Game  and  Fish  Act  : Revised  Statutes  of  Onta- 
rio, 1990,  chapter  G.1  ...  = Loi  sur  la  chasse  et  la 
pêche  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  G.1,  tel  qu’il  est  modifié  par:  l’annexe  du 
chap.  27  de  1993;  l’art.  3 du  chap.  31  de  1993;  les 
arts.  65  et  66  du  chap.  17  de  1994;  l’art.  129  du 
chap.  27  de  1994.  juin  1995.  37  p.  Titre  de  la 
couverture.  Codification  administrative. 

ISBN  0-7778-4210-6 

Pub.  Ont.  110159  D * 5,00$ 

A4138 

Gaming  Control  Act,  1992  : Statutes  of  Ontario, 
1992,  chapter  24  ...  = Loi  de  1992  sur  la  régle- 
mentation des  jeux  : Lois  de  l’Ontario  de  1992, 
chapitre  24,  tel  qu’il  est  modifié  par:  les  art.  25  à 
43  du  chap.  25  de  1993,  et  les  règlements  sui- 
| vants  (tels  qu’ils  sont  modifiés):  General  (O. 

Reg.  70/94)  ; Inscription  des  fournisseurs  et  des 
; préposés  au  jeu  - jeux  de  hasard  se  déroulant 
dans  des  casinos  (Régi,  de  l’Ont.  69/94)  ; In- 
1 scription  des  fournisseurs  et  des  préposés  au 
jeu  - jeux  de  hasard  ne  se  déroulant  pas  dans 
des  casinos  (Régi,  de  l’Ont.  68/94).  janv.  1995. 
28,  [21]  p.  Titre  de  la  couverture.  Codification 
administrative.  Certaines  règlements  n’ont  été 
pris  qu’en  anglais. 

ISBN  0-7778-3364-6 

i Pub.  Ont.  110878  * 6,50$ 

A4139 

Healing  Arts  Radiation  Protection  Act  : Re- 
vised Statutes  of  Ontario,  1990,  chapter  H.2  ...  = 
Loi  sur  la  protection  contre  les  rayons  X : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  H.2,  tel 
qu’il  est  modifié  par:  l’art.  14  du  chap.  32  de  1992, 
et  les  règlements  suivants  (tels  qu’ils  sont  modi- 
fiés): Hospitals  Prescribed  for  the  Installation  and 
Operation  of  Computerized  Axial  Tomography 
Scanners  (R.R.0. 1990,  Reg.  542)  ; X-Ray  Safety 
Code  (R.R.O.  1990,  Reg.  543).  avril  1995.  17, 
[11]  p.  Titre  de  la  couverture.  Codification  adminis- 
trative. Règlements  n’ont  été  pris  qu’en  anglais. 
ISBN  0-7778-3376-X 

Pub.  Ont.  110660  D * 4,00$ 


A4140 

Health  Insurance  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  H.6  ...  = Loi  sur 
l’assurance-santé  : Lois  refondues  de  l’Ontario 
de  1990,  chapitre  H.6,  tel  qu’il  est  modifié  par: 
l’art.  15  du  chap.  32  de  1992;  l’art.  12  du  chap.  2 
de  1993;  l’art.  53  du  chap.  10  de  1993;  l’art.  2 du 
chap.  32  de  1993;  les  arts.  68  à 74  du  chap.  17  de 
1994,  et  les  règlements  suivants  (tels  qu’ils  sont 
modifiés):  Eligible  Physicians  (O.  Reg.  883/93)  ; 
General  (R.R.O.  1990,  Reg.  552)  ; Mandatory 
and  Voluntary  Reporting  (O.  Reg.  590/94)  ; 
Number  of  Members  on  Committees  (O.  Reg. 
222/94  ; Special  Payments  for  Physiotherapy 
Services  (O.  Reg.  755/91)  ; Special  Payments  to 
Physicians  (O.  Reg.  278/91).  juin  1995.  38, 
[61]  p.  : 1 formule.  Titre  de  la  couverture.  Codifi- 
cation administrative.  Règlements  n’ont  été  pris 
qu’en  anglais. 

ISBN  0-7778-3078-7 

Pub.  Ont.  110062  D * 13,00$ 

A4141 

[Health  Protection  and  Promotion  Act]  : War- 
rant Regulation  under  the  Health  Protection  and 
Promotion  Act  : Regulation  572  of  the  Revised 
Regulations  of  Ontario,  1990  (as  amended)  = 
[Loi  sur  la  protection  et  la  promotion  de  la  santé]  : 
Règlement  sur  le  mandat  pris  en  application  de 
la  Loi  sur  la  protection  et  la  promotion  de  la 
santé  : Règlement  572  des  Règlements  refon- 
dus de  l’Ontario  de  1990  (tel  qu’il  est  modifié), 
mai  1995.  3 p.  : tout  en  formules.  Titre  de  la 
couverture.  Codification  administrative. 

ISBN  0-7778-3299-2 

Pub.  Ont.  110663  D * 1,00$ 

A4142 

[Health  Protection  and  Promotion  Act]  : Capi- 
tal Assistance  Grants  for  Boards  of  Health  Regu- 
lation under  the  Health  Protection  and  Promotion 
Act  : Regulation  555  of  the  Revised  Regulations 
of  Ontario,  1990  (as  amended)  = [Loi  sur  la  protec- 
tion et  la  promotion  de  la  santé]  : Règlement  sur 
les  subventions  d’immobilisation  aux  conseils  de 
santé  : pris  en  application  de  la  Loi  sur  la  protec- 
tion et  la  promotion  de  la  santé  : Règlement  555 
des  Règlements  refondus  de  l’Ontario  de  1990  (tel 
qu’il  est  modifié),  mai  1995. 2 p.  Titre  de  la  couver- 
ture. Codification  administrative. 

ISBN  0-7778-3302-6 

Pub.  Ont.  110892  D * 0,50$ 

A4143 

[Health  Protection  and  Promotion  Act]  : Qua- 
lifications of  Boards  of  Health  Staff  Regulation 
under  the  Health  Protection  and  Promotion  Act  : 
Regulation  566  of  the  Revised  Regulations  of 
Ontario,  1990  (as  amended)  = [Loi  sur  la  protec- 
tion et  la  promotion  de  la  santé]  : Règlement  sur 
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les  qualifications  du  personnel  des  conseils  de 
santé  pris  en  application  de  la  Loi  sur  la  protec- 
tion et  la  promotion  de  la  santé  : Règlement  566 
des  Règlements  refondus  de  l’Ontario  de  1990 
(tel  qu’il  est  modifié),  mai  1995.  2 p.  Titre  de  la 
couverture.  Codification  administrative. 

ISBN  0-7778-3304-2 

Pub.  Ont.  110664  D*1,00$ 

A4144 

[Health  Protection  and  Promotion  Act]  : 

School  Health  Services  and  Programs  Regula- 
tion under  the  Health  Protection  and  Promotion 
Act  : Regulation  570  of  the  Revised  Regulations 
of  Ontario,  1990  (as  amended)  = [Loi  sur  la  pro- 
tection et  la  promotion  de  la  santé]  : Règlement 
sur  les  services  et  programmes  de  santé  scolai- 
re pris  en  application  de  la  Loi  sur  la  protection  et 
la  promotion  de  la  santé  : Règlement  570  des 
Règlements  refondus  de  l’Ontario  de  1990  (tel 
qu’il  est  modifié),  mai  1995.  2 p.  Titre  de  la  cou- 
verture. Codification  administrative. 

ISBN  0-7778-3298-4 

Pub.  Ont.  110670  D*1,00$ 

A4145 

[Health  Protection  and  Promotion  Act]  : 

Recreational  Camps  Regulation  under  the 
Health  Protection  and  Promotion  Act  : Regula- 
tion 568  of  the  Revised  Regulations  of  Ontario, 
1990  (as  amended)  = [Loi  sur  la  protection  et  la 
promotion  de  la  santé]  : Règlement  sur  les 
camps  de  loisirs  pris  en  application  de  la  Loi  sur 
la  protection  et  la  promotion  de  la  santé  : Règle- 
ment 568  des  Règlements  refondus  de  l’Ontario 
de  1990  (tel  qu’il  est  modifié),  mai  1995. 10  p.  Titre 
de  la  couverture.  Codification  administrative. 
ISBN  0-7778-3037-X 

Pub.  Ont.  110668  D*1,50$ 

A4146 

[Health  Protection  and  Promotion  Act]  : Cli- 
nics for  Sexually  Transmitted  Diseases  Regula- 
tion under  the  Health  Protection  and  Promotion 
Act  : Regulation  556  of  the  Revised  Regulations 
of  Ontario,  1990  (as  amended)  = [Loi  sur  la  pro- 
tection et  la  promotion  de  la  santé]  : Règlement 
sur  les  cliniques  pour  les  maladies  sexuellement 
transmissibles  pris  en  application  de  la  Loi  sur  la 
protection  et  la  promotion  de  la  santé  : Règle- 
ment 556  des  Règlements  refondus  de  l’Ontario 
de  1990  (tel  qu’il  est  modifié),  mai  1995.  2 p.  Titre 
de  la  couverture.  Codification  administrative. 
ISBN  0-7778-3303-4 

Pub.  Ont.  110667  D*1,00$ 

A4147 

[Health  Protection  and  Promotion  Act]  : 

Camps  in  Unorganized  Territory  Regulation 
under  the  Health  Protection  and  Promotion  Act  : 
Regulation  554  of  the  Revised  Regulations  of 


Ontario,  1990  (as  amended)  = [Loi  sur  la  protec- 
tion et  la  promotion  de  la  santé]  : Règlement  sur  | 
les  camps  dans  des  territoires  non  érigés  en  I 
municipalités  pris  en  application  de  la  Loi  sur  la 
protection  et  la  promotion  de  la  santé  : Règle- 
ment 554  des  Règlements  refondus  de  l’Ontario 
de  1990  (tel  qu’il  est  modifié),  mai  1995. 10  p.  Titre 
de  la  couverture.  Codification  administrative. 

ISBN  0-7778-3036-1 

Pub.  Ont.  110665  D*1,50$ 

A4148 

Health  Protection  and  Promotion  Act  : Re- 
vised Statutes  of  Ontario,  1990,  chapter  H.7,  as 
amended  by:  1992,  chapter  32,  s.  16;  1994, 
chapter  26,  s.  71  = Loi  sur  la  protection  et  la 
promotion  de  la  santé  : Lois  refondues  de  l’Onta- 
rio de  1990,  chapitre  H.7,  tel  qu’il  est  modifié  par: 
l’art.  16  du  chap.  32  de  1992;  l’art.  71  du  chap.  26 
de  1994.  août  1995.  57  p.  Titre  de  la  couverture. 
Codification  administrative. 

ISBN  0-7778-4539-3 

Pub.  Ont.  110034  D * 7,50$ 

A4149 

Historical  Parks  Act  : Revised  Statutes  of  > 
Ontario,  1990,  chapter  H.9,  and  the  following  I 
regulation  (as  amended):  Historical  Parks-Fees  - 
(O.  Reg.  257/94)  ; Parks  (R.R.O.  1990,  Reg. 
633)  = Loi  sur  les  parcs  historiques  : Lois  refon- 
dues de  l’Ontario  de  1990,  chapitre  H.9,  et  les  ^ 
règlements  suivants  (tels  qu’ils  sont  modifiés):  il 
Historical  Parks-Fees  (O.  Reg.  257/94)  ; Parks 
(R.R.O.  1990,  Reg.  633).  janv.  1995.  [7]  p.  Titre  I 
de  la  couverture.  Codification  administrative. 
Règlement  n’a  été  pris  qu’en  anglais. 

ISBN  0-7778-3076-0 

Pub.  Ont.  110736  D*1,50$ 

A4150 

Homes  for  the  Aged  and  Rest  Homes  Act  : 

Revised  Statutes  of  Ontario,  1990,  chap- 
ter  H.13  ...  = Loi  sur  les  foyers  pour  personnes  $ 
âgées  et  les  maisons  de  repos  : Lois  refondues 
de  l’Ontario  de  1990,  chapitre  H.13,  tel  qu’il  est  if 
modifié  par:  les  art.  13  à 22  du  chap.  2 de  1993;  i 
l’annexe  du  chap.  27  de  1993;  l’art.  73  du  chap. 

26  de  1994,  et  le  règlement  suivant  (tel  qu’il  est  : < 
modifié):  General  (R.R.O.  1990,  Reg.  637).  juil.  I 
1995.  41,  [29]  p.  Titre  de  la  couverture.  Codifica-  | 
tion  administrative.  Règlement  n’a  été  pris  qu’en 
anglais. 

ISBN  0-7778-4226-2 

Pub.  Ont.  110163  D * 9,50$  t 

A4151 

Human  Rights  Code  : Revised  Statutes  of 
Ontario,  1990,  chapter  H.19,  as  amended  by:  ; 
1993,  chapter  27,  sched.;  1993,  chapter  35,  : 
s.  56;  1994,  chapter  10,  s.  22;  1994,  chapter  27, 
s.  65,  and  the  following  regulation  (as  amended):  I : 
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Search  and  Entry  Warrants  (R.R.O.  1990,  Reg. 
642)  = Code  des  droits  de  la  personne  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  H. 19,  tel 
qu’il  est  modifié  par:  l’annexe  du  chap.  27  de 
i 1993;  l’art.  56  du  chap.  35  de  1993;  l’art.  22  du 
| chap.  10  de  1994;  l’art.  65  du  chap.  27  de  1994,  et 
I le  règlement  suivant  (tel  qu’il  est  modifié)  : Man- 
I dat  de  perquisition  et  d’entrée  (R.R.O.  1990, 
Régi.  642).  avril  1995.  25,  [3]  p.  : formules.  Titre 
! de  la  couverture.  Codification  administrative. 
ISBN  0-7778-3654-8 

Pub.  Ont.  110006  D * 4,00$ 

A4152 

Insurance  Act  : Revised  Statutes  of  Ontario, 
1990,  chapter  1.8  ...  = Loi  sur  les  assurances  : 

; Lois  refondues  de  l’Ontario  de  1990,  chapitre  1.8, 
tel  qu’il  est  modifié  par:  les  art.  1 à 51  du  chap.  10 
de  1993;  l’annexe  du  chap.  27  de  1993;  les  art. 
336  à 348  du  chap.  11  de  1994,  et  ses  règle- 
ments d’application  (tels  qu’ils  sont  modifiés), 
ainsi  que  des  extraits  de  la  Loi  sur  les  personnes 
morales  : L.R.O.  1990,  chap.  C.38  concernant 
les  sociétés  d’assurance,  nov.  1994. 316,  [143]  p.  : 
ill.,  formules.  Titre  de  la  couverture.  Codification 
administrative. 

ISBN  0-7778-2850-2 

Pub.  Ont.  110036  D * 24,00$ 

A4153 

International  Commercial  Arbitration  Act  : 

Revised  Statutes  of  Ontario,  1990,  chapter  1.9  = 
Loi  sur  l’arbitrage  commercial  international  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  1.9.  mai 
1995.  15  p.  Titre  de  la  couverture.  Codification 
administrative. 

ISBN  0-7778-4211-4 

Pub.  Ont.  110891  D * 2,50$ 

A4154 

Intervenor  Funding  Project  Act  : Revised  Sta- 
tutes of  Ontario,  1990,  chapter  1.13,  as  amended 
by:  1993,  chapter  27,  sched.  = Loi  sur  le  projet 
d’aide  financière  aux  intervenants  : Lois  refon- 
dues de  l’Ontario  de  1990,  chapitre  1.13,  tel  qu’il 
est  modifié  par:  l’annexe  du  chap.  27  de  1993. 
mai  1995. 6 p.  Titre  de  la  couverture.  Codification 
administrative. 

ISBN  0-7778-4212-2 

Pub.  Ont.  110890  D*1,00$ 

A4155 

[Laboratory  and  Specimen  Collection  Centre 
Licensing  Act]  : Laboratories  Regulation  under 
the  Laboratory  and  Specimen  Collection  Centre 
Licensing  Act  : Regulation  682  of  the  Revised 
Regulations  of  Ontario,  1990  (as  amended)  = 
[Loi  autorisant  des  laboratoires  médicaux  et  des 
centres  de  prélèvement]  : Règlement  sur  les 
I laboratoires  pris  en  application  de  la  Loi  autori- 
| sant  des  laboratoires  médicaux  et  des  centres 


de  prélèvement  : Règlement  682  des  Règle- 
ments refondus  de  l’Ontario  de  1990  (tel  qu’il  est 
modifié),  avril  1995.  7 p.  Titre  de  la  couverture. 
Codification  administrative. 

ISBN  0-7778-3301-8 

Pub.  Ont.  110676  D*1,50$ 

A4156 

[Laboratory  and  Specimen  Collection  Centre 
Licensing  Act]  : Specimen  Collection  Centres 
Regulation  under  the  Laboratory  and  Specimen 
Collection  Centre  Licensing  Act  : Regulation  683 
of  the  Revised  Regulations  of  Ontario,  1990  (as 
amended)  = [Loi  autorisant  des  laboratoires  médi- 
caux et  des  centres  de  prélèvement]  : Règlement 
sur  les  centres  de  prélèvement  pris  en  application 
de  la  Loi  autorisant  des  laboratoires  médicaux  et 
des  centres  de  prélèvement  : Règlement  683  des 
Règlements  refondus  de  l’Ontario  de  1990  (tel 
qu’il  est  modifié),  juil.  1995.  3 p.  Titre  de  la  couver- 
ture. Codification  administrative. 

ISBN  0-7778-4449-4 

Pub.  Ont.  110901  D * 1,00$ 

A4157 

Labour  Sponsored  Venture  Capital  Corpora- 
tions Act,  1992  : Statutes  of  Ontario,  1992, 
chapter  18 ...  = Loi  de  1992  sur  les  corporations  à 
capital  de  risque  de  travailleurs  : Lois  de  l’Onta- 
rio de  1992,  chapitre  18,  tel  qu’il  est  modifié  par: 
les  art.  76  à 98, 100  et  101  du  chap.  17  de  1994,  et 
le  règlement  suivant  (tel  qu’il  est  modifié):  Speci- 
fied Employee  Ownership  Corporations  (O.  Reg. 
591/92).  juin  1995.  66,  [13]  p.  Titre  de  la  couver- 
ture. Codification  administrative.  Règlement  n’a 
été  pris  qu’en  anglais. 

ISBN  0-7778-4213-0 

Pub.  Ont.  110896  D * 10,50$ 

A4158 

Lakes  and  Rivers  Improvement  Act  : Revised 
Statutes  of  Ontario,  1990,  chapter  L.3,  as  amen- 
ded by:  1 994,  chapter  23,  s.  68  = Loi  sur  l’aména- 
gement des  lacs  et  des  rivières  : Lois  refondues 
de  l’Ontario  de  1990,  chapitre  L.3,  tel  qu’il  est 
modifié  par:  l’art.  68  du  chap.  23  de  1994.  mai 
1995.  32  p.  : formules.  Titre  de  la  couverture. 
Codification  administrative. 

ISBN  0-7778-4227-0 

Pub.  Ont.  110164  D * 4,50$ 

A4159 

Land  Registration  Reform  Act  : Revised  Sta- 
tutes of  Ontario,  1990,  chapter  L.4  ...  = Loi  por- 
tant réforme  de  l’enregistrement  immobilier  : 
Lois  refondues  de  l’Ontario  de  1990,  chapitre 
L.4,  tel  qu’il  est  modifié  par:  l’art.  17  du  chap.  32 
de  1992;  l’art.  85  du  chap.  27  de  1994,  et  les 
règlements  suivants  (tels  qu’ils  sont  modifiés): 
Automated  Recording  and  Property  Mapping  (O. 
Reg.  156/95)  ; Documents/Documents  (R.R.O. 
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1990,  Reg./Règl.  688).  juin  1995.  17,  [21]  p.  : 
formules.  Titre  de  la  couverture.  Codification 
administrative.  Certains  règlements  n’ont  été 
pris  qu’en  anglais. 

ISBN  0-7778-4228-9 

Pub.  Ont.  110602  D * 5,50$ 

A4160 

Liquor  Licence  Act  : Revised  Statutes  of  Onta- 
rio, 1990,  chapter  L.19  ...  = Loi  sur  les  permis 
d’alcool  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  L.19,  tel  qu’il  est  modifié  par:  l’art.  4 du 
chap.  31  de  1993;  l’art.  68  du  chap.  38  de  1993; 
l’art.  5 du  chap.  18  de  1994;  l’art.  88  du  chap.  27 
de  1994;  les  art.  13  à 18  du  chap.  37  de  1994,  et 
ses  règlements  d’application  (tels  qu’ils  sont 
modifiés),  juil.  1995. 42,  [26]  p.  Titre  de  la  couver- 
ture. Codification  administrative.  Règlements 
n’ont  été  pris  qu’en  anglais. 

ISBN  0-7778-4214-9 

Pub.  Ont.  110014  D * 9,50$ 

A4161 

[Loi  sur  la  santé  et  la  sécurité  au  travail]  : 

Règlement  concernant  les  isocyanates  - pris  en 
application  de  la  Loi  sur  la  santé  et  la  sécurité  au 
travail  : L.R.O.  de  1990,  chap.  0.1,  tel  que 
modifié  ; Règlement  de  l’Ontario  377/91  et  modi- 
fiant le  Régi.  518/92.  [1993],  78,  [10]  p.  “La  pré- 
sente codification  ne  vise  qu’à  faciliter  la  consul- 
tation. Pour  toute  référence  précise,  il  convient 
de  se  reporter  aux  textes  législatifs  authentiques.” 
Publié  par  le  Ministère  du  travail,  Division  des 
opérations.  Publié  aussi  en  anglais  sous  le  titre: 
Regulation  respecting  isocyanates  - made  under 
the  Occupational  Health  and  Safety  Act. 

ISBN  0-7778-1691-1 

Pub.  Ont.  110880  D * 4,60$ 

A4162 

[Loi  sur  la  santé  et  la  sécurité  au  travail]  : 

Règlement  concernant  le  nettoyage  des  vitres 
pris  en  application  de  la  Loi  sur  la  santé  et  la 
sécurité  au  travail  : L.R.O.  de  1990,  chap.  0.1 , tel 
que  modifié  ; Règlement  de  l’Ontario  380/91  et 
modifiant  le  Régi.  523/92.  [1993],  29,  [15]  p.  “La 
présente  codification  ne  vise  qu’à  faciliter  la  con- 
sultation. Pour  toute  référence  précise,  il  con- 
vient de  se  reporter  aux  textes  législatifs  authen- 
tiques.” Publié  par  le  Ministère  du  travail, 
Division  des  opérations.  Publié  aussi  en  anglais 
sous  le  titre:  Occupational  Health  and  Safety  Act 
and  Regulation  for  Window  Cleaning. 

ISBN  0-7778-1694-6 

Pub.  Ont.  110881  D * 4,20$ 

A4163 

[Loi  sur  la  santé  et  la  sécurité  au  travail]  : 

Règlement  concernant  le  plomb  - pris  en  appli- 
cation de  la  Loi  sur  la  santé  et  la  sécurité  au 
travail  : L.R.O.  de  1990,  chap.  0.1,  tel  que 


modifié  ; Règlement  de  l’Ontario  374/91  et  modi-  ji.j 
fiant  le  Régi.  519/92.  [1993].  72,  [10]  p.  “La  pré- 
sente codification  ne  vise  qu’à  faciliter  la  consul-  j 
tation.  Pour  toute  référence  précise,  il  convient  ! 
de  se  reporter  aux  textes  législatifs  authen- 
tiques.” Publié  par  le  Ministère  du  travail,  Divi- 
sion des  opérations.  Publié  aussi  en  anglais 
sous  le  titre:  Regulation  respecting  lead  - made  : 
under  the  Occupational  Health  and  Safety  Act. 
ISBN  0-7778-1688-1 

Pub.  Ont.  110882  D * 3,90$ 

A4164 

[Loi  sur  la  santé  et  la  sécurité  au  travail]  : 

Règlement  concernant  les  enseignants-  pris  en 
application  de  la  Loi  sur  la  santé  et  la  sécurité  au 
travail  : L.R.O.  de  1990,  chap.  0.1,  tel  que  modi- 
fié Règlement  de  l’Ontario  352/91 , et  Règlement 
concernant  les  professeurs  et  adjoints  d’ensei- 
gnement d’université-  pris  en  application  de  la 
Loi  sur  la  santé  et  la  sécurité  au  travail  : L.R.O. 
de  1990,  chap.  0.1,  tel  que  modifié  Règlement 
de  l’Ontario  353/91.  [1993].  3,  [7]  p.  “La  présente 
codification  ne  vise  qu’à  faciliter  la  consultation.  ( 
Pour  toute  référence  précise,  il  convient  de  se 
reporter  aux  textes  législatifs  authentiques.” 
Publié  par  le  Ministère  du  travail,  Division  des 
opérations.  Publié  aussi  en  anglais  sous  le  titre: 
Occupational  Health  and  Safety  Act. 

ISBN  0-7778-1683-0 

A4165 

[Loi  sur  la  santé  et  la  sécurité  au  travail]  : 

Règlement  concernant  les  structures  de  protec-  * 
tion  contre  le  capotage,  pris  en  application  de  la  ; 
Loi  sur  la  santé  et  la  sécurité  au  travail  : L.R.O. 
de  1990,  chap.  0.1,  tel  que  modifié  Règlement 
de  l’Ontario  357/91.  [1993].  4,  [7]  p.  “La  présente 
codification  ne  vise  qu’à  faciliter  la  consultation.  | 
Pour  toute  référence  précise,  il  convient  de  se 
reporter  aux  textes  législatifs  authentiques.”  I 
Publié  par  le  Ministère  du  travail,  Division  des 
opérations.  Publié  aussi  en  anglais  sous  le  titre: 
Occupational  Health  and  Safety  Act. 

ISBN  0-7778-1687-3 

Pub.  Ont.  110902  D * 1,50$  : 

A4166 

[Loi  sur  la  santé  et  la  sécurité  au  travail]  : 

Règlement  concernant  l’oxyde  d’éthylène,  pris  I 
en  application  de  la  Loi  sur  la  santé  et  la  sécurité  | 
au  travail  : L.R.O.  de  1990,  chap.  0.1,  tel  que 
modifié  ; Règlement  de  l’Ontario  379/91  et  modi-  I 
fiant  le  Régi.  515/92.  [1993].  37,  [10]  p.  : ill.  “La 
présente  codification  ne  vise  qu’à  faciliter  la  con-  i 
sultation.  Pour  toute  référence  précise,  il  con-  i 
vient  de  se  reporter  aux  textes  législatifs  authen-  I 
tiques.”  Publié  par  le  Ministère  du  travail,  i 
Division  des  opérations.  Publié  aussi  en  anglais 
sous  le  titre:  Regulation  respecting  ethylene 
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oxide-  made  under  the  Occupational  Health  and 
Safety  Act. 

ISBN  0-7778-1693-8 

Pub.  Ont.  110904  D * 3,50$ 

A4167 

[Loi  sur  la  santé  et  la  sécurité  au  travail]  : 

Règlement  concernant  l’amiante,  pris  en  appli- 
cation de  la  Loi  sur  la  santé  et  la  sécurité  au 
travail  : L.R.O.  de  1990,  chap.  0.1,  tel  que 
modifié  ; Règlement  de  l’Ontario  382/91  et  modi- 
fiant le  Régi.  509/92.  [1993].  45,  [10]  p.  : ill.  “La 
présente  codification  ne  vise  qu’à  faciliter  la  con- 
sultation. Pour  toute  référence  précise,  il  con- 
vient de  se  reporter  aux  textes  législatifs  authen- 
tiques.” Publié  par  le  Ministère  du  travail, 
Division  des  opérations.  Errata  insérés.  Publié 
aussi  en  anglais  sous  le  titre:  Regulation  respec- 
ting asbestos-  made  under  the  Occupational 
Health  and  Safety  Act. 

ISBN  0-7778-1696-2 

Pub.  Ont.  110905  D * 3,00$ 

A4168 

[Loi  sur  la  santé  et  la  sécurité  au  travail]  : 

! Règlement  concernant  l’arsenic-  pris  en  appli- 
| cation  de  la  Loi  sur  la  santé  et  la  sécurité  au 
travail  : L.R.O.  de  1990,  chap.  0.1,  tel  que 
modifié  ; Règlement  de  l’Ontario  378/91  et  modi- 
fiant le  Régi.  508/92.  [1993].  35,  [7]  p.  “La  pré- 
sente codification  ne  vise  qu’à  faciliter  la  consul- 
tation. Pour  toute  référence  précise,  il  convient 
de  se  reporter  aux  textes  législatifs  authenti- 
ques.” Publié  par  le  Ministère  du  travail,  Division 
des  opérations.  Publié  aussi  en  anglais  sous  le 
titre:  Regulation  respecting  arsenic-  made 
under  the  Occupational  Health  and  Safety  Act. 
ISBN  0-7778-1 692-X 

Pub.  Ont.  110903  D * 3,00$ 

I A4169 

[Loi  sur  la  santé  et  la  sécurité  au  travail]  : 

Règlement  concernant  le  chlorure  de  vinyle,  pris 
en  application  de  la  Loi  sur  la  santé  et  la  sécurité 
au  travail  : L.R.O.  de  1990,  chap.  0.1,  tel  que 
’ modifié  ; Règlement  de  l’Ontario  376/91  et  modi- 
fiant le  Régi.  522/92.  [1993],  43,  [10]  p.  : ill.  “La 
présente  codification  ne  vise  qu’à  faciliter  la  con- 
sultation. Pour  toute  référence  précise,  il  con- 
vient de  se  reporter  aux  textes  législatifs  authen- 
tiques.” Publié  par  le  Ministère  du  travail,  Divi- 
sion des  opérations.  Errata  insérés.  Publié  aussi 
en  anglais  sous  le  titre:  Regulation  respecting 
vinyl  chloride-  made  under  the  Occupational 
Health  and  Safety  Act. 

ISBN  0-7778-1690-3 

Pub.  Ont.  110907  * 4,00$ 

A4170 

[Loi  sur  la  santé  et  la  sécurité  au  travail]  : 

Règlement  concernant  les  fumes  de  four  à 


coke-  pris  en  application  de  la  Loi  sur  la  santé  et 
la  sécurité  au  travail  : L.R.O.  de  1990,  chap.  0.1 , 
tel  que  modifié  ; Règlement  de  l’Ontario  381/91 
et  modifiant  le  Régi.  512/92.  [1993],  43,  [10]  p.  : 
ill.  “La  présente  codification  ne  vise  qu’à  faciliter 
la  consultation.  Pour  toute  référence  précise,  il 
convient  de  se  reporter  aux  textes  législatifs 
authentiques.”  Publié  par  le  Ministère  du  travail, 
Division  des  opérations.  Publié  aussi  en  anglais 
sous  le  titre:  Regulation  respecting  coke  oven 
emissions-  made  under  the  Occupational 
Health  and  Safety  Act. 

ISBN  0-7778-1695-4 

Pub.  Ont.  110906  * 4,00$ 

A4171 

Mental  Health  Act  : Revised  Statutes  of  Onta- 
rio, 1990,  chapter  M.7  ...  = Loi  sur  la  santé 
mentale  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  M.7,  tel  qu’il  est  modifié  par:  l’art.  20  du 
chap.  32  de  1992;  l’annexe  du  chap.  27  de  1993; 
le  par.  43(2)  du  chap.  27  de  1994,  et  les  règle- 
ments suivants  (tels  qu’ils  sont  modifiés): 
Champ  d’application  de  la  Loi  (R. R. O.  1990, 
Régi.  741)  ; Subventions  (R. R. O.  1990,  Régi. 
742).  juil.  1995.  33,  [17]  p.  : formules.  Titre  de  la 
couverture.  Codification  administrative. 

ISBN  0-7778-4162-2 

Pub.  Ont.  110010  D * 7,00$ 

A4172 

Ministry  of  Agriculture  and  Food  Act  : Revi- 
sed Statutes  of  Ontario,  1990,  chapter  M.16,  as 
amended  by:  1994,  chapter  27,  s.  31  = Loi  sur  le 
ministère  de  l’agriculture  et  de  l’alimentation  : 
Lois  refondues  de  l’Ontario  de  1990,  chapitre 
M.16,  tel  qu’il  est  modifié  par:  l’art.  31  du  chap.  27 
de  1994.  févr.  1995. 10  p.  Titre  de  la  couverture. 
Codification  administrative. 

ISBN  0-7778-3085-X 

Pub.  Ont.  110533  D*1,50$ 

A4173 

Ministry  of  Consumer  and  Commercial  Rela- 
tions Act  : Revised  Statutes  of  Ontario,  1990, 
chapter  M.21,  as  amended  by:  1994,  chapter  27, 
s.  90  = Loi  sur  le  ministère  de  la  Consommation 
et  du  Commerce  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  M.21,  tel  qu’il  est  modifié  par:  l’art. 
90  du  chap.  27  de  1994.  mars  1995. 10  p.  Titre  de 
la  couverture.  Codification  administrative. 

ISBN  0-7778-3119-8 

Pub.  Ont.  110603  D*1,50$ 

A4174 

Ministry  of  Health  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  M.26,  as  amended  by: 
1993,  chapter  2,  ss.  25,  26;  1994,  chapter  26, 
s.  74,  and  the  regulations  thereunder  (as  amen- 
ded) = Loi  sur  le  ministère  de  la  Santé  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  M.26, 
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tel  qu’il  est  modifié  par:  les  art.  25  et  26  du  chap. 
2 de  1993;  l’art.  74  du  chap.  26  de  1994,  et  ses 
règlements  d’application  (tels  qu’ils  sont  modi- 
fiés). mai  1995.  9,  [39]  p.  Titre  de  la  couverture. 
Codification  administrative. 

ISBN  0-7778-3088-4 

Pub.  Ont.  110674  D * 8,00$ 

A4175 

Ministry  of  Labour  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  M.29,  as  amended  by: 
1993,  chapter  27,  sched.  = Loi  sur  le  ministère  du 
Travail  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  M.29,  tel  qu’il  est  modifié  par:  l’annexe 
du  chap.  27  de  1993.  janv.  1995.  6 p.  Titre  de  la 
couverture.  Codification  administrative. 

ISBN  0-7778-3086-8 

Pub.  Ont.  110632  D*1,00$ 

A4176 

Ministry  of  Natural  Resources  Act  : Revised 
Statutes  of  Ontario,  1990,  chapter  M.31  = Loi  sur 
le  ministère  des  Richesses  naturelles  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  M.31. 
janv.  1995.  4 p.  Titre  de  la  couverture.  Codifica- 
tion administrative. 

ISBN  0-7778-3087-6 

Pub.  Ont.  110651  D*1,00$ 

A4177 

Mortgages  Act  : Revised  Statutes  of  Ontario, 
1990,  chapter  M.40,  as  amended  by:  1991,  chap- 
ter 6;  1993,  chapter  27,  sched.  = Loi  sur  les 
hypothèques  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  M.40,  tel  qu’il  est  modifié  par:  le 
chap.  6 de  1991;  l’annexe  du  chap.  27  de  1993. 
juin  1995.  25  p.  : formules.  Codification  adminis- 
trative. 

ISBN  0-7778-4229-7 

Pub.  Ont.  110066  D * 3,50$ 

A4178 

Motor  Vehicle  Dealers  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  M.42,  and  the  following 
regulation  (as  amended):  General  (R.R.O.  1990, 
Reg.  801)  = Loi  sur  les  commerçants  de  véhicules 
automobiles  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  M.42,  tel  qu’il  est  modifié  par:  l’art.  92  du 
chap.  27  de  1994,  et  le  règlement  suivant  (tel  qu’il 
est  modifié):  Dispositions  générales  (R.R.O. 
1990,  Régi.  801).  juin  1995. 14,  [23]  p.  : formules. 
Titre  de  la  couverture.  Codification  administrative. 
ISBN  0-7778-3599-1 

Pub.  Ont.  110039  D * 5,00$ 

A4179 

Motorized  Snow  Vehicles  Act  : Revised  Statu- 
tes of  Ontario,  1990,  chapter  M.44 ...  = Loi  sur  les 
motoneiges  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  M.44,  et  les  règlements  suivants 
(tels  qu’ils  sont  modifiés):  Designations  (R.R.O. 


1990,  Reg.  803)  ; General  (R.R.O.  1990,  Reg. 
804)  ; Motorized  Snow  Vehicle  Operators’  Licen- 
ces (R.R.O.  1990,  Reg.  805).  oct.  1995. 13,  [7]  p. 
Titre  de  la  couverture.  Codification  administra- 
tive. Règlements  n’ont  été  pris  qu’en  anglais. 
ISBN  0-7778-4753-1 

Pub.  Ont.  110040  D * 3,50$ 

A4180 

Municipal  Act  : Revised  Statutes  of  Ontario, 
1990,  chapter  M.45  ...  = Loi  sur  les  munici- 
palités : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  M.45,  tel  qu’il  est  modifié  par:  l’art.  5 du 
chap.  11  de  1991;  les  art.  1 à 6 du  chap.  15  de 
1991;  l’art.  9 du  chap.  54  de  1991;  les  art.  1 à 19 
du  chap.  15  de  1992;  l’art.  5 du  chap.  17  de  1992; 
l’art.  40  du  chap.  23  de  1992;  l’art.  22  du  chap.  32 
de  1992;  les  art.  44  et  45  du  chap.  11  de  1993;  les 
art.  1 à 4 du  chap.  20  de  1993;  l’art.  68  du  chap. 
23  de  1993;  les  art.  46  à 48  du  chap.  26  de  1993; 
l’annexe  du  chap.  27  de  1993;  les  art.  50  et  51  du 
chap.  2 de  1994;  le  chap.  7 de  1994;  l’art.  21  du 
chap.  10  de  1994;  l’art.  49  du  chap.  17  de  1994; 
les  art.  51  à 58  du  chap.  23  de  1994;  l’art.  82  du 
chap.  25  de  1994;  les  art.  109  et  123  du  chap.  27 
de  1994;  les  art.  1 à 5 du  chap.  37  de  1994.  sept. 
1995.  425  p.  : formules.  Titre  de  la  couverture. 
Codification  administrative. 

ISBN  0-7778-4215-7 

Pub.  Ont.  110028  D * 27,00$ 

A4181 

Municipal  Freedom  of  Information  and  Pro- 
tection of  Privacy  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  M.56  ...  = Loi  sur  l’accès  à 
l’information  municipale  et  la  protection  de  la  vie 
privée  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  M.56,  tel  qu’il  est  modifié  par:  l’art.  23  du 
chap.  32  de  1992,  et  les  règlements  suivants 
(tels  qu’ils  sont  modifiés):  General/Dispositions 
générales  (R.R.O.  1990,  Reg./Règl.  823)  ; Insti- 
tutions (O.  Reg.  372/91).  juil.  1995.  33,  [8]  p.  : 
formules.  Titre  de  la  couverture.  Codification 
administrative.  Un  règlement  n’a  été  pris  qu’en 
anglais. 

ISBN  0-7778-4216-5 

Pub.  Ont.  110813  D * 6,00$ 

A4182 

Niagara  Parks  Act  : Revised  Statutes  of  Onta- 
rio, 1990,  chapter  N.3  = Loi  sur  les  parcs  du 
Niagara  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  N.3.  janv.  1995. 10  p.  Titre  de  la  couver- 
ture. Codification  administrative. 

ISBN  0-7778-3084-1 

Pub.  Ont.  110737  D*1,50$ 

A4183 

Nursing  Act,  1991  : Statutes  of  Ontario,  1991, 
chapter  32  ...  = Loi  de  1991  sur  les  infirmières  et 
infirmiers  : Lois  de  l’Ontario  de  1991 , chapitre  32, 
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et  les  règlements  suivants  (tels  qu’ils  sont  modi- 
fiés): Committee  Composition  (O.  Reg.  653/93)  ; 
Elections  and  Appointments  (O.  Reg.  916/93)  ; 
Fees  (O.  Reg.  768/93)  ; General  (O.  Reg.  275/ 
94)  ; Professional  Misconduct  (O.  Reg.  799/93). 
juin  1995.  6,  [14]  p.  Titre  de  la  couverture.  Codifi- 
cation administrative.  Règlements  n’ont  été  pris 
qu’en  anglais. 

ISBN  0-7778-4165-7 

Pub.  Ont.  110894  D * 3,50$ 

A4184 

Nursing  Homes  Act  : Revised  Statutes  of  Onta- 
rio, 1990,  chapter  N.7 ...  = Loi  sur  les  maisons  de 
soins  infirmiers  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  N.7,  terqu’il  est  modifié  par:  les 
art.  28  à 44  du  chap.  2 de  1993;  l’art.  75  du  chap. 
26  de  1994,  et  le  règlement  suivant  (tel  qu’il  est 
modifié):  General  (R. R. O.  1990,  Reg.  832).  oct. 
1995.  44,  [36]  p.  : 1 formule.  Titre  de  la  couvertu- 
re. Codification  administrative.  Règlement  n’a 
été  pris  qu’en  anglais. 

ISBN  0-7778-4540-7 

Pub.  Ont.  110011  D * 9,60$ 

A4185 

Oleomargarine  Act  : Revised  Statutes  of  Onta- 
rio, 1990,  chapter  0.5,  as  amended  by:  1994, 
chapter  27,  s.  32,  and  the  following  regulation 
(as  amended):  General  (R.R.0. 1990,  Reg.  864) 
= Loi  sur  la  margarine  : Lois  refondues  de  l’Onta- 
rio de  1990,  chapitre  0.5,  tel  qu’il  est  modifié  par: 
l’art.  32  du  chap.  27  de  1994,  et  le  règlement 
suivant  (tel  qu’il  est  modifié):  General  (R. R. O. 
i 1990,  Reg.  864).  févr.  1995.  7,  [2]  p.  Titre  de  la 
| couverture.  Codification  administrative.  Règle- 
ment n’a  été  pris  qu’en  anglais. 

! ISBN  0-7778-3259-X 

Pub.  Ont.  110884  D * 1,50$ 

ï A4186 

Ombudsman  Act  : Revised  Statutes  of  Ontario, 
1990,  chapter  0.6,  and  the  following  regulation 
(as  amended):  General  Rules  (R.R.O.  1990, 
Reg.  865)  = Loi  sur  l’ombudsman  : Lois  refon- 
| dues  de  l’Ontario  de  1990,  chapitre  0.6,  et  le 
règlement  suivant  (tel  qu’il  est  modifié):  General 
Rules  (R.R.O.  1990,  Reg.  865).  août  1995.  11, 
[1]  p.  Titre  de  la  couverture.  Codification  adminis- 
trative. Règlement  n’a  été  pris  qu’en  anglais. 
ISBN  0-7778-4541-5 

Pub.  Ont.  110032  D * 2,00$ 

A4187 

Ontario  Casino  Corporation  Act,  1993  : Statu- 
tes of  Ontario,  1993,  chapter  25,  and  the  follo- 
wing regulation  (as  amended):  General  (O.  Reg. 
322/94)  = Loi  de  1993  sur  la  Société  des  casinos 
de  l’Ontario  : Lois  de  l’Ontario  de  1993,  chapitre 
25,  et  le  règlement  suivant  (tel  qu’il  est  modifié): 
General  (O.  Reg.  322/94).  avril  1995.  9,  [1]  p. 


Titre  de  la  couverture.  Codification  administra- 
tive. Règlement  n’a  été  pris  qu’en  anglais. 

ISBN  0-7778-41 69-X 

Pub.  Ont.  110889  D * 2,00$ 

A4188 

Ontario  Drug  Benefit  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  0.10,  and  the  following 
regulation  (as  amended):  General  (R.R.O.  1990, 
Reg.  868)  = Loi  sur  le  régime  de  médicaments 
gratuits  de  l’Ontario  : Lois  refondues  de  l’Ontario 
de  1990,  chapitre  0.10,  et  le  règlement  suivant 
(tel  qu’il  est  modifié):  General  (R.R.O.  1990, 
Reg.  868).  avril  1995. 11,  [12]  p.  Titre  de  la  cou- 
verture. Codification  administrative.  Règlement 
n’a  été  pris  qu’en  anglais. 

ISBN  0-7778-3381-6 

Pub.  Ont.  110795  D * 3,50$ 

A4189 

Ontario  Heritage  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  0.18,  as  amended  by: 

1993,  chapter  27,  sched.  = Loi  sur  le  patrimoine  de 
l’Ontario  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  0.18,  tel  qu’il  est  modifié  par:  l’annexe  du 
chap.  27  de  1993.  mai  1995.  37  p.  Titre  de  la 
couverture.  Codification  administrative. 

ISBN  0-7778-3655-6 

Pub.  Ont.  110169  D * 5,00$ 

A4190 

Ontario  New  Home  Warranties  Plan  Act  : Re- 
vised Statutes  of  Ontario,  1990,  chapter  0.31  ... 
= Loi  sur  le  régime  de  garanties  des  logements 
neufs  de  l’Ontario  : Lois  refondues  de  l’Ontario 
de  1990,  chapitre  0.31,  tel  qu’il  est  modifié  par: 
l’art.  94  du  chap.  27  de  1994,  et  les  règlements 
suivants  (tels  qu’ils  sont  modifiés):  Administra- 
tion du  Régime  (R.R.O.  1990,  Régi.  892)  ; Desi- 
gnation de  la  Société  (R.R.O.  1990,  Régi.  893)  ; 
Modalités  et  conditions  d’inscription  applicables 
aux  constructeurs  et  aux  vendeurs  (R.R.O.  1990, 
Régi.  894).  sept.  1995. 12,  [19]  p.  : 1 formule.  Titre 
de  la  couverture.  Codification  administrative. 
ISBN  0-7778-4627-6 

Pub.  Ont.  110170  D * 4,00$ 

A4191 

Ontario  Planning  and  Development  Act,  1994  : 

Statutes  of  Ontario,  1994,  chapter  23,  schedule  A 
= Loi  de  1994  sur  la  planification  et  l’aménage- 
ment du  territoire  de  l’Ontario  : Lois  de  l’Ontario  de 

1994,  chapitre  23,  annexe  A.  mars  1995. 11  p.  Titre 
de  la  couverture.  Codification  administrative. 
ISBN  0-7778-4032-4 

Pub.  Ont.  110634  D * 2,00$ 

A4192 

Pension  Benefits  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  P.8,  and  the  following 
regulation  (as  amended):  General  (R.R.O.  1990, 
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Reg.  909)  = Loi  sur  les  régimes  de  retraite  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  P.8,  et 
le  règlement  suivant  (tel  qu’il  est  modifié):  Dispo- 
sitions générales  (R. R. 0. 1990,  Régi.  909).  janv. 
1995.  71,  [97]  p.  : formules.  Titre  de  la  couver- 
ture. Codification  administrative. 

ISBN  0-7778-2938-X 

Pub.  Ont.  110045  D Épuisé 

A4193 

Pension  Benefits  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  P.8,  and  the  following 
regulation  (as  amended):  General  (R.R.0. 1990, 
Reg.  909)  = Loi  sur  les  régimes  de  retraite  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  P.8,  et 
le  règlement  suivant  (tel  qu’il  est  modifié):  Dispo- 
sitions générales  (R. R. 0. 1990,  Régi.  909).  août 
1995.  70,  [93]  p.  : formules.  Titre  de  la  couver- 
ture. Codification  administrative. 

ISBN  0-7778-4230-0 

Pub.  Ont.  110045  D * 17,50$ 

A4194 

Personal  Property  Security  Act  : Revised  Sta- 
tutes of  Ontario,  1990,  chapter  P.10  ...  = Loi  sur 
les  sûretés  mobilières  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  P.10,  tel  qu’il  est 
modifié  par:  l’art.  7 du  chap.  44  de  1991;  l’art.  2 
du  chap.  13  de  1993,  et  les  règlements  suivants 
(tels  qu’ils  sont  modifiés):  Bureaux  régionaux 
(R. R. 0. 1990,  Régi.  910)  ; Droits  (Régi,  de  l’Ont. 
547/94)  ; Dispositions  générales  (R. R. O.  1990, 
Régi.  912)  ; Caisse  d’assurance  des  sûretés 
mobilières  (R. R. O.  1990,  Régi.  913).  juil.  1995. 
67,  [44]  p.  : formules.  Titre  de  la  couverture. 
Codification  administrative. 

ISBN  0-7778-4231-9 

Pub.  Ont.  110808  D * 13,50$ 

A4195 

Pesticides  Act  : Revised  Statutes  of  Ontario, 
1990,  chapter  P.11,  as  amended  by:  1993, 
chapter  27,  sched.,  and  the  following  regulation 
(as  amended):  General  (R.R.0. 1990,  Reg.  914) 
= Loi  sur  les  pesticides  : Lois  refondues  de 
l’Ontario  de  1 990,  chapitre  P1 1 , tel  qu’il  est  modi- 
fié par:  l’annexe  du  chap.  27  de  1993,  et  le  règle- 
ment suivant  (tel  qu’il  est  modifié):  General 
(R. R. O.  1990,  Reg.  914).  oct.  1994.  35,  [187]  p.  : 
formules.  Titre  de  la  couverture.  Codification  ad- 
ministrative. Règlement  n’a  été  pris  qu’en  anglais. 
ISBN  0-7778-2935-5 

Pub.  Ont.  110046  D*  18,00$ 

A4196 

Planning  Act  : Revised  Statutes  of  Ontario, 
1990,  chapter  P.13  ...  = Loi  sur  l’aménagement 
du  territoire  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  P.13,  tel  qu’il  est  modifié  par:  l’art. 
1 du  chap.  9 de  1991;  les  art.  41  et  42  du  chap.  15 
de  1991;  les  art.  49  à 66  du  chap.  26  de  1993; 


l’annexe  du  chap.  27  de  1993;  les  art.  40  à 49  du 
chap.  2 de  1994;  les  art.  14  et  15  du  chap.  4 de 
1994;  les  art.  3 à 50  du  chap.  23  de  1994.  mars 
1995. 131  p.  Titre  de  la  couverture.  Codification 
administrative. 

ISBN  0-7778-3074-4 

Pub.  Ont.  110029  D * 15,00$ 

A4197 

Police  Services  Act  : Revised  Statutes  of  Onta- 
rio, 1990,  chapter  P.15  ...  = Loi  sur  les  services 
policiers  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  P.15,  tel  qu’il  est  modifié  par:  le  chap.  12 
de  1991;  l’art.  25  du  chap.  1 de  1994,  et  les  règle- 
ments suivants  (tels  qu’ils  sont  modifiés):  Arbi- 
tration (R.R.O.  1990,  Reg.  925)  ; Employment 
Equity  Plans  (O.  Reg.  153/91)  ; Equipment  and 
Use  of  Force  (R.R.O.  1990,  Reg.  926)  ; 
General-Discipline  (R.R.O.  1990,  Reg.  927)  ; 
Members’  Duty  to  Prepare  Informations  (R.R.O. 
1990,  Reg.  928)  ; Municipal  Police  Forces 
(R.R.O.  1990,  Reg.  929)  ; Oaths  and  Affirma- 
tions/Serments et  affirmations  solennelles  (O. 
Reg./Règl.  de  l’Ont.  144/91)  ; Political  Activities 
of  Municipal  Police  Officers  (O.  Reg.  554/91)  ; 
Responsibility  of  Policing  (R.R.O.  1990,  Reg. 
930).  mars  1995.  75,  [31]  p.  : formules.  Titre  de  la 
couverture.  Codification  administrative.  La  plu- 
part des  règlements  n’a  été  pris  qu’en  anglais. 
ISBN  0-7778-3134-1 

Pub.  Ont.  110031  D * 13,20$ 

A4198 

Powers  of  Attorney  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  P.20,  as  amended  by: 
1992,  chapter  32,  s.  24;  1993,  chapter  27,  sched. 
= Loi  sur  les  procurations  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  P.20,  tel  qu’il  est 
modifié  par:  l’art.  24  du  chap.  32  de  1992;  l’an- 
nexe du  chap.  27  de  1993.  avril  1995.  [1]  p.  Titre 
de  la  couverture.  Codification  administrative. 
ISBN  0-7778-3072-8 

Pub.  Ont.  110577  D*1,00$ 

A4199 

Prescription  Drug  Cost  Regulation  Act  : Re- 
vised Statutes  of  Ontario,  1990,  chapter  P.23 ...  = 
Loi  sur  la  réglementation  des  prix  des  médica- 
ments délivrés  sur  ordonnance  : Loi  refondues 
de  l’Ontario  de  1990,  chapitre  P.23,  et  les  règle- 
ments suivants  (tels  qu’ils  sont  modifiés):  Gene- 
ral (R.R.O.  1990,  Reg.  935)  ; Avis  aux  malades 
(R.R.O.  1990,  Régi.  936).  juin  1995.  7,  [4]  p.  Titre 
de  la  couverture.  Codification  administrative. 
Certains  règlements  n’ont  été  pris  qu’en  anglais. 
ISBN  0-7778-4232-7 

Pub.  Ont.  110800  D * 2,00$ 

A4200 

Public  Hospitals  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  P.40  ...  = Loi  sur  les  hôpi- 


ASSEMBLÉE  LÉGISLATIVE 


275 


taux  publics  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  P.40,  et  les  règlements  suivants 
(tels  qu’ils  sont  modifiés):  Capital  Grants  and 
Loans  (O.  Reg.  459/93)  ; Classification  of  Hospi- 
tals (R. R. 0. 1990,  Reg.  964)  ; Hospital  Manage- 
ment (R. R. O.  1990,  Reg.  965).  sept.  1995.  17, 
[20]  p.  : 1 formule.  Titre  de  la  couverture.  Codifi- 
cation administrative.  Règlements  n’ont  été  pris 
qu’en  anglais. 

ISBN  0-7778-4628-4 

Pub.  Ont.  110012  D * 6,00$ 

A4201 

Public  Libraries  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  P.44,  as  amended  by: 
1993,  chapter  27,  sched.,  and  the  following  regu- 
lation (as  amended):  Grants  for  Public  Libraries 
(R.R.O.  1990,  Reg.  976)  = Loi  sur  les  biblio- 
thèques publiques  : Lois  refondues  de  l’Ontario 
de  1990,  chapitre  P. 44,  tel  qu’il  est  modifié  par: 
l’annexe  du  chap.  27  de  1993,  et  le  règlement 
suivant  (tel  qu’il  est  modifié):  Grants  for  Public 
Libraries  (R.R.O.  1990,  Reg.  976).  juin  1995. 18, 
[1]  p.  Titre  de  la  couverture.  Codification  adminis- 
trative. Règlement  n’a  été  pris  qu’en  anglais. 
ISBN  0-7778-4217-3 

Pub.  Ont.  110097  D * 3,00$ 

A4202 

Public  Service  Act  : Revised  Statutes  of  Onta- 
rio, 1990,  chapter  P.47  ...  = Loi  sur  la  fonction 
publique  : Lois  refondues  de  l’Ontario  de  1990, 
chapitre  P.47,  tel  qu’il  est  modifié  par:  l’art.  1 du 
chap.  19  de  1993;  l’art.  63  du  chap.  38  de  1993; 
l’art.  144  du  chap.  17  de  1994,  et  les  règlements 
: suivants  (tels  qu’ils  sont  modifiés):  Designated 
j Agencies  (Definition  of  “Crown  Employee”)  (O. 
Reg.  57/95)  ; General  (R.R.O.  1990,  Reg.  977). 
juin  1995.  36,  [32]  p.  Titre  de  la  couverture.  Codi- 
fication administrative.  Règlements  n’ont  été 
pris  qu’en  anglais. 

ISBN  0-7778-4161-4 

Pub.  Ont.  110020  D * 9,00$ 

A4203 

Public  Transportation  and  Highway  Improve- 
ment Act  : Revised  Statutes  of  Ontario,  1990, 
chapter  P.50  ...  = Loi  sur  l’aménagement  des 
voies  publiques  et  des  transports  en  commun  : 
Lois  refondues  de  l’Ontario  de  1990,  chapitre 
P. 50,  tel  qu’il  est  modifié  par:  l’annexe  du  chap. 
27  de  1993;  l’art.  63  du  chap.  17  de  1994;  l’art. 
139  du  chap.  27  de  1994,  et  les  règlements  sui- 
vants (tels  qu’ils  sont  modifiés):  Intersections  in 
Unorganized  Territory  (R.R.O.  1990,  Reg.  978)  ; 
Permits  (R.R.O.  1990,  Reg.  979)  ; Use  of  Rest, 
Service  or  Other  Areas  (R.R.O.  1990,  Reg.  980). 
août  1995.  74,  [3]  p.  : formules.  Titre  de  la  cou- 
verture. Codification  administrative.  Règlements 
n’ont  été  pris  qu’en  anglais. 

ISBN  0-7778-4542-3 

Pub.  Ont.  110733  D * 10,50$ 


A4204 

Real  Estate  and  Business  Brokers  Act  : Re- 
vised Statutes  of  Ontario,  1990,  chapter  R.4  ...  = 
Loi  sur  le  courtage  commercial  et  immobilier  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  R.4,  tel 
qu’il  est  modifié  par:  l’annexe  du  chap.  27  de 
1993;  l’art.  98  du  chap.  27  de  1994,  et  le  règlement 
suivant  (tel  qu’il  est  modifié):  General  (R.R.O. 
1990,  Reg.  986).  août  1995.  23,  [8]  p.  : formules. 
Titre  de  la  couverture.  Codification  administrative. 
Règlement  n’a  été  pris  qu’en  anglais. 

ISBN  0-7778-4223-8 

Pub.  Ont.  110026  D * 4,50$ 

A4205 

Rental  Housing  Protection  Act  : Revised  Sta- 
tutes of  Ontario,  1990,  chapter  R.24, ...  = Loi  sur 
la  protection  des  logements  locatifs  : Lois  refon- 
dues de  l’Ontario  de  1990,  chapitre  R.24,  tel  qu’il 
est  modifié  par:  les  art.  31  à 39  du  chap.  2 de 
1994;  les  art.  16  à 24  du  chap.  4 de  1994,  et  le 
règlement  suivant  (tel  qu’il  est  modifié):  General 
(O.  Reg.  524/94).  juil.  1995.  23,  [15]  p.  : formules. 
Titre  de  la  couverture.  Codification  administra- 
tive. Règlement  n’a  été  pris  qu’en  anglais. 

ISBN  0-7778-4218-1 

Pub.  Ont.  110188  D * 5,50$ 

A4206 

Repair  and  Storage  Liens  Act  : Revised  Statu- 
tes of  Ontario,  1990,  chapter  R.25  ...  = Loi  sur  le 
privilège  des  réparateurs  et  des  entreposeurs  : 
Lois  refondues  de  l’Ontario  de  1990,  chapitre 
R.25,  et  les  règlements  suivants  (tels  qu’ils  sont 
modifiés):  Droits  (Régi,  de  l’Ont.  548/94)  ; For- 
mules (R.R.O.  1990,  Régi.  1002)  ; Dispositions 
générales  (R.R.O.  1990,  Régi.  1003).  juil.  1995. 
21,  [40]  p.  : formules.  Titre  de  la  couverture. 
Codification  administrative. 

ISBN  0-7778-421 9-X 

Pub.  Ont.  110605  D * 8,50$ 

A4207 

Sale  of  Goods  Act  : Revised  Statutes  of  Onta- 
rio, 1990,  chapter  S.1,  as  amended  by:  1993, 
chapter  27,  sched.;  1994,  chapter  27,  s.  54  = Loi 
sur  la  vente  d’objets  : Lois  refondues  de  l’Ontario 
de  1990,  chapitre  S.1,  tel  qu’il  est  modifié  par: 
l’annexe  du  chap.  27  de  1993;  l’art.  54  du  chap. 
27  de  1994.  juin  1995.  19  p.  Titre  de  la  couver- 
ture. Codification  administrative. 

ISBN  0-7778-4220-3 

Pub.  Ont.  110583  D * 3,00$ 

A4208 

Social  Contract  Act,  1993  : Statutes  of  Ontario, 
1993,  chapter  5,  and  the  regulations  thereunder 
(as  amended)  = Loi  de  1993  sur  le  contrat  social  : 
Lois  de  l’Ontario  de  1993,  chapitre  5,  et  ses 
règlements  d’application  (tels  qu’ils  sont  modi- 
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fiés),  juin  1995.  37,  [28]  p.  Titre  de  la  couverture. 
Codification  administrative. 

ISBN  0-7778-4168-1 

Pub.  Ont.  110897  D * 9,00$ 

A4209 

St.  Clair  Parkway  Commission  Act  : Revised 
Statutes  of  Ontario,  1990,  chapter  S.23,  as 
amended  by:  1994,  chapter  27,  s.  106  = Loi  sur  la 
Commission  de  la  promenade  Sainte-Claire  : 
Lois  refondues  de  l’Ontario  de  1990,  chapitre 
S.23,  tel  qu’il  est  modifié  par:  l’art.  106  du  chap. 
27  de  1994.  févr.  1995. 9 p.  Titre  de  la  couverture. 
Codification  administrative. 

ISBN  0-7778-3083-3 

Pub.  Ont.  110739  D*1,50$ 

A4210 

St.  Lawrence  Parks  Commission  Act  : Re- 
vised Statutes  of  Ontario,  1990,  chapter  S.24,  as 
amended  by:  1993,  chapter  16,  s.  5 = Loi  sur  la 
Commission  des  parcs  du  Saint-Laurent  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  S.24, 
tel  qu’il  est  modifié  par:  l’art.  5 du  chap.  16  de 

1993.  janv.  1995.  9 p.  Titre  de  la  couverture. 
Codification  administrative. 

ISBN  0-7778-3075-2 

Pub.  Ont.  110740  D*1,50$ 

A4211 

Statutes  of  Ontario  = Lois  de  l’Ontario.  1994 
(35e  lég.,  3e  sess.).  2 v.  (xiii,  1376  p.). 

Pub.  Ont.  105909  D * 56,00$ 

A4212 

Statutes  of  Ontario  [fichier  d’ordinateur]  = Lois 
de  l’Ontario.  Première  éd.  (août  1995).  1 disque 
au  laser  d’ordinateur  : 4 3/4  po.  Titre  de  l’étiquet- 
te. “Contient  les  versions  anglaise  et  française 
des  Lois  de  l’Ontario,  codifiées  jusqu’au  mois 
d’octobre  1994”.  Comprend  une  carte  à consul- 
ter et  un  livret  de  renseignements.  Configuration 
requise:  ordinateur  personnel  386  ou  supérieur; 
unité  de  disque  optique  compact;  7 MO  d’espa- 
ce sur  le  disque  dur;  4 MO  de  mémoire  vive; 
compatibilité  VGA;  MS-DOS  3.0  ou  version 
supérieure;  MS  Windows  3.0  ou  version  supé- 
rieure. Publié  aussi  en  format  imprimé. 

Pub.  Ont.  300001  D * 675,00$ 

(+TVP)  (jusqu’au  10  utilisateurs) 
Pub.  Ont.  300001  D * 1 012,00$ 

(+TVP)  (plus  de  10  utilisateurs) 

A4213 

Statutory  Powers  Procedure  Act  : Revised 
Statutes  of  Ontario,  1990,  chapter  S.22  ...  = Loi 
sur  l’exercice  des  compétences  légales  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  S.22, 
tel  qu’il  est  modifié  par:  l’annexe  du  chap.  27  de 
1993;  l’art.  56  du  chap.  27  de  1994,  et  le  règle- 
ment suivant  (tel  qu’il  est  modifié):  Formules 


(Régi,  de  l’Ont.  116/95).  juil.  1995.  16,  [4]  p.  : 
formules.  Titre  de  la  couverture.  Codification 
administrative. 

ISBN  0-7778-4447-8 

Pub.  Ont.  110585  D * 3,00$ 

A4214 

[Substitute  Decisions  Act,  1992]  : Ontario 
Regulation  26/95  made  under  the  Substitute 
Decisions  Act,  1992  = [Loi  de  1992  sur  la  prise  de 
décisions  au  nom  d’autrui]  : Règlement  de 
l’Ontario  26/95  pris  en  application  de  la  Loi  de 
1992  sur  la  prise  de  décisions  au  nom  d’autrui. 
[1995].  p.  38-136  : formules.  Titre  de  départ.  Titre 
courant:  The  Ontario  gazette  = La  gazette  de 
l’Ontario.  Les  pages  portent  aussi  la  numérota- 
tion 276-374.  Dépouillement:  Règlement  de 
l’Ontario  26/95  pris  en  application  de  la  Loi  de 
1992  sur  la  prise  de  décisions  au  nom  d’autrui  - 
Règlement  de  l’Ontario  28/95  pris  en  application 
de  la  Loi  sur  le  curateur  public  - Règlement  de 
l’Ontario  29/95  pris  en  application  de  la  Loi  de 
1992  sur  la  prise  de  décisions  au  nom  d’autrui. 
Pub.  Ont.  110886  Épuisé 

A4215 

Substitute  Decisions  Act,  1992  : Statutes  of 
Ontario,  1992,  chapter  30  ...  = Loi  de  1992  sur  la 
prise  de  décisions  au  nom  d’autrui  : Lois  de 
l’Ontario  de  1992,  chapitre  30,  tel  qu’il  est  modi- 
fié par:  le  par.  43(2)  et  l’art.  62  du  chap.  27  de 
1994,  et  les  règlements  suivants  (tels  qu’ils  sont 
modifiés):  Évaluaton  de  la  capacité  (Régi,  de 
l’Ont.  29/95)  ; Dispositions  générales  (Régi,  de 
l’Ont.  26/95).  juin  1995.  57,  [99]  p.  Titre  de  la 
couverture.  Codification  administrative. 

ISBN  0-7778-4166-5 

Pub.  Ont.  110863  D * 17,00$ 

A4216 

Succession  Law  Reform  Act  : Revised  Statu- 
tes of  Ontario,  1990,  chapter  S.26  ...  = Loi  por- 
tant réforme  du  droit  des  successions  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  S.26, 
tel  qu’il  est  modifié  par:  l’art.  63  du  chap.  27  de 

1994,  et  le  règlement  suivant  (tel  qu’il  est  modi- 
fié): Preferential  Share  (O.  Reg.  54/95).  juil. 

1995.  38,  [1]  p.  : formules.  Titre  de  la  couverture. 
Codification  administrative.  Règlement  n’a  été 
pris  qu’en  anglais. 

ISBN  0-7778-4221-1 

Pub.  Ont.  110095  D * 5,50$ 

A4217 

Technology  Centres  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  T.3,  and  the  following 
regulation  (as  amended):  Ontario  Centre  for 
Resource  Machinery  Technology  (R.R.0. 1990 
Reg.  1030)  = Loi  sur  les  centres  de  technologie  : 
Lois  refondues  de  l’Ontario  de  1990,  chapitre 
T.3,  et  le  règlement  suivant  (tel  qu’il  est  modifié): 
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Ontario  Centre  for  Resource  Machinery  Techno- 
logy (R. R. O.  1990,  Reg.  1030).  janv.  1995.  6, 
[1]  p.  Titre  de  la  couverture.  Codification  adminis- 
trative. Règlement  n’a  été  pris  qu’en  anglais. 
ISBN  0-7778-3081-7 

Pub.  Ont.  110645  D*1,50$ 

A4218 

Tobacco  Control  Act,  1994  : Statutes  of  Onta- 
rio, 1994,  chapter  10,  and  the  following  regula- 
tion (as  amended):  General  (O.  Reg.  613/94)  = 
Loi  de  1994  sur  la  réglementation  de  l’usage  du 
tabac  : Lois  de  l’Ontario  de  1994,  chapitre  10,  et 
le  règlement  suivant  (tel  qu’il  est  modifié):  Gene- 
ral (O.  Reg.  613/94).  janv.  1995. 15,  [5]  p.  Titre  de 
la  couverture.  Codification  administrative. 
Règlement  n’a  été  pris  qu’en  anglais. 

ISBN  0-7778-3657-2 

Pub.  Ont.  110877  D * 3,00$ 

A4219 

Tobacco  Control  Act,  1994  : Statutes  of  Onta- 
rio, 1994,  chapter  10,  and  the  following  regula- 
tion (as  amended):  General  (O.  Reg.  613/94)  = 
Loi  de  1994  sur  la  réglementation  de  l’usage  du 
tabac  : Lois  de  l’Ontario  de  1994,  chapitre  10,  et 
le  règlement  suivant  (tel  qu’il  est  modifié):  Gene- 
ral (O.  Reg.  613/94).  sept.  1995. 14,  [5]  p.  Titre  de 
la  couverture.  Codification  administrative. 
Règlement  n’a  été  pris  qu’en  anglais. 

ISBN  0-7778-4630-6 

Pub.  Ont.  110877  D * 3,00$ 

! A4220 

Travel  Industry  Act  : Revised  Statutes  of  Onta- 
! rio,  1990,  chapter  T.19,  as  amended  by:  1994, 
chapter  27,  s.  100,  and  the  following  regulation 
i (as  amended):  General  (O.  Reg.  806/93)  = Loi 
sur  les  agences  de  voyages  : Lois  refondues  de 
l’Ontario  de  1990,  chapitre  T.19,  tel  qu’il  est  modi- 
fié par:  l’art.  100  du  chap.  27  de  1994,  et  le  règle- 
ment suivant  (tel  qu’il  est  modifié):  General  (O. 
Reg.  806/93).  avril  1995.  17,  [10]  p.  Titre  de  la 
couverture.  Codification  administrative.  Règle- 
ment n’a  été  pris  qu’en  anglais. 

ISBN  0-7778-3600-9 

Pub.  Ont.  110068  D * 4,00$ 

A4221 

Truck  Transportation  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  T.22  ...  = Loi  sur  le 
camionnage  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  T.22,  tel  qu’il  est  modifié  par:  le 
chap.  50  de  1991;  l’art.  7 du  chap.  27  de  1993,  et 
les  règlements  suivants  (tels  qu’ils  sont  modifié 
[sic]):  Conditions  of  Carriage-Carriers  of  01  41- 
Livestockand  01  92 -Animal  Specialties  (R.R.O. 
1990,  Reg.  1086) -General  Freight  Carriers 
(R.R.O.  1990,  Reg.  1087) -Household  Goods 
Carriers  (R.R.O.  1990,  Reg.  1088)  ; Load  Bro- 
kers (O.  Reg.  556/92)  ; Obligations  of  Licensees 


(R.R.O.  1990,  Reg.  1090)  ; Operating  Licences 
(R.R.O.  1990,  Reg.  1091).  mars  1995.  39,  [15]  p. 
Titre  de  la  couverture.  Codification  administra- 
tive. Règlements  n’ont  été  pris  qu’en  anglais. 
ISBN  0-7778-3296-8 

Pub.  Ont.  110885  D * 8,00$ 

A4222 

Trustee  Act  : Revised  Statutes  of  Ontario,  1990, 
chapter  T.23,  as  amended  by:  1992,  chapter  32, 
s.  27;  1993,  chapter  27,  sched.;  1994, 

chapter  27,  s.  43(2)  = Loi  sur  les  fiduciaires  : Lois 
refondues  de  l’Ontario  de  1990,  chapitre  T.23,  tel 
qu’il  est  modifié  par:  l’art.  27  du  chap.  32  de 
1992;  l’annexe  du  chap.  27  de  1993;  le  par.  43(2) 
du  chap.  27  de  1994.  avril  1995.  31  p.  Titre  de  la 
couverture.  Codification  administrative. 

ISBN  0-7778-3656-4 

Pub.  Ont.  110586  D * 4,50$ 

A4223 

Vocational  Rehabilitation  Services  Act  : Re- 
vised Statutes  of  Ontario,  1990,  chapter  V.5  ...  = 
Loi  sur  les  services  de  réadaptation 
professionnelle  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  V.5,  et  le  règlement  suivant  (tel 
qu’il  est  modifié):  General  (R.R.O.  1990,  Reg. 
1095).  juil.  1995.  6,  [19]  p.  : formules.  Titre  de  la 
couverture.  Codification  administrative.  Règle- 
ment n’a  été  pris  qu’en  anglais. 

ISBN  0-7778-4233-5 

Pub.  Ont.  110612  D * 3,50$ 

A4224 

Warehouse  Receipts  Act  : Revised  Statutes  of 
Ontario,  1990,  chapter  W.3  = Loi  sur  les  récépis- 
sés d’entrepôt  : Lois  refondues  de  l’Ontario  de 
1990,  chapitre  W.3.  mai  1995.  10  p.  Titre  de  la 
couverture.  Codification  de  bureau. 

ISBN  0-7778-3300-X 

Pub.  Ont.  110887  D*1,50$ 

A4225 

Waste  Management  Act,  1992  : Statutes  of 
Ontario,  1992,  chapter  1 = Loi  de  1992  sur  la 
gestion  des  déchets  : Lois  de  l’Ontario  de  1992, 
chapitre  1.  sept.  1995.  14  p.  Titre  de  la  couver- 
ture. Codification  administrative. 

ISBN  0-7778-4631-4 

Pub.  Ont.  110911  D * 2,00$ 

A4226 

Workers’  Compensation  Act  : Revised  Statu- 
tes of  Ontario,  1990,  chapter  W.11 ...  = Loi  sur  les 
accidents  du  travail  : Lois  refondues  de  l’Ontario 
de  1990,  chapitre  W.11,  tel  qu’il  est  modifié  par: 
l’art.  55  du  chap.  10  de  1993;  l’annexe  du  chap. 
27  de  1993;  l’art.  71  du  chap.  38  de  1993;  l’art.  37 
du  chap.  8 de  1994;  les  art.  1 à 34  du  chap.  24  de 
1994;  l’art.  86  du  chap.  25  de  1994;  le  par.  43(2) 
du  chap.  27  de  1994,  et  les  règlements  suivants 
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(tels  qu’ils  sont  modifiés):  First  Aid  Require- 
ments (R. R. O.  1990,  Reg.  1101)  ; General 
(R. R. O.  1990,  Reg.  1102)  ; Pension  Benefits  for 
Board  Members  and  Employees  (O.  Reg.  753/ 
91)  ; Reinstatement  in  the  Construction  Industry 
(O.  Reg.  259/92);  Retirement  Benefits  (O.  Reg. 
715/94).  avril  1995.  100,  [32]  p.  Titre  de  la  cou- 
verture. Codification  administrative.  Règlements 
n’ont  été  pris  qu’en  anglais. 

ISBN  0-7778-3079-5 

Pub.  Ont.  110005  D * 16,00$ 


BUREAU  DES  CONSEILLERS  DU 
PATRONAT 


A4227 

Bureau  des  conseillers  du  patronat  : offrir  aux 
employeurs  des  services  de  représentation,  de 
formation  et  de  soutien  en  matière  de  défense 
des  politiques  dans  le  domaine  de  l’indemnisa- 
tion des  travailleurs.  [1995?].  1 feuille  pliée  : 1 
formule.  Publié  aussi  en  anglais  sous  le  titre: 
Office  of  the  Employer  Adviser. 

ISBN  0-7778-4038-3 

Pub.  Ont.  001988  * Gratuit 

A4228 

Rapport  annuel.  1993/1994.  11  p.  Titre  de  la 
couverture.  L’année  d’activité  se  termine  le  31 
mars.  Publié  aussi  en  anglais  sous  le  titre: 
Annual  report.  Disponible  sur  microfiche. 

ISSN  1201-7434 

Pub.  Ont.  001990  * Gratuit 

Microfiche  5659-95  * 1 1,00$  (+ taxe) 


BUREAU  DU  COMMISSAIRE  DES 
INCENDIES 


A4229 

Conseils  pour  un  chauffage  sécuritaire. 

c1993. 1 feuille  pliée  : ill.  en  coul.  Texte  en  fran- 
çais et  en  anglais;  le  texte  anglais  se  trouve  au 
verso.  Titre  au  verso:  Tips  for  safe  heating. 

A4230 

If  you  hear  the  fire  alarm  and  cannot  leave 
your  apartment  = Si  vous  entendez  l’alarme  de 
feu  et  que  vous  ne  pouvez  pas  quitter  votre 
appartement.  c1995.  2 étiquettes  sur  une  feuille. 
Les  textes  français  et  anglais  sont  imprimés  sur 
papier  autocollant. 

Pub.  Ont.  005698  D * Gratuit 

A4231 

Les  incendies  dans  votre  immeuble.  c1995. 1 
feuille  pliée  : ill.  Texte  en  français  et  en  anglais;  le 


BUREAU  DES  CONSEILLERS  DU  PATRONAT 

texte  anglais  se  trouve  au  verso.  Titre  au  verso:  . 
Fire  in  your  apartment  building.  Publié  en  collab. 
avec  le  Ministère  du  logement. 

Pub.  Ont.  001939  D * Gratuit 

A4232 

Nettoyage  printanier?  Prévenez  le  feu!  j 

[1994?].  1 feuille  pliée  : ill.  en  coul.  Texte  en  fran-  j 
çais  et  en  anglais;  le  texte  anglais  se  trouve  au 
verso.  Titre  au  verso:  Spring  fire  safety  tips. 
Publié  en  collab.  avec  le  Ministère  des  richesses 
naturelles.  MNR  50489.  Fait  partie  aussi  de:  i 
Spring  into  fire  safety-  it’s  your  responsibility. 
ISBN  0-7778-2464-7 

A4233 

Préparez-vous  à l’avance  : la  sécurité  incendie 
dans  les  immeubles  d’appartements.  c1995. 1 
feuille  pliée.  Texte  en  français  et  en  anglais;  le 
texte  anglais  se  trouve  au  verso.  Titre  au  verso:  « 
Plan  ahead  : fire  safety  in  apartment  buildings,  j 
Publié  en  collab.  avec  le  Ministère  du  logement. 
Pub.  Ont.  001940  D * Gratuit  | 

A4234 

La  sécurité  incendie  et  les  appartements  I 
dans  les  maisons  : information  à l’intention  j 
des  propriétaires.  [1994],  1 feuille  pliée.  En  tête  | 
du  titre:  Ce  que  vous  devez  savoir  au  sujet  de  la 
sécurité  incendie  dans  les  maisons  comprenant  I 
duex  [sic]  unités  de  logement.  Publié  aussi  en  * 
anglais  sous  le  titre:  Fire  safety  for  apartments  J 
in  houses  : information  for  homeowners  and 
tenants. 

ISBN  0-7778-3733-1 
A4235 

Sécurité  incendie  pour  les  parents  et  gar- 
diennes d’enfants,  [réimprimé  1994?].  1 feuille 
pliée.  Texte  en  français  et  en  anglais;  le  texte  * 
anglais  se  trouve  au  verso.  Titre  au  verso:  Fire 
safety  for  parents  and  baby-sitters. 

A4236 

Votre  maison  et  ses  risques  d’incendie,  [réim- 
primé 1994?].  1 feuille  pliée  : ill.  Texte  en  français 
et  en  anglais;  le  texte  anglais  se  trouve  au  verso,  j 
Titre  au  verso:  Check  your  home  for  fire  hazards.  I 


BUREAU  DU  CONSEIL  DES 
MINISTRES 


A4237 

BoulotOntario  bulletin.  Vol.  2,  no  2.  ill.  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre:  Job- 
sOntario  bulletin.  Cessé  de  paraître.  Publié  par 
le  Secrétariat  de  l’emploi. 

ISSN  1198-8797 


BUREAU  DU  VÉRIFICATEUR  PROVINCIAL 


BUREAU  DU  VÉRIFICATEUR 
PROVINCIAL 


A4238 

Rapport  annuel.  1995.  395  p.  : ill.  Sur  la  couver- 
ture: Comptabilité,  imputabilité,  optimisation  des 
ressources.  Titre  de  la  couverture.  Publié  aussi 
en  anglais  sous  le  titre:  Annual  report.  L’année 
d’activité  se  termine  le  31  sept. 

ISSN  0843-722X  (corr.) 

Pub.  Ont.  106063  D * 4,00$ 


CENTRE  DES  CONGRÈS  D’OTTAWA 

A4239 

Annual  report  = Rapport  annuel.  1993/1994. 
[23]  p.  Titre  de  la  couverture.  L’année  d’activité 
se  termine  le  31  mars. 


CENTRE  DES  SCIENCES  DE 
L’ONTARIO 


A4240 

Rapport  annuel.  1994/1995.  [13,  13]  p.  : portr. 
Titre  de  la  p.  de  t.  addit.:  Annual  report.  Titre  de  la 
couverture.  Texte  en  français  et  en  anglais  dis- 
posé tête-bêche.  L’année  d’activité  se  termine  le 
31  mars.  Comprend  les  états  financiers  du  Cen- 
tre Centennial  des  sciences  et  de  la  technologie. 


COLLECTION  MCMICHAEL  D’ART 
CANADIEN 


A4241 

Calendar  1996  = 1996  calendrier.  c1995.  [14]  p. 
dans  une  boîte  : ill.  en  coul. 

ISBN  0-7778-3549-5 

A4242 

Rapport  annuel.  1993/1994.  20  p.  Titre  de  la 
couverture.  L’année  d’activité  se  termine  le  31 
mars.  Publié  aussi  en  anglais  sous  le  titre: 
Annual  report. 

ISSN  0840-5840 


COMITÉ  CONSULTATIF  DES 
ÉVALUATIONS  ENVIRONNEMENTALES 

A4243 

Rapport  annuel,  lie  (1993/1994).  14  p.  Sur  la 
couverture:  Comité  consultatif  ontarien  des  éva- 
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luations  environnementales.  L’année  d’activité 
se  termine  le  31  mars.  Publié  aussi  en  anglais 
sous  le  titre:  Annual  report. 

ISSN  0847-009X 


COMITÉ  DES  MALADIES 
PROFESSIONNELLES 


A4244 

Comité  des  normes  professionnelles  [bulle- 
tin]. Vol.  5,  no  3 (janv./avril  1995)-v.  6,  no  2 
(sept./déc.  1995).  ill.  Titre  de  départ.  Titre  varie 
légèrement.  Publié  antérieurement  par  le  Comi- 
té des  normes  en  matière  de  maladies  profes- 
sionnelles sous  le  titre:  Comité  des  normes  en 
matière  de  maladies  professionnelles  bulletin. 
Publié  aussi  en  anglais  sous  le  titre:  Occupatio- 
nal Disease  Panel  newsletter. 

ISSN  1201-933X  (corr.) 


COMITÉ  DES  NORMES  EN 
MATIÈRE  DE  MALADIES 
PROFESSIONNELLES 


A4245 

Rapport  annuel.  1993/1994.  22,  21  p.  Titre  de 
la  p.  de  t.  addit.:  Annual  report.  Présenté  au 
Ministre  du  Travail.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  Publié  dorénavant 
par  le  Comité  des  maladies  professionelles. 
ISSN  0836-1487 

Microfiche  5610-95  * 1 1,00$  ( + TVP) 


COMMISSAIRE  À 

L’ENVIRONNEMENT  DE  L’ONTARIO 

A4246 

CDEnvironnement.  Vol.  1 , no  3 (déc.  1994)-v.  2, 
no  1 (hiver  1994/1995).  2 no.  Titre  de  départ. 
Vol.  2,  no  1 en  format  bilingue.  Publié  aussi  en 
anglais  sous  le  titre:  EBRights. 

A4247 

La  Charte  des  droits  environnementaux  de 
l’Ontario  : mise  en  oeuvre  de  la  Charte  des 
droits  environnementaux  et  du  registre  élec- 
tronique. [1994?].  [2]  p.  sur  1 feuille.  Texte  en 
français  et  en  anglais;  le  texte  anglais  se  trouve 
au  verso.  Titre  au  verso:  Ontario’s  Environmen- 
tal Bill  of  Rights  : implementation  of  the  Environ- 
mental Bill  of  Rights  and  the  electronic  registry. 
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A4248 

Le  commissaire  à l’environnement  de  l’Onta- 
rio : Centre  public  de  documentation.  [1995], 
[4,  4]  p.  Titre  de  la  couverture.  Texte  en  français 
et  en  anglais  disposé  tête-bêche.  Titre  de  la  p. 
de  t.  addit.:  The  Environmental  Commissioner  of 
Ontario  : Public  Resource  Centre. 

Pub.  Ont.  005643  D * Gratuit 

A4249 

Pour  mieux  comprendre  la  Charte  des  droits 
environnementaux  : comment  participer. 

[1995?].  1 feuille  pliée.  Publié  aussi  en  anglais 
sous  le  titre:  A guide  to  the  Environmental  Bill  of 
Rights  : how  to  participate. 

A4250 

Pour  mieux  comprendre  la  Charte  des  droits 
environnementaux  : comment  participer. 

[1995].  [7,  7]  p.  Titre  de  la  couverture.  Texte  en 
français  et  en  anglais  disposé  tête-bêche.  Titre 
de  la  p.  de  t.  addit.:  A guide  to  the  Environmental 
Bill  of  Rights  : how  to  participate. 

Pub.  Ont.  005641  D * Gratuit 

A4251 

Pour  mieux  comprendre  la  Charte  des  droits 
environnementaux,  le  Commissaire  à l’envi- 
ronnement. [1995?].  1 feuille  pliée.  Publié  aussi 
en  anglais  sous  le  titre:  A guide  to  the  Environ- 
mental Bill  of  Rights  and  the  Environmental 
Commissioner. 

A4252 

Pour  mieux  comprendre  la  Charte  des  droits 
environnementaux,  le  Commissaire  à l’envi- 
ronnement. [1995?].  [5,  5]  p.  Titre  de  la  couver- 
ture. Texte  en  français  et  en  anglais  disposé 
tête-bêche.  Titre  de  la  p.  de  t.  addit.:  A guide  to 
the  Environmental  Bill  of  Rights  and  the  Environ- 
mental Commissioner. 

Pub.  Ont.  005642  D * Gratuit 


COMMISSAIRE  À L’INFORMATION 
ET  À LA  PROTECTION  DE  LA  VIE 
PRIVÉE/ONTARIO 


A4253 

Coup  d’oeil  sur  la  route  : systèmes  intelli- 
gents de  transport  et  votre  vie  privée  / Torn 
Wright,  mars  1995.  i,  25  p.  Titre  de  la  couverture. 
Publié  aussi  en  anglais  sous  le  titre:  Eyes  on  the 
road  : intelligent  transportation  systems  and  your 
privacy.  Comprend  des  références  bibliogr. 

A4254 

Divulgation  systématique/diffusion  automa- 
tique (DS/DA)  de  l’information  gouverne- 


mentale. oct.  1995.  [2]  p.  sur  1 feuille.  (Dans 
la  pratique,  ISSN  1188-7214).  Publié  aussi  en 
anglais  sous  le  titre:  Routine  disclosu re/active 
dissemination  (RD/AD)  of  government  informa- 
tion. 

A4255 

Index  des  articles  de  la  Loi  sur  l’accès  à 
l’information  et  la  protection  de  la  vie  privée 
de  l’Ontario.  Ordonnances  1 à P-604  (avril 
1994).  24  p.  Titre  de  la  couverture.  Fait  suite  à: 
Index  des  articles  de  la  Loi  de  1987  sur  l’accès  à 
l’information  et  la  protection  de  la  vie  privée. 
Publié  aussi  en  anglais  sous  le  titre:  Sectional 
index  for  Ontario’s  Freedom  of  Information  and 
Protection  of  Privacy  Act. 

A4256 

Index  des  sujets.  Mise  à jour  (janv.  1995)-oct. 
1995. 3 no.  Titre  de  la  couverture.  “Ordonnances 
et  enquêtes  du  Commissaire  à l’information  et  à 
la  protection  de  la  vie  privée  de  l’Ontario”.  Publié 
aussi  en  anglais  sous  le  titre:  Subject  index. 

A4257 

Perspectives.  Vol.  4,  no  1 (hiver  1995)-v.  4,  no  3 
(automne  1994  [i.e.  1995]).  Trois  fois  par  année. 
Publié  aussi  en  anglais  sous  le  titre:  IPC  per- 
spectives. 

ISSN  1188-3006 

A4258 

Petit  guide  de  la  Loi  sur  l’accès  à l’informa- 
tion et  la  protection  de  la  vie  privée  de  l’Onta- 
rio. [Rev.],  juil.  1993.  1 feuille  pliée.  Texte  en 
français  et  en  anglais;  le  texte  anglais  se  trouve 
au  verso.  Titre  au  verso:  A pocket  guide  to  Onta- 
rio’s Freedom  of  Information  and  Protection  of 
Privacy  Act. 

A4259 

Petit  guide  de  la  Loi  sur  l’accès  à l’informa- 
tion municipale  et  la  protection  de  la  vie  pri- 
vée de  l’Ontario.  [Rev.],  juil.  1993. 1 feuille  pliée. 
Texte  en  français  et  en  anglais;  le  texte  anglais 
se  trouve  au  verso.  Titre  au  verso:  A pocket  gui- 
de to  Ontario’s  Municipal  Freedom  of  Informa- 
tion and  Protection  of  Privacy  Act. 

A4260 

Les  principes  de  la  protection  de  la  vie  privée 
pour  les  systèmes  de  courrier  électronique. 

oct.  1995.  1 feuille.  (Dans  la  pratique,  ISSN 
1188-7214).  Publié  aussi  en  anglais  sous  le  titre: 
Privacy  protection  principles  for  electronic  mail. 

A4261 

Les  principes  de  protection  de  la  vie  privée  et 
la  messagerie  vocale,  oct.  1995.  1 feuille. 
(Dans  la  pratique,  ISSN  1188-7214).  Publié  aussi 
en  anglais  sous  le  titre:  Privacy  protection  princi- 
ples for  voice  mail  systems. 
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A4262 

Les  principes  de  protection  de  la  vie  privée  et 
la  messagerie  vocale  / Tom  Wright,  oct.  1995. 
30  p.  Titre  de  la  couverture.  Publié  aussi  en 
anglais  sous  le  titre:  Privacy  protection  principles 
for  voice  mail  systems. 

A4263 

Le  processus  d’appel  et  le  Commissaire  à 
l’information  et  à la  protection  de  la  vie  pri- 
vée de  l’Ontario,  [réimprimé]  nov.  1993.  [6,  6]  p. 
Titre  de  la  couverture.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  Titre  de  la  page  de 
titre  additionnelle:  The  appeal  process  and  On- 
tario’s Information  and  Privacy  Commissioner. 
ISBN  0-7729-9459-5 

A4264 

La  protection  de  la  vie  privée  favorise  la  saine 
gestion  des  affaires  / Tom  Wright,  oct.  1994. 
20  p.  Titre  de  la  couverture.  Publié  aussi  en 
anglais  sous  le  titre:  Privacy  protection  makes 
good  business  sense. 

A4265 

La  protection  de  la  vie  privée  favorise  la  sai- 
ne gestion  des  affaires,  oct.  1995.  [3]  p.  (Dans 
la  pratique,  ISSN  1188-7214).  Titre  de  départ. 
Publié  aussi  en  anglais  sous  le  titre:  Privacy 
protection  makes  good  business  sense. 

A4266 

Rapport  annuel.  1994.  31  p.  : ill.  Titre  de  la  cou- 
verture. Publié  aussi  en  anglais  sous  le  titre: 
Annual  report. 

ISSN  1198-6247 

Pub.  Ont.  105908  * 5,00$ 

A4267 

Soyons  sur  nos  gardes  : guide  du  consom- 
mateur pour  la  protection  de  la  vie  privée  sur 
le  marché,  oct.  1995.  [2]  p.  sur  1 feuille.  (Dans  la 
pratique,  ISSN  1188-7214).  Publié  aussi  en 
anglais  sous  le  titre:  Privacy  alert  : a consumer’s 
guide  to  privacy  in  the  marketplace. 

A4268 

La  vie  privée  et  l’identification  électronique  à 
l’ère  de  l’informatique  /Tom  Wright,  nov.  1994. 
ii,  15  p.  Titre  de  la  couverture.  Publié  aussi  en 
anglais  sous  le  titre:  Privacy  and  electronic  iden- 
tification in  the  information  age.  Comprend  des 
références  bibliogr. 

A4269 

Votre  vie  privée  et  l’afficheur,  oct.  1995.  [2]  p. 
sur  1 feuille.  (Dans  la  pratique,  ISSN  1188-7214). 
Publié  aussi  en  anglais  sous  le  titre:  Your  privacy 
and  call  display. 


COMMISSION  D’APPEL  DES 
ENREGISTREMENTS  COMMERCIAUX 

A4270 

Comment  interjeter  appel  devant  la  Commis- 
sion d’appel  des  enregistrements  commer- 
ciaux. [1995].  16,  15  p.  Titre  de  la  couverture. 
Texte  en  français  et  en  anglais  disposé  tête- 
bêche.  Titre  de  la  p.  de  t.  addit.:  Making  your 
appeal  to  the  Commercial  Registration  Appeal 
Tribunal. 

ISBN  0-7778-4031-6 


COMMISSION  DE  CONTRÔLE 
CINÉMATOGRAPHIQUE  DE 
L’ONTARIO 


A4271 

Rapport  annuel.  1993/1994.  [15, 14]  p.  Titre  de 
la  p.  de  t.  addit.:  Annual  report.  Titre  de  la  cou- 
verture. Texte  en  français  et  en  anglais  disposé 
tête-bêche.  L’année  d’activité  se  termine  le  31 
mars. 

ISSN  0843-6355 

Pub.  Ont.  001902  D * Gratuit 


COMMISSION  DE  L’ÉNERGIE  DE 
L’ONTARIO 


A4272 

Rapport  annuel.  1993/1994.  35  p.  : ill.,  cartes 
géographiques,  portr.  Titre  de  la  couverture. 
L’année  d’activité  se  termine  le  31  mars.  Publié 
aussi  en  anglais  sous  le  titre:  Annual  report.  Dis- 
ponible sur  microfiche. 

ISSN  1201-6004  (corr.) 

Microfiche  5609-95  * 1 1 ,00$  ( + TVP) 


COMMISSION  DE  L’ÉQUITÉ  EN 
MATIÈRE  D’EMPLOI 


A4273 

Bulletin  CÉE.  Vol.  1 (printemps  1995).  ill.  Titre 
de  la  p.  de  t.  addit.:  EEC  newsletter.  Titre  de 
départ.  Texte  en  français  et  en  anglais  disposé 
tête-bêche. 

ISSN  1201-6047 
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A4274 

L’équité,  ça  marche.  c1995.  1 feuille  pliée. 
Texte  en  français  et  en  anglais;  le  texte  anglais 
se  trouve  au  verso.  Titre  au  verso:  Equity  works. 
À utiliser  avec  la  vidéocassette:  L’équité,  ça  mar- 
che. 

ISBN  0-7778-4298-X 
A4275 

L’équité  en  matière  d’emploi  et  vous.  [1995]. 
6,  6 p.  Titre  de  la  couverture.  Texte  en  français  et 
en  anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  Employment  equity  : what  it  means  to 
you. 

ISBN  0-7778-3973-3 
A4276 

Pratiquons  l’équité  au  travail  [enregistrement 
vidéo].  c1994.  1 vidéocassette  (15  min)  : son., 
coul.  +1  feuille  pliée.  Titre  sur  la  feuille  pliée: 
Pratiquons  l’équité  au  travail  : veuillez  lire  la  pré- 
sente brochure  avant  le  visionnement.  Publié 
aussi  en  anglais  sous  le  titre:  Putting  equity  to 
work. 

ISBN  0-7778-3625-4 
A4277 

Préparons-nous  à la  Loi  sur  l’équité  en 
matière  d’emploi  de  l’Ontario.  2e  éd.  nov. 
1994.  35  p.  : ill.  Titre  de  la  couverture.  Publié 
aussi  en  anglais  sous  le  titre:  Getting  ready  : 
preparing  for  Ontario’s  Employment  Equity  Act. 

A4278 

Programme  d’éducation  sur  l’équité  en 
matière  d’emploi,  printemps  1995.  Rev. 
[1995].  1 feuille  pliée.  En  tête  du  titre:  L’équité,  ça 
marche.  Texte  en  français  et  en  anglais;  le  texte 
anglais  se  trouve  au  verso.  Titre  au  verso:  Em- 
ployment equity  education  program,  spring  1995. 
ISBN  0-7778-3928-8 

A4279 

Résumé  de  la  Loi  sur  l’équité  en  matière 
d’emploi  et  des  règlements.  [1995?].  1 feuille 
(pliée).  Texte  en  français  en  en  anglais;  le  texte 
anglais  se  trouve  au  verso.  Titre  au  verso:  Sum- 
mary of  the  Employment  Equity  Act  and  regula- 
tions. 


COMMISSION  DE  L’ÉQUITÉ 
SALARIALE 


A4280 

Bulletin.  Vol.  6,  no  3 (févr.  1995)-v.  7,  no  2 (oct. 
1995).  Publié  aussi  en  anglais  sous  le  titre: 
Newsletter. 

ISSN  0847-3242  (corr.) 


A4281 

Rapport  annuel.  1993/1994.  42,  38  p.  : ill.  Titre 
de  la  p.  de  t.  addit.:  Annual  report.  Titre  de  la 
couverture.  Texte  en  français  et  en  anglais  dis- 
posé tête-bêche.  L’année  d’activité  se  termine  le 
31  mars.  Soumis  au  Ministère  du  travail.  Com- 
prend les  rapports  annuels  du  Bureau  de  l’équité 
salariale  et  du  Tribunal  de  l’équité  salariale. 
ISSN  1181-8093 

Pub.  Ont.  105456  D * 3,00$ 


COMMISSION  DE 
L’ESCARPEMENT  DU  NIAGARA 

A4282 

Cuesta.  1995.  17  p.  : ill.  (certaines  en  coul.), 
cartes  géographiques,  portr.  Annuel.  Publié  aus- 
si en  anglais  sous  le  même  titre. 

ISSN  0847-2106 


COMMISSION  DE  PLANIFICATION 
ET  DE  MISE  EN  OEUVRE 


A4283 

Rapport  annuel.  1992/1993.  22,  22  p.  Titre  de 
la  p.  de  t.  addit.:  Annual  report.  Titre  de  la  cou- 
verture. Sur  la  couverture:  Commission  de  plani- 
fication et  de  mise  en  oeuvre.  “Commission  de 
planification  et  de  mise  en  oeuvre  du  finance- 
ment des  écoles  secondaires  catholiques  de 
l’Ontario”.  Texte  en  français  et  en  anglais  dispo- 
sé tête-bêche.  L’année  d’activité  se  termine  le 
30  juin.  Présenté  au  Ministère  de  l’éducation  et 
de  la  formation. 

ISSN  0828-296X 

Pub.  Ont.  105799  D * 3,50$ 

A4284 

Rapport  annuel.  1993/1994.  22,  22  p.  Titre  de 
la  p.  de  t.  addit.:  Annual  report.  Titre  de  la  cou- 
verture. Sur  la  couverture:  Commission  de  plani- 
fication et  de  mise  en  oeuvre.  “Commission  de 
planification  et  de  mise  en  oeuvre  du  finance- 
ment des  écoles  secondaires  catholiques  de 
l’Ontario”.  Texte  en  français  et  en  anglais  dispo- 
sé tête-bêche.  L’année  d’activité  se  termine  le 
30  juin.  Présenté  au  Ministère  de  l’éducation  et 
de  la  formation. 

ISSN  0828-296X 

Pub.  Ont.  106056  D * 3,50$ 
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A4285 

Document  d’étude  sur  les  perspectives  en 
matière  de  justice  civile  : sommaire.  1995.  33, 
28  p.  Texte  en  français  et  en  anglais  disposé 
tête-bêche.  Titre  de  la  p.  de  t.  addit.:  Study  paper 
on  prospects  for  civil  justice  : executive  summary. 
ISBN  0-7778-4180-0 
Pub.  Ont.  105774  (ensemble) 

D * 13,90$  (ensemble) 

A4286 

Rapport  annuel.  1993/1994.  44  p.  L’année 
d’activité  se  termine  le  31  mars.  Publié  aussi  en 
anglais  sous  le  titre:  Annual  report.  Comprend 
des  références  bibliogr. 

ISSN  1188-8946 

Pub.  Ont.  105426  * 2,10$ 

A4287 

Rapport  sur  l’élimination  des  rétards  et  des 
procédures  multiples  dans  les  décisions 
portant  sur  les  litiges  de  droit  du  travail  : 
sommaire.  1995.  7,  7 p.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  Report  on  avoiding  delay  and  multiple 
proceedings  in  the  adjudication  of  workplace 
disputes  : executive  summary. 

ISBN  0-7778-4089-8 

Pub.  Ont.  105699  (ensemble)  Épuisé 

A4288 

Rapport  sur  sur  [sic]  les  rentes  de  retraite  en 
tant  que  biens  familiaux  : évaluation  et 
partage  : sommaire.  1995.  31,  28  p.  Texte  en 
français  et  en  anglais  disposé  tête-bêche.  Titre 
de  la  p.  de  t.  addit.:  Report  on  pensions  as  family 
property  : valuation  and  division  : executive  sum- 
mary. 

ISBN  0-7778-1877-9 
Pub.  Ont.  105698  (ensemble) 

D * 9,85$  (ensemble) 


COMMISSION  DE  RÉVISION  DE 
L’AIDE  SOCIALE 


A4289 

Bulletin  et  résumés  des  décisions  de  la  Com- 
mission de  révision  de  l’aide  sociale.  Vol.  4 
(avril  1995).  Titre  de  la  couverture.  Fait  suite  à: 
Résumés  des  décisions,  et  à:  Bulletin.  Publié 
aussi  en  anglais  sous  le  titre:  Bulletin  and  sum- 
maries of  decisions. 

ISSN  1203-1194  (corr.) 


A4290 

Rapport  annuel.  1993/1994.  67,  67  p.  : ill.  Titre 
de  la  p.  de  t.  addit.:  Annual  report.  Titre  de  la 
couverture.  Texte  en  français  et  en  anglais  dis- 
posé tête-bêche.  L’année  d’activité  se  termine  le 
31  mars. 

ISSN  0701-9688 


COMMISSION  DE  RÉVISION 
DES  LOYERS 


A4291 

Annual  report  = Rapport  annuel.  1993/1994. 18, 
18  p.:  ill.  Titre  de  la  couverture.  Texte  en  français 
et  en  anglais,  le  texte  français  suit  le  text  anglais. 
L’année  d’activité  se  termine  le  31  mars.  Cessé 
de  paraître. 


COMMISSION  DE  RÉVISION  DES 
SERVICES  À L’ENFANCE  ET 
À LA  FAMILLE 


A4292 

Audiences  de  la  Commission  de  révision  des 
services  à l’enfance  et  à la  famille  suivant 
une  demande  de  mise  en  congé  d’un  enfant 
d’un  programme  de  traitement  en  milieu  fer- 
mé. c1994. 10  p.  Titre  de  la  couverture.  “Lignes 
directrices  servant  à la  conduite  des  audiences 
relatives  à l’article  124  de  la  Loi  sur  les  services  à 
l’enfance  et  à la  famille”.  Publié  aussi  en  anglais 
sous  le  titre:  Hearings  before  the  Child  and 
Family  Services  Review  Board  pursuant  to  appli- 
cations for  orders  to  release  children  from  secure 
treatment  programs. 

ISBN  0-7778-3421-9 


COMMISSION  DE  TRANSPORT 
ONTARIO  NORTHLAND 


A4293 

Bus  schedule  : connector  services  : Tim- 
mins, Cochrane,  Driftwood,  Matheson  = 

Horaire  d’autobus  : Connector  services  : Tim- 
mins, Cochrane,  Driftwood,  Matheson.  En 
vigueur  le  11  sept.  1995.  Irrégulier. 

A4294 

Bus  schedule  : North  Bay,  Timmins,  Coch- 
rane, Hearst  = Horaire  d’autobus  : North  Bay, 
Timmins,  Cochrane,  Hearst.  En  vigueur  le  30 
oct.  1994.  Irrégulier. 
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A4295 

Bus  schedule  : Sudbury,  Timmins  = Horaire 
d’autobus  : Sudbury,  Timmins.  En  vigueur  le  28 
juin  1995.  Irrégulier. 

A4296 

Bus  schedule  : Toronto,  Barrie,  Orillia,  Gra- 
venhurst,  Bala  = Horaire  d’autobus  : Toronto, 
Barrie,  Orillia,  Gravenhurst,  Bala.  En  vigueur  le 
28  juin  1995.  Irrégulier. 

A4297 

Bus  schedule  : Toronto,  Barrie,  Orillia, 
Huntsville,  North  Bay  = Horaire  d’autobus  : 
Toronto,  Barrie,  Orillia,  Huntsville,  North  Bay.  En 
vigueur  le  28  juin  1995.  Irrégulier. 

A4298 

Bus  schedule  : Toronto,  Port  Severn,  Parry 
Sound,  Gravenhurst,  Sudbury  = Horaire  d’auto- 
bus : Toronto,  Port  Severn,  Parry  Sound,  Graven- 
hurst, Sudbury.  En  vigueur  le  28  juin  1995.  Irrégu- 
lier. 

A4299 

Et  si  vous  ne  le  saviez  pas  encore  : Télécom- 
munications Ontario  Northland  présente  quatre 
plans  d’épargne  conçus  pour  vous-  notre  clien- 
tèle. [1995?].  1 feuille  pliée  : ill.  en  coul.  Texte  en 
français  et  en  anglais;  le  texte  anglais  se  trouve 
au  verso.  Titre  au  verso:  In  case  you  still  don’t 
know.  Publié  par  les  Télécommunications  Onta- 
rio Northland. 

A4300 

Express  de  l’ours  polaire  : horaire  : horaires 
des  aventures  par  train  de  Cochrane  à Mooso- 
nee  et  Moose  Factory.  1995.  1 feuille  pliée. 
Annuel.  Titre  varie.  Texte  en  français  et  en 
anglais;  le  texte  anglais  se  trouve  au  verso.  Titre 
au  verso:  Polar  Bear  Express  : schedule. 

Pub.  Ont.  001920  * Gratuit 

A4301 

L’Express  de  l’ours  polaire  : les  excursions 
voyages  organisés.  1995.  [3,  3]  p.  Annuel.  Titre 
de  la  p.  de  t.  addit.:  Polar  Bear  Express  excur- 
sion package  tours.  Titre  de  la  couverture.  Texte 
en  français  et  en  anglais  disposé  tête-bêche. 
Formulaire  de  réservation  ci-joint. 

Pub.  Ont.  001921  * Gratuit 

A4302 

Horaire  : Chi-Cheemaun  : horaires  du  service 
de  traversiers  entre  Tobermory  et  South  Bay- 
mouth.  1995. 1 feuille  pliée.  Annuel.  Titre  de  la  p. 
de  t.  addit.:  Chi-Cheemaun  : schedule.  Texte  en 
français  et  en  anglais;  le  texte  anglais  se  trouve 
au  verso.  Le  sous-titre  varie. 

A4303 

Messageries  par  autobus  : un  moyen  de  livrai- 
son fiable  et  abordable.  [1995?].  1 feuille  pliée. 


Texte  en  français  et  en  anglais;  le  texte  anglais 
se  trouve  au  verso.  Titre  au  verso:  Bus  parcel  ^ 
express. 

A4304 

Nor-pass.  1995. 1 feuille  pliée.  Annuel.  Texte  en  * 
français  et  en  anglais. 

A4305 

NorOntair  timetable  = NorOntair  horaire.  2 avril 
1995.  [10]  p.  : 1 carte  géographique.  Semestriel. 

A4306 

Ontario  Northland  rail  services  = Ontario  North- 1 
land  services  ferroviaires.  En  vigueur  le  11  sep- h 
tembre  1994.  [2]  p.  sur  1 feuille  : ill. 

A4307 

Ontario  Northland  voyages  organisés  par 
autocar,  automne  1994  & 1995.  [5,  5]  p.  Annuel. 
Titre  de  la  p.  de  t.  addit.:  Ontario  Northland  bus 
tours.  Titre  de  la  couverture.  “Avec  l’association 
des  Voyages  organisés  Rivers”.  Texte  en  fran-  : 
çais  et  en  anglais  disposé  tête-bêche. 

A4308 

Rapport  annuel  de  la  Commission  de  trans- 
port Ontario  Northland.  1993.  27  p.  : ill.,  portr.  I 
Titre  de  la  couverture:  Rapport  annuel.  Publié 
aussi  en  anglais  sous  le  titre:  Annual  report  of  the 
Ontario  Northland  Transportation  Commission.  , 

A4309 

Rapport  annuel  de  la  Commission  de  trans- 
port Ontario  Northland.  94e  (1994).  26  p.  : ill.,  I 
portr.  Titre  de  la  couverture:  Rapport  annuel. 
Publié  aussi  en  anglais  sous  le  titre:  Annual 
report  of  the  Ontario  Northland  Transportation 
Commission. 

A4310 

Saviez-vous  qui  procure  vos  services  de  télé- 
phone interurbains?  [1995?].  1 feuille  pliée. 
Texte  en  français  et  en  anglais;  le  texte  anglais  se 
trouve  au  verso.  Titre  au  verso:  Do  you  know  who 
provides  your  long  distance  telephone  service? 
Publié  par  Télécommunications  Ontario  North-  % , 
land. 
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A4311  I 

Rapport  annuel.  1993  et  1994.  72,  59  p.  : portr. 
Titre  de  la  p.  de  t.  addit.:  Annual  report.  Couvre  -t 
les  neuf  derniers  mois  de  1993  et  l’année  1994. 
Titre  de  la  couverture.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  Fait  suite  à:  Rapport  j 
annuel  et  résumés  des  décisions. 
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! A4312 

Bulletin  des  politiques.  Vol.  8,  no  1 (févr.  1 995)- 
v.  8,  no  4 (déc.  1995).  ill.  Irrégulier.  Titre  de  la  p. 
de  t.  addit.:  Policy  report.  Titre  de  départ.  Texte 
| en  français  et  en  anglais  disposé  tête-bêche. 

| Index  du  Bulletin  des  politiques  accompagne 
certains  nos. 

A4313 

En  cas  de  lésion  ou  de  maladie.  [1993].  1 feuille 
(pliée).  Texte  en  français  et  en  anglais;  le  texte 
anglais  se  trouve  au  verso.  Comprend  du  texte  en 
italien,  en  espagnol,  et  en  portugais.  Titre  au  ver- 
so: In  ail  cases  of  injury/disease. 

Pub.  Ont.  001545  D Épuisé 

A4314 

Guide  pour  remplir  l’état  de  la  masse  salaria- 
le de  l’employeur.  1995.  22  p.  Annuel.  En  tête 
du  titre:  Revenu.  Titre  de  la  couverture.  Publié 
aussi  en  anglais  sous  le  titre:  Guide  for  comple- 
ting the  employer’s  statement  of  payroll. 

ISSN  1188-3286 

A4315 

Rapport  annuel.  1994.  iii,  37  p.  : ill.,  portr.  Titre 
de  la  couverture.  Publié  aussi  en  anglais  sous  le 
titre:  Annual  report. 

ISSN  0835-8265 

Pub.  Ont.  005703  D * Gratuit 

A4316 

Rapport  périodique.  1994,  4e  trimestre-1995, 
2e  trimestre.  Trimestriel.  Titre  de  la  p.  de  t.  addit.: 
Report.  Titre  de  la  couverture.  Texte  en  français 
et  en  anglais  disposé  tête-bêche. 

ISSN  1188-6501 

A4317 

Rapport  périodique.  1995,  3e  trimestre.  Tri- 
mestriel. Titre  de  la  couverture.  Publié  aussi  en 
anglais  sous  le  titre:  Report. 

A4318 

Réseau  de  la  RM  bulletin.  Vol.  3,  no  3 (hiver 
1 994/1 995)-v.  4,  no  1 (juil.  1995).  ill.  Trimestriel. 
Titre  de  la  p.  de  t.  addit.:  Rehab  network  newslet- 
ter. Titre  de  départ.  Texte  en  français  et  en 
anglais  disposé  tête-bêche. 

ISSN  1195-597X 

A4319 

Supplément  statistique  au  rapport  annuel. 

1994.  24  p.  : ill.  Annuel.  En  majeure  ptie  des 
tables.  Publié  aussi  en  anglais  sous  le  titre:  Sta- 
tistical supplement  to  the  annual  report. 

ISSN  1181-9618 

Pub.  Ont.  005705  * Gratuit 


A4320 

Taux  de  cotisation.  1995.  5,  [4],  5 p.  Annuel.  En 
tête  du  titre:  Revenu.  Titre  de  la  couverture.  Texte 
en  français  et  en  anglais  disposé  tête-bêche. 
ISSN  1188-2468 

Pub.  Ont.  005729  D * Gratuit 


COMMISSION  DES  AFFAIRES 
MUNICIPALES  DE  L’ONTARIO 

A4321 

Rapport  annuel.  1992-1994.  19  p.  : portr.  Titre 
de  la  couverture.  Publié  aussi  en  anglais  sous  le 
titre:  Annual  report. 


COMMISSION  DES  ASSURANCES 
DE  L’ONTARIO 


A4322 

L’assurance-automobile  en  Ontario,  déc. 

1994.  [2]  p.  sur  1 feuille.  (Information,  ISSN 
1203-4339).  Publié  aussi  en  anglais  sous  le  titre: 
Automobile  insurance  in  Ontario. 

A4323 

Assurance-santé  de  voyage  pour  résidents 
de  l’Ontario  voyageant  à l’extérieur  du  Cana- 
da. nov.  1994.  [2]  p.  sur  1 feuille  : 1 formule. 
(Information,  ISSN  1203-4339).  Publié  aussi  en 
anglais  sous  le  titre:  Travel  health  insurance  for 
Ontario  residents  visiting  outside  Canada. 

A4324 

Bulletin.  No  A-1/95  - no  A-20/95  (lARD-auto)  ; 
No  G-1/95  - no  G-5/95  (général)  ; No  LH-1/95  - 
no  LH-2/95  (vie  et  maladie).  Publié  en  anglais 
sous  le  même  titre. 

A4325 

CAO-  règlement  des  différends  concernant 
les  indemnités  d’accident,  déc.  1994.  [2]  p.  sur 
1 feuille.  (Information,  ISSN  1203-4339).  Publié 
aussi  en  anglais  sous  le  titre:  OIC  accident  bene- 
fits dispute  resolution. 

A4326 

Centres  d’évaluation  désignés  (CED),  janv. 

1995.  [2]  p.  sur  1 feuille.  (Information,  ISSN 
1203-4339).  Publié  aussi  en  anglais  sous  le  titre: 
Designated  assessment  centres  (DACs). 

A4327 

Centres  d’évaluation  désignés  : liste  révisée. 

mars  1995. 22  p.  Titre  de  départ.  Publié  aussi  en 
anglais  sous  le  titre:  Designated  assessment 
centres  : revised  roster. 
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A4328 

Demande  d’indemnisation  pour  les  domma- 
ges causés  à votre  automobile,  févr.  1995. 
[2]  p.  sur  1 feuille.  (Information,  ISSN 
1203-4339).  Publié  aussi  en  anglais  sous  le  titre: 
Claiming  for  damages  to  your  automobile. 

A4329 

Demander  des  indemnités  d’accident,  janv. 
1995.  [2]  p.  sur  1 feuille.  (Information,  ISSN 
1203-4339).  Publié  aussi  en  anglais  sous  le  titre: 
Claiming  for  accident  benefits. 

A4330 

Dispute  resolution  practice  code  = Code  des 
pratiques  pour  le  règlement  des  différends,  cl 995. 
1 v.  (pag.  multiple)  : formules.  Texte  en  français 
seulement.  “En  vigeur  à partir  du  1er  août  1995”. 
Publié  aussi  en  anglais  sous  le  même  titre. 

Pub.  Ont.  105857  * 15,00$ 

A4331 

Explication  des  primes  d’assurance-automo- 
bile.  déc.  1994.  [2]  p.  sur  1 feuille.  (Information, 
ISSN  1203-4339).  Publié  aussi  en  anglais  sous 
le  titre:  Understanding  auto  insurance  pre- 
miums. 

A4332 

Guide  des  taux  d’assurance-automobile  de 
l’Ontario.  c1995. 1 feuille  (pliée).  En  tête  du  titre: 
Comparaisons  des  taux  d’assurance-automo- 
bile. Publié  aussi  en  anglais  sous  le  titre:  Your 
guide  to  rates  in  Ontario. 

ISBN  0-7778-4733-7 

A4333 

Indice  de  l’assurance-automobile  pour 
l’Ontario-  renseignements  techniques. 

[1995].  [3]  p.  : ill.  (Backgrounder  = Fiche  de  ren- 
seignements). Publié  aussi  en  anglais  sous  le 
titre:  Technical  background  on  the  Ontario  auto 
insurance  index. 

A4334 

Indice  de  I’assurance-automobile  pour 
l’Ontario-  renseignements  techniques. 

[Rev.],  oct.  1995.  [9]  p.  (Backgrounder  = Fiche  de 
renseignements).  Titre  de  départ.  Publié  aussi 
en  anglais  sous  le  titre:  Technical  background  on 
the  Ontario  auto  insurance  index. 

A4335 

Lignes  directrices  concernant  les  centres 
désignés  d’évaluation  des  services  de  soins 
auxiliaires,  janv.  1995.  ii,  21  p.  : 1 formule.  Titre 
de  la  couverture.  En  tête  du  titre:  Comité  consul- 
tatif sur  les  indemnités  d’accidents  (crée  en  vertu 
de  l’article  7 de  la  Loi  sur  les  assurances).  Publié 
aussi  en  anglais  sous  le  titre:  Guidelines  for  desi- 
gnated attendant  services  assessment  centres. 


A4336 

Lignes  directrices  concernant  les  centres 
désignés  d’évaluation  des  soins  médicaux 
et  de  réadaptation,  janv.  1995.  ii,  26  p.  Titre  de 
la  couverture.  En  tête  du  titre:  Comité  consultatif 
sur  les  indemnités  d’accidents  (crée  en  vertu  de 
l’article  7 de  la  Loi  sur  les  assurances).  Publié 
aussi  en  anglais  sous  le  titre:  Guidelines  for  desi- 
gnated medical  and  rehabilitation  assessment 
centres. 

A4337 

List  of  insurers  licensed  to  transact  business 
under  the  Insurance  Act  : the  Ontario  Gazette 

= Liste  des  assureurs  autorisés  à faire  des 
affaires  aux  termes  de  la  Loi  sur  les  assurances  : 
la  Gazette  de  l’Ontario,  le  29  juil.  1995. 69  p.  Titre 
courant:  The  Ontario  gazette  - licensed  insurers 
= La  Gazette  de  l’Ontario  - assureurs  autorisés. 
Titre  de  la  couverture.  Publié  par  le  Surintendant 
des  assurances. 

Pub.  Ont.  105842  * 6,00$ 

A4338 

Ontario  : emplacement  des  centres  d’évalua- 
tion désignés,  févr.  1995.  [16]  p.  : cartes  géo- 
graphiques. Titre  de  la  couverture.  Publié  aussi 
en  anglais  sous  le  titre:  Ontario  designated 
assessment  centre  locations. 

A4339 

Prestations-décès  versées  du  vivant  de 
l’assuré,  nov.  1994.  [2]  p.  sur  1 feuille.  (Informa- 
tion, ISSN  1203-4320).  Texte  en  français  et  en 
anglais;  le  texte  anglais  se  trouve  au  verso.  Titre 
au  verso:  Living  benefits. 

A4340 

Questions  et  réponses  concernant  les  servi- 
ces de  règlement  des  différends  de  la  CAO. 

déc.  1994.  [2]  p.  sur  1 feuille.  (Information,  ISSN 
1203-4339).  Publié  aussi  en  anglais  sous  le  titre: 
Qs  and  As  about  the  OIC’s  dispute  resolution 
services. 

A4341 

Rapport  annuel.  1993/1994.  Comprend  doré- 
navant le  Rapport  du  surintendant.  23, 21  p.  : ill., 
portr.  Titre  de  la  p.  de  t.  addit.:  Annual  report. 
Titre  de  la  couverture.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  L’année  d’activité  se 
termine  le  31  mars. 

ISSN  1183-9309 

Pub.  Ont.  105545  D * 3,50$ 

A4342 

Le  rôle  et  l’organisation  de  la  Commission 
des  assurances  de  l’Ontario,  déc.  1994.  [3]  p.  : 
ill.  (Information,  ISSN  1203-4339).  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre:  The 
role  and  organization  of  the  Ontario  Insurance 
Commission. 


COMMISSION  DES  COURSES  DE  L’ONTARIO 


COMMISSION  DES  COURSES 
DE  L’ONTARIO 


A4343 

Ontario  sires  stakes  : nominating  list  = Série 
sires  stakes  de  l’Ontario  : liste  des  chevaux 
engagés.  No  24  (1995,  pour  les  chevaux  engen- 
drés par  un  étalon  de  l’Ontario,  chevaux  enga- 
gés le  15  mai  1995  qui  participeront  comme  che- 
vaux de  deux  ans  en  1996  et/ou  comme  chevaux 
de  trois  ans  en  1997).  12  p.  Annuel.  Titre  de  la 
couverture.  Titre  varie. 

ISSN  0847-0073 

A4344 

Ontario  sires  stakes  sustaining  list  = Série 
sires  stakes  de  l’Ontario  liste  de  soutien.  #22 
(1995,  pour  les  ambleurs  et  trotteurs  qui  auront 
trois  ans  et  qui  ont  été  engendrés  par  un  étalon 
de  l’Ontario)-#23  (1995,  pour  les  ambleurs  et 
trotteurs  qui  auront  deux  ans  et  qui  ont  été 
engendrés  par  un  étalon  de  l’Ontario).  Titre  de  la 
couverture. 

ISSN  0835-6823 

A4345 

Trillium  series  : sustaining  list  = Série  trillium  : 
liste  de  soutien.  1995,  pour  les  pouliches  trotteu- 
ses et  ambleuses  de  deux  ans,  dont  les  proprié- 
taires sont  résidents  de  l’Ontario.  3 p.  Annuel. 
Titre  de  la  couverture.  Titre  varie. 

ISSN  0835-6858 


COMMISSION  DES  ÉVALUATIONS 
ENVIRONNEMENTALES 


j A4346 

1 Les  citoyens  et  les  audiences  publiques  : 
quelques  renseignements  sur  la  Commis- 
sion des  évaluations  environnementales. 

I [1995?].  1 feuille  (pliée).  Titre  de  la  couverture. 
Texte  en  français  et  en  anglais;  le  texte  anglais 
se  trouve  au  verso.  Titre  au  verso:  Getting 
involved  : an  overview  of  the  Environmental 
Assessment  Board. 


COMMISSION  DES  PARCS 
DU  NIAGARA 


A4347 

Annual  report  = Rapport  annuel.  1993.  30  p.  : 
ill.,  portr.  Titre  de  la  couverture.  L’année  d’acti- 
vité se  termine  le  31  oct. 
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SAINT-LAURENT 


A4348 

Rapport  annuel.  1993/1994.  [11, 11]  p.  : ill.  Titre 
de  la  p.  de  t.  addit.:  Annual  report.  Titre  de  la 
couverture.  Texte  en  français  et  en  anglais  dis- 
posé tête-bêche.  Fait  suite  à:  Rapport  annuel 
général.  L’année  d’activité  se  termine  le  31  mars. 
Publié  par  le  Ministère  de  la  culture,  du  tourisme 
et  des  loisirs. 

ISSN  0835-7781 


COMMISSION  DES  RÉGIMES  DE 
RETRAITE  DE  L’ONTARIO 


A4349 

Rapport  annuel.  1993/1994.  9 p.  Titre  de  la  cou- 
verture. L’année  d’activité  se  termine  le  31  mars. 
Publié  aussi  en  anglais  sous  le  titre:  Annual  report. 
ISSN  1201-2556 


COMMISSION  DES  RELATIONS  DE 
TRAVAIL  EN  ÉDUCATION 


A4350 

Survol  : négociations  en  éducation  en  Ontario. 
Vol.  4,  no  2 (printemps  1995)-v.  5,  no  1 (automne 
1995).  Titre  de  la  p.  de  t.  addit.:  Overview.  Titre 
de  départ.  Le  sous-titre  varie.  Texte  en  français 
et  en  anglais  disposé  tête-bêche. 

ISSN  1192-0769 


COMMISSION  DES  TRANSPORTS 
ROUTIERS  DE  L’ONTARIO 


A4351 

Rapport  annuel.  1994. 16, 15  p.  : ill.,  cartes  géo- 
graphiques. Titre  de  la  p.  de  t.  addit.:  Annual 
report.  Titre  de  la  couverture.  Titre  varie.  Texte 
en  français  et  en  anglais  disposé  tête-bêche. 


COMMISSION  DES  VALEURS 
MOBILIÈRES  DE  L’ONTARIO 

A4352 

Rapport  annuel.  1995.  40,  40  p.  : portr.  Titre  de 
la  p.  de  t.  addit.:  Annual  report.  Titre  de  la  cou- 
verture. L’année  d’activité  se  termine  le  31  mars. 
ISSN  0837-4880 
Pub.  Ont.  105855 


D * 2,50$ 
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A4353 

Bulletin  : Loi  sur  l’intervention.  [1995].  2 p.  sur 
1 feuille.  Publié  aussi  en  anglais  sous  le  titre:  A 
factsheet  : Advocacy  Act. 

A4354 

Conseils  sur  les  droits  : guide  à l’intention  des 
praticiens  et  administrateurs  des  établissements 
psychiatriques.  [1995?].  6,  6 p.  Titre  de  la  cou- 
verture. Texte  en  français  et  en  anglais  disposé 
tête-bêche.  Titre  de  la  p.  de  t.  addit.:  A rights 
advice  guide. 

Pub.  Ont.  001982  D * Gratuit 

A4355 

Members  of  the  Advocacy  Commission  = 

Membres  de  la  Commission  d’intervention. 
[1995].  [24]  p.  Titre  de  la  couverture. 

Pub.  Ont.  001986  D * Gratuit 

A4356 

Orientations  futures  : si  vous  êtes  une  per- 
sonne vulnérable  en  raison  d’une  maladie  ou  un 
handicap,  veuillez  lire  ceci.  [1995].  [12,  10]  p. 
Titre  de  la  couverture.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  Future  directions. 

Pub.  Ont.  001984  D * Gratuit 

A4357 

Quand  et  comment  communiquer  avec  une 
conseillère  ou  un  conseiller  en  matière  de 
droits  : guide  à l’intention  des  personnes  qui 
prennent  actuellement  des  décisions  au  nom 
d’autrui  ou  qui  pourraient  être  appelées  à le 
faire.  [1995?].  6, 6 p.  Titre  de  la  couverture.  Texte 
en  français  et  en  anglais  disposé  tête-bêche. 
Titre  de  la  p.  de  t.  addit.:  Rights  advice. 

Pub.  Ont.  001983  D * Gratuit 

A4358 

Questions  et  réponses.  [1995].  10,  10  p.  Titre 
de  départ.  Texte  en  français  et  en  anglais  dispo- 
sé tête-bêche.  Titre  de  la  p.  de  t.  addit.:  Ques- 
tions and  answers. 

Pub.  Ont.  001985  D * Gratuit 


COMMISSION  DU  RÉGIME  DE 
RETRAITE  DES  EMPLOYÉS 
MUNICIPAUX  DE  L’ONTARIO 

A4359 

Le  bulletin  des  employeurs.  Vol.  10  (mai 
1995)-v.  12  (déc.  1995).  En  tête  du  titre:  OMERS. 
Titre  de  départ.  Publié  aussi  en  anglais  sous  le 
titre:  Employer  bulletin. 

ISSN  1191-744X 


A4360 

Faits  saillants.  1994. 1 feuille  pliée  : ill.  en  coul. 
Titre  varie.  Publié  aussi  en  anglais  sous  le  titre: 
Highlights. 

ISSN  1195-1745 

A4361 

Guide  du  relevé  annuel  du  participant.  1994. 
20,  [1]  p.  : 1 formule.  Titre  de  la  couverture. 
Publié  aussi  en  anglais  sous  le  titre:  Member’s 
annual  statement  guide. 

A4362 

Journal  des  participants.  No  46  (oct.  1995)-no 
47  (déc.  1995).  Titre  de  départ.  “Régime  de  retrai- 
te des  employés  municipaux  de  l’Ontario”.  Publié 
aussi  en  anglais  sous  le  titre:  Member  update. 

A4363 

Le  journal  des  retraités.  Vol.  10  (juil.  1995)-v.  11 
(déc.  1995).  En  tête  du  titre:  OMERS.  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre:  Pen- 
sioner newsletter. 

ISSN  1192-5779 

A4364 

Rapport  annuel.  1994.  20,  [1]  p.  : ill.  en  coul. 
Titre  de  la  couverture.  Publié  aussi  en  anglais 
sous  le  titre:  Annual  report. 

ISSN  1188-9152 


COMMISSION  ONTARIENNE  DE 
L’ASSURANCE-RÉCOLTE 


A4365 

Rapport  annuel.  29e  (1994/1995).  [13,  13]  p. 
Sur  la  couverture:  Canada-Ontario  programme 
d’assurance-récolte.  Titre  de  la  couverture. 
Texte  en  français  et  en  anglais  disposé  tête- 
bêche.  L’année  d’activité  se  termine  le  31  mars. 
Publié  en  collab.  avec  Agriculture  Canada.  Com- 
prend les  états  financiers  de  la  Caisse 
d’assurance-récolte  de  l’Ontario. 


COMMISSION  ONTARIENNE  DES 
DROITS  DE  LA  PERSONNE 


A4366 

Directives  pour  l’évaluation  des  besoins  en 
matière  d’adaptation  des  personnes  handi- 
capées. [réimprimé  1995].  19,  [1]  p.  Titre  de  la 
couverture.  “Disponible  sur  disquette  informa- 
tique compatible  IBM,  ruban  audio,  texte  en  gros 
caractères  d’imprimerie,  version  avec  reliure  en 
spriral  [sic]”. 

ISBN  0-7778-3635-1 


COMMISSION  ONTARIENNE  DES  LIBÉRATIONS  CONDITIONNELLES 
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A4367 

Droits  de  la  personne  : adaptation  aux 
besoins  des  personnes  handicapées.  [Rev.]. 
[1995].  1 feuille  pliée.  Texte  en  français  et  en 
anglais;  le  texte  anglais  se  trouve  au  verso.  Titre 
au  verso:  Human  rights  : accommodation  of  per- 
sons with  disabilities. 

A4368 

Le  harcèlement  racial  et  les  remarques  con- 
cernant la  race  d’une  personne.  [1995].  12  p. 
Titre  de  la  couverture.  “Cette  publication  vous  dit 
quoi  faire  si  vous  êtes  victime  de  harcèlement 
racial.”  “Disponible  dans  les  versions  suivantes: 
disquette  informatique  compatible  IBM,  ruban 
audio,  texte  en  gros  caractères  d’imprimerie, 
reliure  en  spirale.”  Publié  aussi  en  anglais  sous 
le  titre:  Racial  harassment  and  comments  about 
a person’s  race. 

ISBN  0-7778-3248-8 

Pub.  Ont.  000619  D * Gratuit 

A4369 

Si  vous  avez  une  plainte  au  sujet  des  droits 
de  la  personne.  [1995].  14  p.  Titre  de  la  couver- 
ture. “Cette  publication  vous  dit  quoi  faire  si  vous 
êtes  victime  de  discrimination.”  “Disponible 
dans  les  versions  suivantes:  disquette  informa- 
tique compatible  IBM,  ruban  audio,  texte  en  gros 
caractères  d’imprimerie,  reliure  en  spirale.” 
Publié  aussi  en  anglais  sous  le  titre:  If  you  have  a 
human  rights  complaint. 

ISBN  0-7778-3250-X 

Pub.  Ont.  000621  D * Gratuit 

A4370 

Teaching  human  rights  in  Ontario  = L’ensei- 
gnement des  droits  de  la  personne  en  Ontario. 
[1995?].  85  p.  : formules.  Texte  en  français  seu- 
lement. Disponible  aussi  sur  cassette  sonore, 
sur  disquette  informatique,  en  Braille  ou  en  gros 
caractères.  Publié  aussi  en  anglais  sous  le 
même  titre.  Comprend  des  références  bibliogr. 
ISBN  0-7778-3773-0 


COMMISSION  ONTARIENNE  DES 
LIBÉRATIONS  CONDITIONNELLES 

A4371 

Code  de  déontologie  des  membres  de  la 
Commission  ontarienne  des  libérations  con- 
ditionnelles. févr.  1995.  6,  6 p.  Titre  de  la  cou- 
verture. Texte  en  français  et  en  anglais  disposé 
tête-bêche.  Titre  de  la  p.  de  t.  addit.:  Standards 
of  professional  conduct  for  members  of  the 
Ontario  Board  of  Parole. 

ISBN  0-7778-3959-8 


A4372 

Comment  se  préparer  à la  libération  condi- 
tionnelle. Rev.  nov.  1993.  7,  7 p.  Titre  de  la  cou- 
verture. Texte  en  français  et  en  anglais  disposé 
tête-bêche.  Titre  de  la  p.  de  t.  addit.:  Preparing 
yourself  for  parole. 


COMMISSION  ONTARIENNE  DES 
SERVICES  TÉLÉPHONIQUES 

A4373 

Rapport  annuel.  1993.  21 , 19  p.  Titre  de  la  p.  de 
t.  addit.:  Annual  report.  Titre  de  la  couverture. 
Texte  en  français  et  en  anglais  disposé  tête- 
bêche.  Publié  par  le  Ministère  du  développe- 
ment économique  et  du  commerce. 

ISSN  0473-0003 

Pub.  Ont.  001529  * Gratuit 


COMMISSION  ROYALE  SUR 
L’ÉDUCATION 


A4374 

For  the  love  of  learning  : background  papers 
for  the  Royal  Commission  on  Learning  = Pour 
l’amour  d’apprendre  : documents  de  base  pour 
la  Commission  royale  sur  l’éducation  / [compilé 
par]  Nancy  Watson,  Joyce  Scane,  George 
Bedard,  [févr.]  1995.  2 v.  (660  p.).  Texte  en  fran- 
çais ou  en  anglais.  Comprend  des  références 
bibliogr. 

ISBN  0-7778-3895-8 

Pub.  Ont.  105632  D * 15,00$  (2  v.  ensemble) 
A4375 

Pour  l’amour  d’apprendre.  1994.  5 v.  : ill.  +1 
CD-ROM  dans  1 conteneur.  “Rapport  de  la  Com- 
mission royale  sur  l’éducation”.  Coprésidents: 
Monique  Bégin,  Gerald  Caplan.  “Une  version 
abrégée”  publié  séparément.  Le  disque  CD- 
ROM  porte  le  titre:  For  the  love  of  learning  : an 
interactive  presentation  = Pour  l’amour 
d’apprendre  : une  présentation  interactive. 
Publié  aussi  en  anglais  sous  le  titre:  For  the  love 
of  learning.  Dépouillement  partiel:  v.  I.  Mandat, 
opinions  et  enjeux  - v.  II.  Apprendre  : notre 
vision  de  l’école  - v.  III.  Les  éducateurs,  les  édu- 
catrices - v.  IV.  Des  idées  à l’action  - Une  ver- 
sion abrégée. 

ISBN  0-7778-3578-9 

Pub.  Ont.  105452  Épuisé 
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COMMISSION  SUR  LE  FINANCEMENT  DES  ÉLECTIONS 


A4376 

Pour  l’amour  d’apprendre  : une  version  abré- 
gée. 1994.  xiii,  98  p.  : ill.  “Rapport  de  la  Commis- 
sion royale  sur  l’éducation”.  Coprésidents: 
Monique  Bégin,  Gerald  Caplan.  Publié  aussi  en 
anglais  sous  le  titre:  For  the  love  of  learning  : a 
short  version. 

ISBN  0-7778-3580-0 

Pub.  Ont.  105454  Épuisé 


COMMISSION  SUR  LE 
FINANCEMENT  DES  ÉLECTIONS 


A4377 

Contributions  à des  fins  politiques  en  Ontario. 

[Rev.],  févr.  1995.  5 p.  Titre  de  départ.  Publié  aussi 
en  anglais  sous  le  titre:  Political  contributions  in 
Ontario.  Comprend  des  références  bibliogr. 

ISBN  0-7778-4171-1 

A4378 

Le  point  sur  le  financement  des  élections. 

Vol.  12,  no  1 (janv.  1995).  Titre  de  départ.  Suivi 
de:  Le  point  sur  les  élections.  Publié  aussi  en 
anglais  sous  le  titre:  Election  finances  reporter. 

A4379 

Le  point  sur  les  élections.  Vol.  12,  no  2 (févr. 
1995)-v.  12,  no  9 (5  juin  1995).  Titre  de  départ. 
Fait  suite  à:  Le  point  sur  le  financement  des  élec- 
tions. Suivi  de:  Le  point  sur  le  financement  des 
élections.  Publié  aussi  en  anglais  sous  le  titre: 
Election  newsletter. 

A4380 

Rapport  annuel.  20e  (1994).  29  p.  Titre  de  la 
couverture.  Publié  aussi  en  anglais  sous  le  titre: 
Annual  report. 

ISSN  1192-1595 

Pub.  Ont.  106067  * 2,00$ 

Microfiche  5586-95  * f 1,00$  ( + TVP) 

A4381 

Rapport ...  contenant  des  recommandations 
touchant  les  indemnités  et  allocations  des 
députés  de  l’Assemblée  législative.  18e 

(1995).  3,  3 p.  Annuel.  Report  ...  containing 
recommendations  in  respect  of  the  indemnities 
and  allowances  of  members  of  the  Legislative 
Assembly.  Titre  de  départ.  Texte  en  français  et 
en  anglais;  le  texte  anglais  se  trouve  au  verso. 


COMMISSION  SUR  LES  CONFLITS 
D’INTÉRÊTS 


A4382 

Rapport  annuel.  6e  (1994/1995).  20,  16  p.  : 
portr.  Titre  de  la  p.  de  t.  addit.:  Annual  report. 


Texte  en  français  et  en  anglais  disposé  tête- 
bêche.  L’année  d’activité  se  termine  le  31  mars. 
ISSN  1180-0550 

Pub.  Ont.  105802  D Épuisé 


CONSEIL  CONSULTATIF  DE 
L’ONTARIO  SUR  LA  CONDITION 
FÉMININE 


A4383 

Comment  organiser  une  réunion  des  candi- 
dates et  candidats  : huit  étapes  sans  peine. 

[1994?].  [2]  p.  suri  feuille.  Texte  en  français  et  en 
anglais;  le  texte  anglais  se  trouve  au  verso.  Titre 
au  verso:  Eight  easy  steps  to  organizing  an  all- 
candidates meeting. 

A4384 

Le  Conseil  consultatif  de  l’Ontario  sur  la  con- 
dition féminine.  [Rev.],  mars  1995.  1 feuille 
pliée.  Publié  aussi  en  anglais  sous  le  titre:  The 
Ontario  Advisory  Council  on  Women’s  Issues. 

A4385 

Le  Conseil  en  dernière  heure,  mai  1995-nov. 
1995.  ill.  Titre  de  la  p.  de  t.  addit.:  Council  update. 
Titre  de  départ.  Texte  en  français  et  en  anglais 
disposé  tête-bêche. 

A4386 

Rapport  annuel.  1993/1994.  14,  14  p.  Titre  de 
la  p.  de  t.  addit.:  Annual  report.  Titre  de  la  cou- 
verture. Texte  en  français  et  en  anglais  disposé 
tête-bêche.  L’année  d’activité  se  termine  le  31 
mars. 

Microfiche  5637-95  * f 1 ,00$  ( + TVP) 

A4387 

Si  toutes  les  femmes  votaient-  . [1994?].  [2, 
2]  p.  Titre  de  départ.  Texte  en  français  et  en 
anglais;  le  texte  anglais  se  trouve  au  verso.  Titre 
au  verso:  What  if  every  woman  votes-  . 


CONSEIL  CONSULTATIF  DE 
RÉGLEMENTATION  DES 
PROFESSIONS  DE  LA  SANTÉ 

A4388 

CCRPS  bulletin.  Vol.  1 , no  1 (juin  1995)-v.  1 , no  2 
(nov.  1995).  Titre  de  départ.  “Mise  à jour  sur  les 
questions  de  réglementation  de  la  santé  soumi- 
se à l’examen  du  CCRPS”.  Publié  aussi  en 
anglais  sous  le  titre:  HPRAC  bulletin. 
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A4389 

Conseil  à la  ministre  de  la  santé  : réglementa- 
tion du  financement  de  la  thérapie  et  des 
consultations  pour  les  patients  et  patientes 
qui  ont  été  victimes  d’exploitation  sexuelle 
de  la  part  d’un  membre  d’une  profession  de 
la  santé,  févr.  1995. 23,  [41]  p.  Titre  de  la  couver- 
ture. Toutes  les  annexes  en  anglais.  Publié  aussi 
en  anglais  sous  le  titre:  Advice  to  the  Minister  of 
Health  : regulation  of  funding  for  therapy  and 
counselling  for  patients  sexually  abused  by 
health  professionals. 

A4390 

Méthode  recommandée  pour  évaluer  l’effica- 
cité des  procédures  relatives  aux  plaintes  et 
à la  discipline  en  ce  qui  concerne  des  fautes 
professionnelles  d’ordre  sexuel  / par  Andrée 
Côté.  déc.  1994.  ix,  89  p.  En  tête  du  titre:  Rapport 
présenté  au  Conseil  consultatif  de  réglementa- 
tion des  professions  de  la  santé.  Publié  aussi  en 
anglais  sous  le  titre:  Recommended  approach  to 
evaluating  the  effectiveness  of  complaints  and 
discipline  procedures  with  respect  to  professio- 
nal misconduct  of  a sexual  nature.  Comprend 
des  références  bibliogr. 

A4391 

Rapport  annuel.  1er  janv.  1993-31  mars  1994. 
22,  21  p.  Titre  de  la  p.  de  t.  addit.:  Annual  report. 
Titre  de  la  couverture.  Texte  en  français  et  en 
anglais  disposé  tête-bêche. 


CONSEIL  CONSULTATIF 
ONTARIEN  DES  AFFAIRES  DES 
PERSONNES  HANDICAPÉES 

! A4392 

| Questions  relatives  aux  enfants.  1995.  4 v. 

| Titre  de  la  couverture.  Texte  en  français  et  en 
! anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 

’ addit.:  Children’s  issues.  “Le  présent  document 
est  également  offert  sur  audiocassette  et  sur  dis- 
quette pour  ordinateur  IBM  ou  Macintosh”. 
Dépouillement:  v.  1.  Compte  rendu  d’un  forum  de 
deux  jours  - v.  2.  La  nation  nishnawbe-aski  - v. 
3.  Services  de  santé  mentale  à l’intention  des 
enfants  - v.  4.  Forum  sur  l’orientation. 

ISBN  0-7778-3842-7  (v.  1) 

Pub.  Ont.  005662  (v.  1) 

ISBN  0-7778-3501-0  (v.  2)  (corn) 

Pub.  Ont.  005663  (v.  2) 

ISBN  0-7778-3502-9  (v.  3)  (corr.) 

Pub.  Ont.  005664  (v.  3) 

ISBN  0-7778-3503-7  (v.  4)  (corr.) 

Pub.  Ont.  005665  (v.  4) 


CONSEIL  DE  GESTION  DU 
GOUVERNEMENT  DE  L’ONTARIO 

A4393 

Guide  des  organismes,  conseils  et  commis- 
sions du  gouvernement  de  l’Ontario.  1995.  xii, 
549  p.  : 1 formule.  Annuel.  Titre  varie.  Publié 
aussi  en  anglais  sous  le  titre:  Guide  to  agencies, 
boards  and  commissions  of  the  government  of 
Ontario. 

ISSN  1183-7713 

Pub.  Ont.  105618  D * 32,00$ 

A4394 

Répertoire  des  institutions  : ministères  et 
organismes  provinciaux,  municipalités  et  con- 
seils locaux.  1995.  ii,  248  p.  Sur  la  couverture: 
L’accès  à l’information  et  protection  de  la  vie 
privée.  Publié  aussi  en  anglais  sous  le  titre: 
Directory  of  institutions  : provincial  ministries 
and  agencies,  municipalities  and  local  boards. 
ISSN  1183-5486  (corr.) 

Pub.  Ont.  105450  D * 10,00$  (+TVP) 


CONSEIL  DE  L’ÉDUCATION 
FRANCO-ONTARIENNE 


A4395 

Rapport  d’activités,  sept.  1991-janv.  1994.  37, 
35  p.  Irrégulier.  Titre  de  la  p.  de  t.  addit.:  Activity 
report.  Titre  de  la  couverture.  Texte  en  français 
et  en  anglais  disposé  tête-bêche.  Publié  en  col- 
lab.  avec  le  Ministère  de  l’éducation  et  de  la 
formation.  Fait  suite  à:  Rapport  du  Conseil  de  I’- 
education  franco-ontarienne. 

ISSN  1201-8457 

Pub.  Ont.  106053  * 3,50$ 


CONSEIL  DE  PLANIFICATION 
GLOBALE 


A4396 

Temagami  : dernières  nouvelles  du  CPG.  juin 
1995.  [6]  p.  : ill.  (certaines  en  coul.),  cartes  géo- 
graphiques. Titre  de  départ.  Publié  aussi  en 
anglais  sous  le  titre:  Temagami  : an  update  from 
the  CPC. 


* Gratuit 

* Gratuit 

* Gratuit 

* Gratuit 
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CONSEIL  DES  ARTS  DE  L’ONTARIO 


CONSEIL  DES  ARTS  DE 
L’ONTARIO 


A4397 

Annual  report  = Rapport  annuel.  1993/1994. 
35  p.  Titre  de  la  couverture.  L’année  d’activité  se 
termine  le  31  mars. 

ISSN  0701-5429 

A4398 

Artifaits.  Vol.  3,  no  1 (févr.  1995)-v.  3,  no  5 (oct. 
1995).  ill.  Titre  de  départ.  Publié  aussi  en  anglais 
sous  le  titre:  ArtFacts. 

A4399 

Les  arts  et  la  qualité  de  vie  : attitudes  des 
Ontariens,  cl 995.  67  p.  : ill.  (Rapport  de  recher- 
che sur  les  arts).  Publié  aussi  en  anglais  sous  le 
titre:  The  arts  and  the  quality  of  life  : the  attitudes 
of  Ontarians. 

ISBN  0-7778-3909-1 

A4400 

Bloc-notes  du  CAO.  févr.  1995-été  1995.  2 
no.  ill.  Irrégulier.  Titre  de  la  p.  de  t.  addit.:  OAC 
notepad.  Titre  de  départ.  Texte  en  français  et  en 
anglais  disposé  tête-bêche. 

ISSN  1198-2322 

A4401 

Guide  à l’intention  des  artistes  en  milieu 
éducatif  : pour  une  collaboration  réussie. 

[1994?].  6,  6 p.  Titre  de  départ.  Texte  en  français 
et  en  anglais  disposé  tête-bêche.  Titre  de  la  p. 
de  t.  addit.:  Artists  in  education  : a guide  to  deve- 
loping successful  partnerships. 

A4402 

Guide  des  subventions,  des  prix  et  des  servi- 
ces. 4e  éd.  1994,  cl 990.  76  p.  Titre  de  la  couver- 
ture. Dans  une  pochette:  Guide  des  subventions 
des  prix  et  des  services,  8e  éd.,  nov.  1994. 
Publié  aussi  en  anglais  sous  le  titre:  Guide  to 
grants,  awards  & services. 

A4403 

Ontario  Arts  Council  grants  listing  = Subven- 
tions du  Conseil  des  arts  de  l’Ontario,  du  1er  avril 
1993  au  31  mars  1994.  84  p.  Titre  de  la  couvertu- 
re. 

ISSN  1198-1296 
A4404 

Place  aux  arts  : pratiques  culturelles  des 
Ontariens.  c1994.  48  p.  : ill.  (Rapport  de  recher- 
che sur  les  arts).  Publié  aussi  en  anglais  sous  le 
titre:  Time  for  the  arts  : the  participation  of  Onta- 
rians in  arts  activities. 

ISBN  0-7778-3618-1 


A4405 

Professional  development  for  artists  engaged 
in  arts  education  : February  16,  1995,  Victoria 
University,  University  of  Toronto,  91  Charles 
Street  West,  Toronto,  Ontario  = Perfectionnement 
pour  artistes  professionnels  en  éducation  artis- 
tique : 16  février  1995,  Université  Victoria,  Univer- 
sité de  Toronto,  91,  rue  Charles  ouest,  Toronto 
(Ontario).  [1995?].  1 feuille  pliée  : 1 formule. 


CONSEIL  DES  BIBLIOTHÈQUES 
GOUVERNEMENTALES  DE  L’ONTARIO 

A4406 

Union  list  of  serials  in  Ontario  government 
libraries  = Liste  collective  des  publications  en 
série  des  bibliothèques  du  gouvernement  de 
l’Ontario.  5e  éd.  1995.  [11],  311  p. 

ISBN  0-7778-4794-9 


CONSEIL  DES  SCIENCES 
DE  LA  SANTÉ 


A4407 

Rapport  annuel  : Conseil  des  sciences  de  la 
santé  et  Commission  d’appel  des  denturolo- 
gues.  1993.  28,  31  p.  Titre  de  la  p.  de  t.  addit.: 
Annual  report  : Health  Disciplines  Board  and  the 
Denture  Therapists  Appeal  Board.  Titre  de  la 
couverture.  “Dix-huitième  rapport  du  Conseil 
des  sciences  de  la  santé”.  Texte  en  français  et 
en  anglais  disposé  tête-bêche. 


CONSEIL  DES  SERVICES 
FUNÉRAIRES 


A4408 

Circulaire,  févr.  1995-nov.  1995.  3 no.  Titre  de 
la  p.  de  t.  addit.:  Newsletter.  Texte  en  français  et 
en  anglais. 


CONSEIL  DU  PREMIER  MINISTRE 

A4409 

La  mesure  du  rendement  dans  la  nouvelle 
économie  / préparé  par  Robert  I.G.  McLean, 
mars  1995.  44  p.  : ill.  Titre  de  la  couverture. 
“Commandité  par  le  Conseil  du  premier  ministre 


CONSEIL  DU  PREMIER  MINISTRE  SUR  LA  SANTÉ,  LE  BIEN-ÊTRE  ET  LA  JUSTICE  SOCIALE 


avec  le  soutien  de  l’Institut  canadien  des  comp- 
tables agrées”.  Publié  aussi  en  anglais  sous  le 
titre:  Performance  measures  in  the  new  econo- 
my. Comprend  des  références  bibliographiques. 

A4410 

L’Ontario  de  demain  : idées  pour  développer 
une  société  durable,  cl 995.  80  p.  : ill.  (certai- 
nes en  coul.).  Publié  en  collab.  avec  la  Table 
ronde  de  l’Ontario  sur  l’environnement  et  l’éco- 
nomie. Publié  aussi  en  anglais  sous  le  titre: 
Ontario  beyond  tomorrow  : ideas  for  building  a 
sustainable  society. 

ISBN  0-7778-4531-8 

Pub.  Ont.  005677  D * Gratuit 

A4411 

Optimiser  les  ressources  pour  la  santé  : nous 
attaquons-nous  aux  véritables  enjeux?  : rap- 
port final  du  Comité  de  gestion  des  ressources, 
cl 995.  53  p.  : ill.  en  coul.  Titre  de  la  couverture. 
Publié  aussi  en  anglais  sous  le  titre:  Optimizing 
resources  for  health  : are  we  tackling  the  real 
issues?  Comprend  des  références  bibliogr. 

ISBN  0-7778-3879-6 

Pub.  Ont.  001894  D * Gratuit 


CONSEIL  DU  PREMIER  MINISTRE 
SUR  LA  SANTÉ,  LE  BIEN-ÊTRE  ET 
LA  JUSTICE  SOCIALE 


A4412 

Objectif  équité,  première  étape  : rapport  du 
Comité  de  l’équité  et  de  l’accès,  févr.  1995.  53  p. 
Titre  de  la  couverture.  Co-présidents:  Manuel 
Buchwald  et  Maritza  Tennassee.  Publié  aussi  en 
anglais  sous  le  titre:  Pursuing  equity,  phase  one. 
Comprend  des  références  bibliogr. 

ISBN  0-7778-3694-7 

Pub.  Ont.  001578  * Gratuit 


CONSEIL  DU  PREMIER  MINISTRE 
SUR  LE  RENOUVEAU  ÉCONOMIQUE 

A4413 

L’éducation  permanente  et  la  nouvelle  éco- 
nomie. c1994.  23  p.  : ill.  Titre  de  la  couverture. 
Publié  aussi  en  anglais  sous  le  titre:  Lifelong 
learning  and  the  new  economy.  Comprend  des 
références  bibliogr. 

ISBN  0-7778-3566-5 

Pub.  Ont.  005630  D * Gratuit 
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A4414 

L’éducation  permanente  et  la  nouvelle  éco- 
nomie : sommaire,  cl 994.  8 p.  Titre  de  la  cou- 
verture. Publié  aussi  en  anglais  sous  le  titre: 
Lifelong  learning  and  the  new  economy  : sum- 
mary report. 

ISBN  0-7778-3568-1 

Pub.  Ont.  005632  D * Gratuit 

A4415 

Le  processus  de  changement  organisation- 
nel / préparé  par  le  Groupe  d’étude  sur  l’organi- 
sation du  travail.  c1994.  40  p.  Publié  aussi  en 
anglais  sous  le  titre:  The  organization  change 
process. 

ISBN  0-7778-3143-0 

Pub.  Ont.  001137  D * Gratuit 

A4416 

Questionnaire  sur  la  qualité  du  lieu  de  travail 
et  l’organisation  du  travail  / Groupe  d’étude 
sur  l’organisation  du  travail,  cl  994.  38  p.  : formu- 
les. Publié  aussi  en  anglais  sous  le  titre:  A tool 
for  dialogue  about  the  quality  of  your  workplace 
and  the  organization  of  your  work. 

ISBN  0-7778-3145-7 

Pub.  Ont.  001135  D * Gratuit 

A4417 

Rapport  sommaire  : Forum  national  des  con- 
seils consultatifs  des  sciences  et  de  la  tech- 
nologie : Université  McMaster,  Hamilton  (Onta- 
rio), 14,  15  et  16  avril  1993.  [1993?].  32  p.  Titre 
de  la  couverture.  Publié  aussi  en  anglais  sous 
le  titre:  Summary  report  : National  Forum  of 
Science  and  Technology  Advisory  Councils. 


CONSEIL  DU  RÉGIME  DE 
RETRAITE  DES  ENSEIGNANTES 
ET  DES  ENSEIGNANTS 


A4418 

L’échange.  Vol.  14  (printemps  1995)-v.  15  (auto- 
mne 1995).  ill.  Irrégulier.  Titre  de  départ.  Publié 
aussi  en  anglais  sous  le  titre:  Exchange. 

ISSN  1180-3363  (corr.) 

A4419 

Info-retraite.  No  10  (printemps  1995)-no  11 
(automne  1995).  ill.  Irrégulier.  Titre  de  départ. 
“Un  bulletin  à l’intention  des  retraités”.  Publié 
aussi  en  anglais  sous  le  titre:  Pension  news. 
ISSN  1180-3290 

A4420 

Points  saillants  du  rapport  annuel.  1993.  20, 
[1]  p.  : ill.  (certaines  en  coul.),  portr.  Titre  de  la 
couverture.  Suivi  de:  Rapport  aux  participants. 
Publié  aussi  en  anglais  sous  le  titre:  Highlights  of 
annual  report. 
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CONSEIL  ONTARIEN  DE  FORMATION  ET  D’ADAPTATION  DE  LA  MAIN-D’OEUVRE 


A4421 

Rapport  annuel.  1994.  52  p.  Titre  de  la  couver- 
ture. Publié  aussi  en  anglais  sous  le  titre:  Annual 
report. 

A4422 

Rapport  aux  participants.  1994.  11,  [1]  p.  : ill. 
(certaines  en  coul.),  portr.  Titre  de  la  couverture. 
Fait  suite  à:  Points  saillants  du  rapport  annuel. 
Publié  aussi  en  anglais  sous  le  titre:  Report  to 
members. 

A4423 

Retraite  bulletin.  95-01  (7  juil.  1995)  - 95-07  (15 
nov.  1995).  Irrégulier.  Titre  de  départ.  Titre  varie. 
Publié  aussi  en  anglais  sous  le  titre:  Pension 
bulletin. 

A4424 

Retraite  mise  à jour.  Vol.  4 (hiver  1995)-v.  5 
(printemps  1995).  ill.  Irrégulier.  Titre  de  départ. 
“Un  bulletin  à l’intention  des  employeurs”.  Publié 
aussi  en  anglais  sous  le  titre:  Pension  update. 


CONSEIL  ONTARIEN  DE 
FORMATION  ET  D’ADAPTATION 
DE  LA  MAIN-D’OEUVRE 


A4425 

Accréditation  des  gens  de  métier  en  Ontario. 

[Rev.].  1994.  [7,  5]  p.  (COFAM  info  ; ISSN  1198- 
2306).  Titre  de  départ.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  Apprenticeship  trade  certification  in  Ontario. 

A4426 

Alignment  and  brakes  mechanic  : appren- 
ticeship training  standards  = Mécanicien- 
régleur  d’avant-train  et  réparateur  de  freins, 
mécanicienne-régleuse  d’avant-train  et  répara- 
trice de  freins  : normes  de  formation  par 
l’apprentissage.  [Mise  à jour],  mai  1995.  55  [i.e. 
110],  [10]  p.  “310E”.  Numérotation  répétée  sur 
les  pages  en  regard.  En  majeure  ptie  des  formu- 
les. Réalisé  par  la  Direction  de  l’apprentissage 
et  des  services  à la  clièntele. 

ISBN  0-7778-4324-2 

A4427 

L’alphabétisation  en  Ontario.  [1995?].  11  p. 
Titre  de  la  couverture.  En  tête  du  titre:  Alphabéti- 
sation Ontario.  Publié  aussi  en  anglais  sous  le 
titre:  Literacy  in  Ontario. 

ISBN  0-7778-3620-3 

A4428 

Aperçu  de  l’évolution  du  marché  du  travail 
de  l’Ontario,  mars  1995.  iv,  52,  44,  iv  p.  : ill. 
Texte  en  français  et  en  anglais  disposé  tête- 


bêche.  Titre  de  la  p.  de  t.  addit.:  Overview  of 
developments  in  Ontario’s  labour  market.  Com- 
prend des  références  bibliogr.  Publié  par  la 
Recherche  économique  et  analyse  du  marché 
du  travail. 

A4429 

L’apprentissage.  [Rev.].  1995.  [5, 4]  p.  (COFAM 
info,  ISSN  1198-2306).  Titre  de  départ.  Texte  en 
français  et  en  anglais  disposé  tête-bêche.  Titre 
de  la  p.  de  t.  addit.:  Apprenticeship.  Certaines 
pages  sur  1 feuille  pliée. 

A4430 

Arborist  : apprenticeship  training  standards - 
forestry  = Arboriste  : normes  de  formation  par 
l’apprentissage-  sylviculture.  Mise  à jour,  juin 
1995.  38  [i.e.  76],  20  [i.e.  40]  p.  “444A-P750070”. 
Numérotation  répétée  sur  les  pages  en  regard. 
En  majeure  ptie  des  formules.  Réalisé  par  la 
Direction  de  l’apprentissage  et  des  services  à la 
clientèle. 

ISBN  0-7778-4326-9 
A4431 

L’avenir.  1995.  [5,  4]  p.  (COFAM  info,  ISSN 
1198-2306).  Titre  de  départ.  Texte  en  français  et 
en  anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  Futures.  Certaines  pages  sur  1 feuille  pliée. 

A4432 

L’avenir  : évaluation  des  stages  en  millieu  de 
travail  : rapport  final,  oct.  1994.  vii,  145  p.  Titre 
de  la  couverture.  Publié  aussi  en  anglais  sous  le 
titre:  Futures  Work  Experience  Program  Review  : 
final  report.  Comprend  des  références  bibliogr. 
ISBN  0-7778-3423-5 

A4433 

Branché  sur  l’alphabétisation.  [1995?].  1 feuil- 
le pliée.  En  tête  du  titre:  Alphabétisation  Ontario. 
Texte  en  français  et  en  anglais;  le  texte  anglais 
se  trouve  au  verso.  Titre  au  verso:  Connect  to 
literacy. 

ISBN  0-7778-3615-7 
A4434 

Cadre  de  responsabilisation  et  normes  de 
qualité  des  programmes  d’alphabétisation 
des  adultes  en  Ontario.  [1995?].  19  p.  Titre  de 
la  couverture.  En  tête  du  titre:  Alphabétisation 
Ontario.  Publié  aussi  en  anglais  sous  le  titre: 
Framework  and  quality  standards  for  adult  litera- 
cy education  in  Ontario. 

ISBN  0-7778-3621-1 

A4435 

Chronique  du  COFAM.  Printemps  1995.  ill. 
Titre  de  la  p.  de  t.  addit.:  OTAB  update.  Titre  de 
départ.  Texte  en  français  et  en  anglais  disposé 
tête-bêche. 

ISSN  1195-9258 
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A4436 

Chronologie  de  la  création  du  COFAM.  1995. 
[6,  5]  p.  (COFAM  info,  ISSN  1198-2306).  Titre  de 
départ.  Texte  en  français  et  en  anglais  disposé 
tête-bêche.  Titre  de  la  p.  de  t.  addit.:  OTAB  : a 
step-by-step  account.  Egalement  disponible  en 
disque  ASCII,  en  Braille,  en  cassette  audio  et  en 
gros  caractères. 

A4437 

COFAM  - apprentissage  : Conseil  ontarien  de 
formation  et  d’adaptation  de  la  main-d’oeuvre. 
[1994].  [2]  feuillets.  Titre  de  départ.  Publié  aussi 
en  anglais  sous  le  titre:  OTAB-  apprenticeship. 
Publié  par  le  Centre  de  services  aux  entreprises 
Canada-Ontario. 

A4438 

COFAM- boulotOntario  Formation  : Ministère 
de  l’éducation  et  de  la  formation.  [1995].  [5]  feuil- 
lets. Titre  de  départ.  Publié  aussi  en  anglais  sous 
le  titre:  OTAB-  jobsOntario  Training.  Publié  par 
le  Centre  de  services  aux  entreprises  Canada- 
Ontario. 

A4439 

COFAM  - Brigade  des  jeunes  environnemen- 
talistes  (BJE)  : Ministère  de  l’environnement  et 
de  l’énergie.  [1994],  1 feuille.  Publié  aussi  en 
anglais  sous  le  titre:  OTAB-  Environmental 
Youth  Corps  (EYC).  Publié  par  le  Centre  de  ser- 
vices aux  entreprises  Canada-Ontario. 

I A4440 

COFAM-  Bureau  de  consultation  en  forma- 
tion professionnelle  de  l’Ontario  (BCFP)  : Con- 
| seil  ontarien  de  formation  et  d’adaptation  de  la 
! main-d’oeuvre.  [1994],  [2]  feuillets.  Titre  de  départ. 
Publié  aussi  en  anglais  sous  le  titre:  OTAB- 
Ontario  Skills  Development  Office  Training  Con- 
! suiting  Services  (OSDO).  Publié  par  le  Centre  de 
i services  aux  entreprises  Canada-Ontario. 

| A4441 

COFAM-  centres  de  consultation  pour  l’em- 
bauche des  jeunes  (CCEJ)  : Conseil  ontarien 
de  formation  et  d’adaptation  de  la  main- 
d’oeuvre.  [1994].  [4]  feuillets.  Titre  de  départ. 
Publié  aussi  en  anglais  sous  le  titre:  OTAB- 
youth  employment  counselling  centres 
(YECCs).  Publié  par  le  Centre  de  services  aux 
entreprises  Canada-Ontario. 

A4442 

COFAM-  Conseil  canadien  du  commerce  et 
de  l’emploi  dans  la  sidérurgie  : entente  sec- 
torielle de  formation  : Conseil  ontarien  de  for- 
mation et  d’adaptation  de  la  main-d’oeuvre. 
[1994],  1 feuille.  Publié  aussi  en  anglais  sous  le 
titre:  OTAB-  Canadian  Steel  Trade  and  Employ- 
ment Congress  : sectoral  training  agreement. 
Publié  par  le  Centre  de  services  aux  entreprises 
Canada-Ontario. 


A4443 

COFAM-  Conseil  sectoriel  de  formation  du 
secteur  de  des  pièces  d’automobile  (AFPA)  : 

Conseil  ontarien  de  formation  et  d’adaptation  de 
la  main-d’oeuvre.  [1994],  1 feuille.  Publié  aussi 
en  anglais  sous  le  titre:  OTAB-  Automotive  Parts 
Sectoral  Training  Council.  Publié  par  le  Centre  de 
services  aux  entreprises  Canada-Ontario. 

A4444 

COFAM-  Conseil  sectoriel  de  formation  pro- 
fessionnelle : industrie  canadienne  de  fabri- 
cation d’équipement  électrique  et  électroni- 
que : Conseil  ontarien  de  formation  et 
d’adaptation  de  la  main-d’oeuvre.  [1994],  1 feuil- 
le. Publié  aussi  en  anglais  sous  le  titre:  OTAB- 
Sectoral  Skills  Council  : electrical/electronics 
industry.  Publié  par  le  Centre  de  services  aux 
entreprises  Canada-Ontario. 

A4445 

COFAM-  L’avenir  : Conseil  ontarien  de  forma- 
tion et  d’adaptation  de  la  main-d’oeuvre.  [1994]. 
[5]  feuillets.  Titre  de  départ.  Publié  aussi  en 
anglais  sous  le  titre:  OTAB-  Futures.  Publié  par 
le  Centre  de  services  aux  entreprises  Canada- 
Ontario. 

A4446 

COFAM-  Programme  d’adaptation  de  la 
main-d’oeuvre  (PAM)  : Conseil  ontarien  de  for- 
mation et  d’adaptation  de  la  main-d’oeuvre. 
[1994].  [2]  feuillets.  Titre  de  départ.  Publié  aussi 
en  anglais  sous  le  titre:  OTAB  - Adjustment  Advi- 
sory Program  (AAP).  Publié  par  le  Centre  de 
services  aux  entreprises  Canada-Ontario. 

A4447 

COFAM-  Programme  d’aide  financière  For- 
mation professionnelle  de  l’Ontario  (FP)  : 

Conseil  ontarien  de  formation  et  d’adaptation  de 
la  main-d’oeuvre.  [1994].  [2]  feuillets.  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre: 
OTAB-  Ontario  Skills  (OS)  Financial  Incentive 
Program.  Publié  par  le  Centre  de  services  aux 
entreprises  Canada-Ontario. 

A4448 

COFAM-  Programme  d’apprentissage  pour 
les  jeunes  de  l’Ontario  (PAJO)  : Conseil  onta- 
rien de  formation  et  d’adaptation  de  la  main- 
d’oeuvre.  [1994],  [2]  feuillets.  Titre  de  départ. 
Publié  aussi  en  anglais  sous  le  titre:  OTAB- 
Ontario  Youth  Apprenticeship  Program  (OYAP) 
(formerly  the  Secondary  School  Workplace 
Apprenticeship  Program).  Publié  par  le  Centre 
de  services  aux  entreprises  Canada-Ontario. 

A4449 

COFAM-  Programme  d’emploi  d’été  ou  à 
temps  partiel  (EE/TP)  : Conseil  ontarien  de  for- 
mation et  d’adaptation  de  la  main-d’oeuvre. 


296 


CONSEIL  ONTARIEN  DE  FORMATION  ET  D’ADAPTATION  DE  LA  MAIN-D’OEUVRE 


[1994],  [2]  feuillets.  Titre  de  départ.  Publié  aussi  en 
anglais  sous  le  titre:  OTAB-  Summer  (or  Part- 
Time)  Employment  Experience  Program.  Publié 
par  le  Centre  de  sen/ices  aux  entreprises 
Canada-Ontario. 

A4450 

COFAM-  Programme  d’emploi  pour  les 
bénéficiaires  de  l’aide  sociale  (PEBAS)  : Con- 
seil ontarien  de  formation  et  d’adaptation  de  la 
main-d’oeuvre.  [1994].  [2]  feuillets.  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre: 
OTAB-  Social  Service  Employment  Program 
(SSEP).  Publié  par  le  Centre  de  services  aux 
entreprises  Canada-Ontario. 

A4451 

COFAM-  Programme  des  centres  d’aide  : 

Conseil  ontarien  de  formation  et  d’adaptation  de 
la  main-d’oeuvre.  [1994],  [2]  feuillets.  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre: 
OTAB-  help  centres  program.  Publié  par  le  Cen- 
tre de  services  aux  entreprises  Canada-Ontario. 

A4452 

COFAM-  Programme  Fonds  en  fiducie  pour 
la  formation  en  Ontario  (FFFO)  : Conseil  onta- 
rien de  formation  et  d’adaptation  de  la  main- 
d’oeuvre.  [1994],  [2]  feuillets.  Titre  de  départ. 
Publié  aussi  en  anglais  sous  le  titre:  OTAB- 
Ontario  Training  Trust  Fund  Program  (OTTF). 
Publié  par  le  Centre  de  services  aux  entreprises 
Canada-Ontario. 

A4453 

COFAM  - Programme  Solutions  stratégiques 
Formation  professionnelle  (FP)  de  l’Ontario  : 

Conseil  ontarien  de  formation  et  d’adaptation  de 
la  main-d’oeuvre.  [1994].  [2]  feuillets.  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre: 
OTAB-  Ontario  Skills  (OS)  Strategie  Training 
Solutions  Program.  Publié  par  le  Centre  de  ser- 
vices aux  entreprises  Canada-Ontario. 

A4454 

COFAM-  Transition  : Conseil  ontarien  de  for- 
mation et  d’adaptation  de  la  main-d’oeuvre. 
[1994].  [2]  feuillets.  Titre  de  départ.  Publié  aussi 
en  anglais  sous  le  titre:  OTAB-  Transitions. 
Publié  par  le  Centre  de  services  aux  entreprises 
Canada-Ontario. 

A4455 

Les  commissions  locales  en  Ontario  : ques- 
tions et  réponses.  [Rev.].  c1994.  6,  [8],  6 p.  : 
cartes  géographiques  en  coul.  Titre  de  la  cou- 
verture. Texte  en  français  et  en  anglais  disposé 
tête-bêche.  Titre  de  la  p.  de  t.  addit.:  Local 
boards  in  Ontario  : questions  and  answers. 
Publié  en  collab.  avec  la  Commission  canadien- 
ne de  mise  en  valeur  de  la  main-d’oeuvre.  Dis- 
ponible aussi  en  disque  ASCII,  en  cassette 
audio,  en  Braille,  et  en  gros  caractères. 

ISBN  0-7778-3373-5 


A4456 

Conseils  chargés  de  la  révision  des  pro- 
grammes. [1995?].  [2]  p.  sur  1 feuille.  (COFAM 
info,  ISSN  1198-2306).  Publié  aussi  en  anglais 
sous  le  titre:  Councils  for  program  review. 

A4457 

Construction  millwright  : apprenticeship 

training  standards  = Mécanicien-monteur/  I 
mécanicienne-monteuse  de  construction  : nor-  i 
mes  de  formation  par  l’apprentissage.  Mise  à jour,  s 
mai  1995.  77  [i.e.  154],  [10]  p.  “426A”.  Numérota- 
tion répétée  sur  les  pages  en  regard.  En  majeure 
ptie  des  formules.  Réalisé  par  la  Direction  de 
l’apprentissage  et  des  services  à la  clientèle. 

ISBN  0-7778-4305-6 

A4458 

Construction/maintenance  electrician  : ap- 
prenticeship training  standards  = Électricien/  : 
électricienne  de  bâtiment/entretien  : normes  de 
formation  par  l’apprentissage,  janv.  1995. 48  [i.e.  ! 
96],  [6]  p.  “309A”.  Numérotation  répétée  sur  les 
pages  en  regard.  En  majeure  ptie  des  formules,  i 
Réalisé  par  la  Direction  de  l’apprentissage  et 
des  services  à la  clientèle. 

ISBN  0-7778-2768-9 

A4459 

Corporate  facts  brochures  [fichier  d’ordina-  ? 
teurj  = Brochures  “info”  sur  le  COFAM.  [1995?].  i 
1 disque  d’ordinateur  : 3 1/2  po.  (COFAM  info). 
Titre  de  l’étiquette.  Dépouillement:  Qu’est-ce  j 
que  le  COFAM?  - Questions  communes  - 1 
Chronologie  de  la  création  du  COFAM. 

ISBN  0-7778-4312-9 

A4460 

Drywall,  acoustic  and  lathing  applicator  : 
apprenticeship  training  standards  = Poseur/  I 
poseuse  de  panneaux  muraux  secs,  de  car-  j 
reaux  acoustiques  et  de  lattes  : normes  de  for-  I 
mation  par  l’apprentissage.  Mise  à jour.  juil.  i 
1995.  45  [i.e.  90],  [6]  p.  “405A”.  Numérotation  j 
répétée  sur  les  pages  en  regard.  En  majeure  ptie 
des  formules.  Réalisé  par  la  Direction  de  s 
l’apprentissage  et  des  services  à la  clientèle. 

ISBN  0-7778-4433-8 

A4461 

Farm  equipment  mechanic  : apprenticeship  ii 
training  standards  = Mécanicien/mécanicien-  I 
ne  de  machines  agricoles  : normes  de  formation 
par  l’apprentissage.  [Mise  à jour],  mars  1995.  40 
[i.e.  80],  [6]  p.  “425A”.  Numérotation  répétée  sur 
les  pages  en  regard.  En  majeure  ptie  des  formu-  I 
les.  Réalisé  par  la  Direction  de  l’apprentissage 
et  des  services  à la  clientèle. 

ISBN  0-7778-3893-1 
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A4462 

Floor  covering  installer  : apprenticeship  trai- 
! ning  standards  = Installateur/installatrice  de 
revêtement  de  sol  : normes  de  formation  par 
l’apprentissage.  Mise  à jour,  juin  1995.  37  [i.e. 
74],  [6]  p.  “256A”.  Numérotation  répétée  sur  les 
pages  en  regard.  En  majeure  ptie  des  formules. 

| Réalisé  par  la  Direction  de  l’apprentissage  et 
des  services  à la  clientèle. 

ISBN  0-7778-4325-0 

! A4463 

Form  setter  (civil  construction) 
competency-based  training  standards  = Cof- 
! freur/coffreuse  (construction  civile)  : normes  de 
' formation  professionnelle  basées  sur  les  com- 
pétences. août  1994.  50  [i.e.  100],  [6]  p.  Titre  de 
| la  couverture  varie  légèrement.  Numérotation 
répétée  sur  les  pages  en  regard.  En  majeure  ptie 
! des  formules.  Réalisé  par  la  Direction  de 
l’apprentissage  et  des  services  à la  clientèle. 
ISBN  0-7778-3222-4 

A4464 

Fuel  and  electrical  systems  mechanic  : ap- 
prenticeship training  standards  = Mécani- 
cien/mécanicienne de  systèmes  d’alimentation 
en  carburant  et  électriques  : normes  de  forma- 
tion par  l’apprentissage.  [Mise  à jour],  juin  1995. 
33  [i.e.  66],  [6]  p.  “310C”.  Numérotation  répétée 
sur  les  pages  en  regard.  En  majeure  ptie  des 
formules.  Réalisé  par  la  Direction  de  l’apprentis- 
sage et  des  services  à la  clientèle. 

ISBN  0-7778-4328-5 

A4465 

Guide  de  mise  en  oeuvre  des  commissions 
locales  : comment  établir  une  commission 
locale  en  Ontario.  [Rev.].  c1994.  35,  32  p.  : 
cartes  géographiques  (certaines  en  coul.).  Titre 
de  la  couverture.  Texte  en  français  et  en  anglais 
disposé  tête-bêche.  Titre  de  la  p.  de  t.  addit.: 
Local  board  implementation  guide  : how  to  set 
up  a local  board  in  Ontario.  Publié  en  collab. 
avec  la  Commission  canadienne  de  mise  en 
valeur  de  la  main-d’oeuvre.  Disponible  aussi  en 
disque  ASCII,  en  cassette  audio,  en  Braille,  et  en 
gros  caractères. 

ISBN  0-7778-3372-7 

A4466 

Guide  des  programmes,  services  et  initia- 
tives. Mise  à jour  - hiver  1995.  cl 995.  51  p.  (gros 
caractères).  Titre  de  la  couverture.  Publié  aussi 
en  anglais  sous  le  titre:  Guide  des  programmes, 
services  et  initiatives. 

A4467 

Guide  des  programmes,  services  et  initiatives. 

Mise  à jour  - hiver  1995.  cl 995.  70,  64  p.  Titre  de  la 
couverture.  Texte  en  français  et  en  anglais  disposé 


tête-bêche.  Titre  de  la  p.  de  t.  addit.:  Programs, 
services  and  initiatives  guide.  “Ce  document  est 
également  disponible  en  disque  ASCII,  cassette 
audio,  Braille,  gros  caractères”. 

ISBN  0-7778-3401-4 

A4468 

Guide  d’information  sur  l’alphabétisation  en 
Ontario.  Ébauche  pour  examen  critique,  à jour 
jusqu’en  août  1993.  1994.  46,  57  p.  Texte  en 
français  et  en  anglais  disposé  tête-bêche.  Titre 
de  la  p.  de  t.  addit.:  An  information  guide  to  litera- 
cy in  Ontario.  Errata  insérés.  Publié  par  la  Direc- 
tion de  l’alphabétisation  et  de  la  préparation  à 
l’emploi. 

A4469 

Heavy  duty  equipment  mechanic  : appren- 
ticeship training  standards  = Mécanicien/ 
mécanicienne  d’équipement  lourd  : normes  de 
formation  par  l’apprentissage.  [Mise  à jour], 
mars  1995.  47  [i.e.  94],  [8]  p.  “421A”.  Numérota- 
tion répétée  sur  les  pages  en  regard.  En  majeure 
ptie  des  formules.  Réalisé  par  la  Direction  de 
l’apprentissage  et  des  services  à la  clientèle. 
ISBN  0-7778-3891-5 

A4470 

Industrial  electrician  : apprenticeship  trai- 
ning standards  = Électricien  industriel/électri- 
cienne industrielle  : normes  de  formation  par 
l’apprentissage.  Mise  à jour.  juil.  1995.  45  [i.e. 
90],  [6]  p.  “442 A”.  Numérotation  répétée  sur  les 
pages  en  regard.  En  majeure  ptie  des  formules. 
Réalisé  par  la  Direction  de  l’apprentissage  et 
des  services  à la  clientèle. 

ISBN  0-7778-4504-0 

A4471 

Industrial  mechanic  (millwright)  : apprentice- 
ship training  standards  = Mécanicien-monteur 
industriel/mécanicienne-monteuse  industrielle  : 
normes  de  formation  par  l’apprentissage.  Mise  à 
jour.  janv.  1995.  74  [i.e.  148],  [10]  p.  “433A”. 
Numérotation  répétée  sur  les  pages  en  regard. 
En  majeure  ptie  des  formules.  Réalisé  par  la 
Direction  de  l’apprentissage  et  des  services  à la 
clientèle. 

ISBN  0-7778-3697-1 
A4472 

Labour  market  report  = Rapport  sur  le  marché 
du  travail,  janv.  1995-déc.  1995.  ill.  Mensuel. 
Titre  de  départ.  Publié  par  Recherche  écono- 
mique et  analyse  du  marché  du  travail. 

A4473 

Liste  des  intermédiaires  du  programme  Tran- 
sition. [Rev.],  févr.  1995.  [6,  6]  p.  (COFAM  info, 
ISSN  1198-2306).  Titre  de  départ.  Texte  en  fran- 
çais et  en  anglais  disposé  tête-bêche.  Titre  de 
la  p.  de  t.  addit.:  Transitions  program  brokers  list. 
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A4474 

Marine  engine  mechanic  : apprenticeship 
training  standards  = Mécanicien/mécanicienne 
de  moteurs  marins  : normes  de  formation  par 
l’apprentissage.  [Mise  à jour],  cl 995.  27  [i.e.  54], 
[4]  p.  “435B”.  Numérotation  répétée  sur  les  pages 
en  regard.  En  majeure  ptie  des  formules.  Réalisé 
par  la  Direction  de  l’apprentissage  et  des  services 
à la  clientèle. 

ISBN  0-7778-3889-3 

A4475 

Mécanicien/mécanicienne  de  machines 
fixes,  quatrième  et  troisième  classes  : nor- 
mes de  formation,  janv.  1995.  155,  [8]  p. 
“P950040  & P950030”.  Titre  courant:  Normes 
de  formation-  mécanicien/mécanicienne  de 
machines  fixes-  3e  et  4e  classes.  En  majeure 
ptie  des  formules.  Réalisé  par  la  Direction  de 
l’apprentissage  et  des  services  aux  clients. 
Publié  aussi  en  anglais  sous  le  titre:  Stationary 
engineer,  4th  & 3rd  class  : training  standards. 
Réalisé  par  la  Direction  de  l’apprentissage  et 
des  services  à la  clientèle. 

ISBN  0-7778-3437-5 

A4476 

Mécanicien/mécanicienne  de  machines 
fixes,  troisième  classe  : objectifs  d’études. 

sept.  1994.  iii,  55  p.  Titre  de  la  couverture:  Objec- 
tifs d’études  : mécanicien/mécanicienne  de 
machines  fixes,  troisième  classe.  Publié  aussi 
en  anglais  sous  le  titre:  Stationary  engineer,  3rd 
class  : curriculum  objectives.  Réalisé  par  la 
Direction  de  l’apprentissage  et  des  services  à la 
clientèle. 

ISBN  0-7778-3357-3 
A4477 

Mobile  crane  operator  (0-8)  construction  : 
training  standards  = Conducteur/conductrice 
de  grue  mobile  (0-8)  construction  : normes  de 
formation.  Mise  à jour,  mars  1995.  25  [i.e.  50]  p. 
“P930030”.  Numérotation  répétée  sur  les  pages 
en  regard.  En  majeure  ptie  des  formules.  Réalisé 
par  la  Direction  de  l’apprentissage  et  des  services 
à la  clientèle. 

ISBN  0-7778-3950-4 

A4478 

Mobile  crane  operator  (0-8)  sign  erector  : trai- 
ning standards  = Conducteur/conductrice  de 
grue  mobile  (0-8)  et  monteur/monteuse 
d’enseignes  : normes  de  formation.  Mise  à jour, 
juil.  1995.  23  [i.e.  46]  p.  “P930040”.  Numérota- 
tion répétée  sur  les  pages  en  regard.  En  majeure 
ptie  des  formules.  Réalisé  par  la  Direction  de 
l’apprentissage  et  des  services  à la  clientèle. 
ISBN  0-7778-4432-X 


A4479 

Motor  vehicle  mechanic  : apprenticeship  trai- 
ning standards  = Mécanicien/mécanicienne 
d’automobiles  : normes  de  formation  par  l’appren- 
tissage. [Mise  à jour],  mai  1995.  76  [i.e.  152], 
[15]  p.  “31 0A”.  Numérotation  répétée  sur  les 
pages  en  regard.  En  majeure  ptie  des  formules. 
Réalisé  par  la  Direction  de  l’apprentissage  et  des 
services  à la  clientèle. 

ISBN  0-7778-3890-7 

A4480 

Motorcycle  mechanic  : apprenticeship  trai- 
ning standards  = Mécanicien/mécanicienne  de 
motocyclettes  : normes  de  formation  par 
l’apprentissage.  [Mise  à jour],  mai  1995.  84  [i.e. 
168],  [14]  p.  “310G”.  Numérotation  répétée  sur 
les  pages  en  regard.  En  majeure  ptie  des  formu- 
les. Réalisé  par  la  Direction  de  l’apprentissage 
et  des  services  à la  clientèle. 

ISBN  0-7778-3904-0 

A4481 

Mould  maker  : apprenticeship  training  stan- 
dards = Confectionneur/confectionneuse  de 
moules  : normes  de  formation  par  l’apprentis- 
sage. Mise  à jour,  mars  1995.  69  [i.e.  138],  [10]  p. 
“431A”.  Numérotation  répétée  sur  les  pages  en 
regard.  En  majeure  ptie  des  formules.  Réalisé 
par  la  Direction  de  l’apprentissage  et  des  servi- 
ces à la  clientèle. 

ISBN  0-7778-3936-9 

A4482 

Normes  de  qualité  pour  l’alphabétisation  des 
adultes  : guide  de  l’alphabétiseuse  et  de 
l’alphabétiseur  sur  le  cadre  de  responsabilisa- 
tion du  système  d’alphabétisation  des  adultes  et 
les  normes  fondamentales  de  qualité  des  pro- 
grammes. mars  1995.  ii,  47,  42,  ii  p.  : formules. 
Texte  en  français  et  en  anglais  disposé  tête- 
bêche.  Titre  de  la  p.  de  t.  addit.:  Quality  stan- 
dards for  adult  literacy.  Publié  par  la  Direction  de 
l’alphabétisation  et  de  la  préparation  à l’emploi, 
Section  de  l’alphabétisation. 

A4483 

Pattern  maker  : apprenticeship  training  stan- 
dards = Modeleur/modeleuse  : normes  de  for- 
mation par  l’apprentissage.  Mise  à jour,  mars 
1995. 103  [i.e.  206],  [16]  p.  “443A”.  Numérotation 
répétée  sur  les  pages  en  regard.  En  majeure  ptie 
des  formules.  Réalisé  par  la  Direction  de 
l’apprentissage  et  des  services  à la  clientèle. 
ISBN  0-7778-3935-0 

A4484 

Perspectives  du  marché  du  travail  en  Ontario 
(1995  à 1997).  mai  1995.  51  p.  Titre  de  la  couver- 
ture. “Document  préparé  par  Sous-comité  d’in- 
formation sur  le  marché  du  travail,  Entente 
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Canada-Ontario  sur  la  mise  en  valeur  de  la 
main-d’oeuvre”.  Publié  en  collab.  avec  le  Déve- 
loppement des  ressources  humaines  Canada. 
Publié  aussi  en  anglais  sous  le  titre:  Ontario’s 
occupational  prospects  (1995  to  1997). 

A4485 

Plumber  : apprenticeship  training  standards 

= Plombier/plombière  : normes  de  formation  par 
l’apprentissage.  Mise  à jour,  juin  1995.  50  [i.e. 
100],  [6]  p.  “306A”.  Numérotation  répétée  sur  les 
pages  en  regard.  En  majeure  ptie  des  formules. 
Réalisé  par  la  Direction  de  l’apprentissage  et 
des  services  à la  clientèle. 

ISBN  0-7778-4335-8 

A4486 

Pre-cast  concrete  erector  : apprenticeship 
training  standards  = Monteur/monteuse  de 
béton  préfabriqué  : normes  de  formation  par 
l’apprentissage.  Mise  à jour,  juin  1995.  34  [i.e. 
68],  [4]  p.  “244K”.  Numérotation  répétée  sur  les 
pages  en  regard.  En  majeure  ptie  des  formules. 
Réalisé  par  la  Direction  de  l’apprentissage  et 
des  services  à la  clientèle. 

ISBN  0-7778-4333-1 

A4487 

Pre-cast  concrete  finisher  : apprenticeship 
; training  standards  = Finisseur/finisseuse  de 
! béton  préfabriqué  : normes  de  formation  par 
| l’apprentissage.  Mise  à jour,  juin  1995.  30  [i.e. 

! 60],  [4]  p.  “244L”.  Numérotation  répétée  sur  les 
! pages  en  regard.  En  majeure  ptie  des  formules. 
Réalisé  par  la  Direction  de  l’apprentissage  et 
des  services  à la  clientèle. 

ISBN  0-7778-4332-3 

A4488 

Programme  d’adaptation  de  la  main- 
d’oeuvre.  [réimprimé  1995].  [9,  8]  p.  (COFAM 
info,  ISSN  1198-2306).  Titre  de  départ.  Texte  en 
français  et  en  anglais  disposé  tête-bêche.  Titre 
de  la  p.  de  t.  addit.:  Adjustment  Advisory  Pro- 
gram. Certaines  pages  sur  1 feuille  pliée. 

A4489 

Programs,  services  and  initiatives  guide 

[fichier  d’ordinateur]  = Guide  des  programmes, 
services  et  initiatives.  Mise  à jour  - hiver  1995. 
[1995?].  1 disque  d’ordinateur  ; 3 1/2  po.  Titre  de 
l’étiquette. 

A4490 

Qu’est-ce  que  le  COFAM?  1995.  [5,  3,  5]  p.  : 
portr.  (COFAM  info,  ISSN  1198-2306).  Texte  en 
français  et  en  anglais  disposé  tête-bêche.  Titre 
de  la  p.  de  t.  addit.:  What  is  OTAB?  Certaines 
pages  sur  1 feuille  pliée.  Également  disponible 
en  disque  ASCII,  en  Braille,  en  cassette  audio  et 
en  gros  caractères. 


A4491 

Questions  communes.  1995.  [8,  6]  p.  (COFAM 
info,  ISSN  1198-2306).  Titre  de  départ.  Texte  en 
français  et  en  anglais  disposé  tête-bêche.  Titre 
de  la  p.  de  t.  addit.:  Frequently  asked  questions. 
Certaines  pages  sur  1 feuille  pliée.  Également 
disponible  en  disque  ASCII,  en  Braille,  en  cas- 
sette audio  et  en  gros  caractères. 

A4492 

Radial  boom  derrick  operator  : training  stan- 
dards = Conducteur/conductrice  de  derrick  à flè- 
che radiale  : normes  de  formation.  Mise  à jour.  juil. 
1995.  18  [i.e.  36]  p.  “P930020”.  Numérotation 
répétée  sur  les  pages  en  regard.  En  majeure  ptie 
des  formules.  Préparé  par  Ontario  Hydro,  l’Asso- 
ciation pour  la  sécurité  en  matière  de  services 
électriques  et  le  Conseil.  Réalisé  par  la  Direction 
de  l’apprentissage  et  des  services  aux  clients. 
ISBN  0-7778-3856-7 

A4493 

Services  d’orientation  professionnelle  des 
centres  d’aide.  1994.  [6,  5]  p.  (COFAM  info  ; 
ISSN  1198-2306).  Titre  de  départ.  Texte  en  fran- 
çais et  en  anglais  disposé  tête-bêche.  Titre  de 
la  p.  de  t.  addit.:  Help  centres  employment  coun- 
selling service. 

A4494 

Sheet  metal  worker  : apprenticeship  training 
standards  = Tôlier/tôlière  : normes  de  formation 
par  l’apprentissage.  Mise  à jour.  juil.  1995. 61  [i.e. 
122],  [8]  p.  “308 A”.  Numérotation  répétée  sur  les 
pages  en  regard.  En  majeure  ptie  des  formules. 
Réalisé  par  la  Direction  de  l’apprentissage  et 
des  services  à la  clientèle. 

ISBN  0-7778-4506-7 

A4495 

Small  engine  mechanic  : apprenticeship  trai- 
ning standards  = Mécanicien/mécanicienne  de 
petits  moteurs  : normes  de  formation  par 
l’apprentissage.  [Mise  à jour],  mars  1995. 24  [i.e. 
48],  [4]  p.  “435A”.  Numérotation  répétée  sur  les 
pages  en  regard.  En  majeure  ptie  des  formules. 
Réalisé  par  la  Direction  de  l’apprentissage  et 
des  services  à la  clientèle. 

ISBN  0-7778-3892-3 

A4496 

Sprinkler  and  fire  protection  installer  : 
apprenticeship  training  standards  = Installa- 
teur/installatrice  de  systèmes  de  protection  con- 
tre les  incendies  : normes  de  formation  par 
l’apprentissage.  Mise  à jour.  juil.  1995.  51  [i.e. 
102],  [6]  p.  “427A”.  Numérotation  répétée  sur  les 
pages  en  regard.  En  majeure  ptie  des  formules. 
Réalisé  par  la  Direction  de  l’apprentissage  et 
des  services  à la  clientèle. 

ISBN  0-7778-4435-4 
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A4497 

Steamfitter  : apprenticeship  training  stan- 
dards = Monteur/monteuse  de  tuyaux  de  vapeur  : 
normes  de  formation  par  l’apprentissage,  janv. 
1995.  67  [i.e.  134],  [10]  p.  “307A”.  Numérotation 
répétée  sur  les  pages  en  regard.  En  majeure  ptie 
des  formules.  Réalisé  par  la  Direction  de  l’appren- 
tissage et  des  services  à la  clientèle. 

ISBN  0-7778-3684-X 

A4498 

Terrazzo,  tile  and  marble  craft  : apprentice- 
ship training  standards  : Métier  de  carrelage  : 
normes  de  formation  par  l’apprentissage.  Mise  à 
jour,  avril  1995.  38  [i.e.  76],  [6]  p.  Numérotation 
répétée  sur  les  pages  en  regard.  En  majeure  ptie 
des  formules.  Réalisé  par  la  Direction  de  l’ap- 
prentissage et  des  services  à la  clientèle. 

ISBN  0-7778-4095-2 

A4499 

Tool  and  die  maker  : apprenticeship  training 
standards  = Outilleur-ajusteur/outilleuse-ajus- 
teuse  : normes  de  formation  par  l’apprentissage. 
Mise  à jour,  mars  1995.  64  [i.e.  128],  [8]  p. 
“430A”.  Numérotation  répétée  sur  les  pages  en 
regard.  En  majeure  ptie  des  formules.  Réalisé 
par  la  Direction  de  l’apprentissage  et  des  servi- 
ces à la  clientèle. 

ISBN  0-7778-3937-7 

A4500 

Transmission  mechanic  : apprenticeship  trai- 
ning standards  = Mécanicien/mécanicienne  de 
boîte  de  vitesses  : normes  de  formation  par 
l’apprentissage.  [Mise  à jour],  mai  1995.  57  [i.e. 
114],  [10]  p.  “310D”.  Numérotation  répétée  sur  les 
pages  en  regard.  En  majeure  ptie  des  formules. 
Réalisé  par  la  Direction  de  l’apprentissage  et  des 
services  à la  clientèle. 

ISBN  0-7778-3905-9 


CONSEIL  ONTARIEN  DES 
AFFAIRES  COLLÉGIALES 

A4501 

Rapport  annuel.  1992/1993.  39,  31  p.  Titre  de 
la  p.  de  t.  addit.:  Annual  report.  Titre  de  la  cou- 
verture. Texte  en  français  et  en  anglais  disposé 
tête-bêche.  L’année  d’activité  se  termine  le  31 
août. 

A4502 

La  reconnaissance  des  acquis  : une  réalisa- 
tion au  crédit  du  réseau  collégial  : rapport  du 
Groupe  consultatif  et  de  coordination  de  la 
reconnaissance  des  acquis,  février  1993-juin 
1994.  c1995.  63  p.  : ill.,  portr.  Titre  de  la  couver- 


ture. Soumis  au  Ministre  de  l’éducation  et  de  la 
formation.  Président:  Wesley  Romulus.  Publié 
aussi  en  anglais  sous  le  titre:  Prior  learning 
assessment  : a credit  to  the  college  system. 
ISBN  0-7778-4665-9 

Pub.  Ont.  106065  * 7,50$ 


CONSEIL  ONTARIEN  DES  PARENTS 

A4503 

Bulletin  : Conseil  ontarien  des  parents,  févr. 
1995.  ill.  Titre  de  départ.  Publié  aussi  en  anglais 
sous  le  titre:  The  Ontario  Parent  Council  news. 

A4504 

Rapport  annuel.  1er  (nov.  1993-juil.  1994).  15, 
15  p.  : portr.  Titre  de  la  p.  de  t.  addit.:  Annual 
report.  Titre  de  la  couverture.  Texte  en  français 
et  en  anglais  disposé  tête-bêche. 

ISSN  1201-6322 

Pub.  Ont.  001829  D * Gratuit 


DIRECTION  GÉNÉRALE  DE  LA 
CONDITION  FÉMININE  DE 
L’ONTARIO 


A4505 

Construire  pour  changer  : une  question 
d’équité  : une  trousse  de  formation  en  appren- 
tissage et  professionnelle  dans  le  secteur  de  la 
construction.  1995.  iii,  51  p.  : formules.  “Un  projet 
Agent  de  changement  de  la  Direction  générale 
de  la  condition  féminine  de  l’Ontario  et  du  Pro- 
vincial Building  and  Construction  Trades  Council 
of  Ontario,  en  collaboration  avec  le  Conseil  onta- 
rien de  formation  et  d’adaptation  de  la  main- 
d’oeuvre.”  Sur  la  couverture:  Guide  de  la  forma- 
trice et  du  formateur.  Publié  aussi  en  anglais  sous 
le  titre:  Constructing  change  : dealing  with  equity 
issues.  Comprend  des  références  bibliogr. 

A4506 

De  jeunes  femmes  parlent  dés/avantages. 

[1995].  16  p.  : ill.,  portr.  Titre  de  départ.  Publié  en 
collab.  avec  le  Réseau  d’action  des  femmes 
handicapées  (DAWN)  Ontario,  avec  le  Réseau 
d’action  des  femmes  handicapées  (DAWN) 
Toronto  et  avec  The  Moment  Project  of  The 
Jesuit  Centre  for  Social  Faith  & Justice.  Publié 
aussi  en  anglais  sous  le  titre:  Young  women  talk 
dis/ability.  Comprend  des  références  bibliogr. 

A4507 

La  famille  et  l’économie  : l’équation  des 
années  90  : un  symposium.  [1994?].  1 v.  (pag. 
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multiple)  : ill.  En  tête  du  titre  de  la  couverture:  Le 
travail  et  la  famille.  Sur  la  couverture:  Recueil  de 
textes  préparatoires.  Publié  aussi  en  anglais 
sous  le  titre:  Families  and  the  economy  : new 
partnerships,  new  strategies.  Comprend  des 
références  bibliogr. 

! A4508 

Moments  historiques  : le  rôle  des  femmes 
dans  l’histoire  canadienne.  No  7 (févr.  1995). 

' Publié  aussi  en  anglais  sous  le  titre:  Moments  in 
history.  Comprend  des  références  bibliogr. 

A4509 

On  a fini  de  rire  : harcèlement  sexuel  entre 
élèves  dans  les  écoles  secondaires.  [1995?]. 
1 v.  (pag.  multiple)  : ill.,  formules,  portr.  Titre  de  la 
couverture.  Publié  en  collab.  avec  le  Ministère 
de  l’éducation  et  de  la  formation  et  avec  la  Fédé- 
ration des  enseignantes  et  des  enseignants  des 
écoles  secondaires.  Comprend  10  affiches  sur 
10  feuilles  pliées.  Publié  aussi  en  anglais  sous  le 
titre:  The  joke’s  over  : student  to  student  sexual 
harassment  in  secondary  schools.  Comprend 
des  références  bibliogr. 

| 

FONDATION  DE  LA  RECHERCHE 
SUR  LA  TOXICOMANIE 


A4510 

L’abus  de  drogue  chez  les  jeunes  : guide  de 
planification  du  traitement  multifonctionnel. 

[1994],  67  p.  Publié  aussi  en  anglais  sous  le  titre: 
Youth  and  drug  abuse  : a planner’s  guide  to 
multi-functional  treatment.  Comprend  des  réfé- 
rences bibliogr. 

A4511 

L’alcool,  les  drogues,  le  VIH  et  vous  : clinique 
du  VIH.  [1994].  1 feuille  pliée.  Publié  aussi  en 
anglais  sous  le  titre:  Alcohol,  drugs,  HIV  and 
you  : H.I.V.  clinic. 

A4512 

Canadian  profile  : alcohol,  tobacco  & other 
drugs  = Profil  canadien  : l’alcool,  le  tabac  et  les 
autres  drogues  / [texte  rédigé  par  Eric  Single, 
Bob  Williams,  Diane  McKenzie].  1994.  iii,  354  p.  : 
ill.  Titre  courant:  CCLAT/ARF  profil  canadien 
1994.  Publié  en  collab.  avec  le  Centre  canadien 
de  lutte  contre  l’alcoolisme  et  les  toxicomanies. 
Errata  insérés.  Comprend  des  références  bibliogr. 
ISBN  0-9695468-8-2 

A4513 

Canadian  profile  : alcohol,  tobacco  & other 
drugs  = Profil  canadien  : l’alcool,  le  tabac  et  les 
autres  drogues  / [texte  rédigé  par  Bob  Williams, 


Eric  Single,  Diane  McKenzie].  [Rev.].  1995.  ii, 
414  p.  : ill.  Titre  courant:  CCLAT/ARF  profil  cana- 
dien 1995.  Publié  en  collab.  avec  le  Centre  cana- 
dien de  lutte  contre  l’alcoolisme  et  les  toxicoma- 
nies. Comprend  des  références  bibliogr. 

ISBN  1-896323-02-2 

A4514 

C’est  assez!  : comment  arrêter  de  boire  ou 
réduire  votre  consommation  d’alcool  / par 

Martha  Sanchez-Craig.  c1994.  i,  82,  [17]  p.  : for- 
mules. “Guide  d’initiative  personnelle  de  la 
ARF”.  Publié  aussi  en  anglais  sous  le  titre: 
Saying  when  : how  to  quit  drinking  or  cut  down. 
ISBN  0-88868-208-5 

A4515 

Les  cigarettes  à faible  émission  pourraient 
être  nocives  pour  votre  santé  : avis  aux 
fumeurs.  [1994].  [12]  p.  : ill.  Titre  de  la  couver- 
ture. Publié  aussi  en  anglais  sous  le  titre:  Low  tar 
cigarettes  are  hazardous  to  your  health  : advice 
for  smokers. 

A4516 

Clinique  du  VIH,  Fondation  de  la  recherche 
sur  la  toxicomanie.  [1994],  1 feuille  pliée.  Publié 
aussi  en  anglais  sous  le  titre:  H.I.V.  clinic,  Addic- 
tion Research  Foundation. 

A4517 

Les  drogues  et  l’alcool  dérangent-ils  votre 
vie?  : appelez-nous  : la  ligne  info-traitement. 

[1995?].  1 feuille  pliée.  “1-800-565-8603”.  Texte 
en  français  et  en  anglais;  le  texte  anglais  se 
trouve  au  verso.  Titre  au  verso:  Are  drugs  and 
alcohol  affecting  your  life?  : call  us  : the  treat- 
ment info-line.  Publié  en  collab.  avec  Drogue  et 
alcool-Répertoire  des  traitements. 

A4518 

Droits,  pouvoirs  et  obligations  légales  des 
enseignants  en  ce  qui  concerne  l’usage 
d’alcool  et  de  drogues  chez  les  élèves  / par 

Robert  Solomon  et  Sydney  J.  Usprich.  1991.  35 
feuillets.  Publié  aussi  en  anglais  sous  le  titre: 
The  legal  rights,  powers,  and  obligations  of  edu- 
cators regarding  student  alcohol  and  drug  use. 
Comprend  des  références  bibliogr. 

A4519 

Faits  et  effets  : l’alcool  et  les  traumatismes 
de  la  colonne  vertébrale.  [1995].  [13]  p.  : ill. 
Titre  de  la  couverture.  Publié  en  collab.  avec 
l’Association  canadienne  des  paraplégiques  et 
avec  Lyndhurst  Spinal  Cord  Centre.  Publié  aussi 
en  anglais  sous  le  titre:  Just  say  “know”  : know 
the  facts  about  spinal  cord  injury  and  alcohol. 
ISBN  0-88868-221-2 

A4520 

Le  journal.  Vol.  24,  no  1 (janv./févr.  1995)-v.  24, 
no  6 (nov./déc.  1995).  ill.  Bimestriel.  Titre  de 
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départ.  “Nouvelles  sur  la  toxicomanie  à l’inten- 
tion des  professionnels”.  Publié  aussi  en  anglais 
sous  le  titre:  The  journal. 

Éd.  sur  microfiche  **  f 30,00$  (une  année) 

A4521 

LIEN  : violence  contre  les  femmes  et  les 
enfants  dans  les  relations  et  l’usage  d’alcool 
et  de  drogues  : en  quête  de  solutions.  [1994?]. 
1 v.  (pag.  multiple)  +1  vidéocassette  (15  min). 
Titre  de  la  couverture.  En  tête  du  titre:  La  trousse 
éducative.  La  vidéocassette  porte  le  titre:  L’his- 
toire de  Nola.  Publié  aussi  en  anglais  sous  le 
titre:  LINK  : violence  against  women  and  chil- 
dren in  relationships  and  the  use  of  alcohol  and 
drugs.  Comprend  des  références  bibliogr. 

A4522 

Les  motoneigistes  d’une  collectivité  du 
nord-est  de  l’Ontario  : enquête  sur  les  caracté- 
ristiques, les  accidents  et  les  stratégies  de 
prévention  / par  Brian  H.  Rowe  ...  [et  al.],  déc. 
1993.  32  p.  Publié  en  collab.  avec  l’Hôpital  géné- 
ral du  coeur  immaculé  de  Marie  à Sudbury. 
Publié  aussi  en  anglais  sous  le  titre:  Snowmobi- 
lers  in  a northeastern  Ontario  community.  Com- 
prend des  références  bibliogr. 

A4523 

Passez  à l’action  : l’alcool,  les  autres  dro- 
gues & votre  famille.  [1994],  25  p.  Titre  de  la 
couverture.  Une  formule  insérée.  Publié  aussi 
en  anglais  sous  le  titre:  Take  action  : alcohol, 
other  drug  problems  & your  family. 

A4524 

Politiques  en  matière  d’alcool  et  de  drogues  : 
guide  à l’intention  des  conseils  scolaires.  2e 

éd.  c1991.  ii,  31  feuillets  : ill.  Titre  de  la  couvertu- 
re. Publié  aussi  en  anglais  sous  le  titre:  Alcohol 
and  drug  policies  : a guide  for  school  boards. 

A4525 

La  prévention  du  tabagisme  : politique  de 
contrôle  sur  le  tabac,  juil.  1995.  [4]  p.  Titre  de  la 
couverture.  Titre  courant:  Mise  au  point.  Publié 
aussi  en  anglais  sous  le  titre:  Preventing 
smoking  : tobacco  control  policies. 

A4526 

La  publicité  sur  l’alcool.  [1994].  [3]  p.  Titre  de  la 
couverture.  Titre  courant:  Mise  au  point.  Publié 
aussi  en  anglais  sous  le  titre:  Alcohol  adverti- 
sing. 

A4527 

Quoi  faire-  si  vous  cherchez  de  l’aide  pour 
un  problème  d’alcool  ou  d’autres  drogues. 

c1993.  1 feuille  pliée.  Publié  aussi  en  anglais 
sous  le  titre:  What  to  do-  if  you  need  help  with 
alcohol  or  other  drugs. 


FONDATION  DU  PATRIMOINE  ONTARIEN 
A4528 

Rapport  annuel.  1993/1994.  28,  28  p.  : ill.,  1 
portr.  Titre  de  la  p.  de  t.  addit.:  Annual  report. 
Titre  de  départ.  Texte  en  français  et  en  anglais 
disposé  tête-bêche.  L’année  d’activité  se  termi- 
ne le  31  mars. 

Pub.  Ont.  005659  D * Gratuit 

A4529 

Training  and  Education  : calendar  = Forma- 
tion et  éducation  : calendrier  des  cours.  1995/ 
1996.  22,  [2]  p.  : formules.  Titre  de  la  couverture. 

A4530 

L’usage  de  drogues  en  Ontario.  [1995?].  102  p.  : 
ill.  Publié  aussi  en  anglais  sous  le  titre:  Drugs  in 
Ontario.  Comprend  des  références  bibliogr. 

A4531 

Vous  recevez  des  amis?  : le  lendemain  matin, 
vous  pourriez  vous  retrouver  avec  plus  que 
la  vaisselle!  : sachez  dans  quoi  vous  vous 
embarquez!  [1995].  1 feuille  pliée.  Publié  en  col- 
lab. avec  la  Régie  des  alcools  de  l’Ontario. 
Publié  aussi  en  anglais  sous  le  titre:  Having  a 
party?  : you  could  be  left  with  more  than  a mess 
the  next  morning! 


FONDATION  DU  PATRIMOINE 
ONTARIEN 


A4532 

Questions  de  patrimoine,  janv.  1995-automne 
1995.  3 no.  ill.  Titre  de  départ.  Publié  aussi  en 
anglais  sous  le  titre:  Heritage  matters. 

ISSN  1201-0766 


FONDATION  ONTARIENNE  POUR  LA 
RECHERCHE  EN  CANCÉROLOGIE 

ET  LE  TRAITEMENT  DU  CANCER 



A4533 

Rapport  annuel.  1993/1994.  28  p.  : ill.,  portr. 
Titre  de  la  couverture.  L’année  d’activité  se  ter-  I 
mine  le  31  mars.  Publié  aussi  en  anglais  sous  le  4 
titre:  Annual  report. 


FONDATION  TRILLIUM 


A4534 

Appel  de  propositions.  [1994?].  [8]  p.  sur  1 
feuille  pliée.  Publié  aussi  en  anglais  sous  le  titre:  j 
Request  for  proposais. 
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A4535 

Plan  stratégique,  1994-1999.  [1994?].  28,  28  p. 
Titre  de  la  couverture.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  Strategie  plan,  1994-1999. 

A4536 

Rapport  annuel.  1993/1994.  8,  [6]  p.  Avec: 
Annual  report.  L’année  d’activité  se  termine  le  31 
mars. 

ISSN  0840-6405 


GROUPE  D’ÉTUDE  SUR  LA 
RÉDUCTION  DU  NOMBRE  DE 
CONSEILS  SCOLAIRES  EN  ONTARIO 

A4537 

Groupe  d’étude  sur  la  réduction  du  nombre 
de  conseils  scolaires  en  Ontario  : rapport 
provisoire.  [1995].  [8]  p.  : cartes  géographiques. 
Titre  de  départ.  Publié  aussi  en  anglais  sous  le 
titre:  Interim  report  of  the  Ontario  School  Board 
Reduction  Task  Force. 

ISBN  0-7778-4565-2 

Pub.  Ont.  005685  D * Gratuit 


GROUPE  D’ÉTUDE  SUR  LA 
RÉGION  DU  GRAND  TORONTO 

j A4538 

[Groupe  d’étude  sur  la  région  du  grand 
Toronto].  [1995?].  1 portefeuille  (3  pièces). 
Dépouillement:  Groupe  d’étude  sur  la  région  du 
grand  Toronto  : biographies  - Remarques 
d’Anne  Golden,  présidente,  Groupe  d’étude  sur 
la  région  du  grand  Toronto  - Mandat  : Groupe 
d’étude  sur  la  région  du  grand  Toronto. 


INSTITUT  DE  RECHERCHE 
AGRICOLE  DE  L’ONTARIO 

A4539 

Rapport  annuel.  1993/1994.  20, 20  p.  : ill.,  cartes 
géographiques,  portr.  Titre  de  départ:  Rapport  de 
l’Institut  de  recherche  agricole  de  l’Ontario.  Titre 
de  la  couverture.  Texte  en  français  et  en  anglais 
disposé  tête-bêche.  L’année  d’activité  se  termine 
le  31  mars.  Publié  par  le  Ministère  de  l’agriculture, 
de  l’alimentation  et  des  affaires  rurales. 

ISSN  1198-1733  (corr.) 

Microfiche  5602-95  * 1 1,00$  (+ TVP) 


A4540 

Rapport  annuel.  1994/1995.  20,  20  p.  : ill.,  car- 
tes géographiques,  portr.  Titre  courant:  IRAO 
rapport  annuel.  Titre  de  la  couverture.  Texte  en 
français  et  en  anglais  disposé  tête-bêche. 
L’année  d’activité  se  termine  le  31  mars.  Publié 
par  le  Ministère  de  l’agriculture,  de  l’alimentation 
et  des  affaires  rurales. 

ISSN  1198-1733 

Microfiche  5688-95  * 1 1 ,00$  ( +TVP) 


INSTITUT  PSYCHIATRIQUE  CLARKE 

A4541 

Le  Centre  de  tomographie  par  émission  de 
positons  (T.E.P.).  oct.  1991.  [3]  p.  (Info-minute). 
Titre  de  départ.  En  tête  du  titre:  The  Clarke. 
Publié  aussi  en  anglais  sous  le  titre:  The  Clarke 
Positron  Emission  Tomography  (PET)  Centre. 

A4542 

Centre  d’études  sur  l’enfant  et  la  famille,  juin 
1995.  [3]  p.  (Info-minute).  Titre  de  départ.  En  tête 
du  titre:  The  Clarke.  Publié  aussi  en  anglais  sous 
le  titre:  Child  & Family  Studies  Centre. 

A4543 

Clinique  des  troubles  bipolaires,  mars  1994. 
[2]  p.  sur  1 feuille.  (Info-minute).  En  tête  du  titre: 
The  Clarke.  Publié  aussi  en  anglais  sous  le  titre: 
Bipolar  Clinic. 

A4544 

Division  de  la  clinique  d’aide  juridique  familia- 
le. juin  1995.  [4]  p.  (Info-minute).  Titre  de  départ. 
En  tête  du  titre:  The  Clarke.  Publié  aussi  en 
anglais  sous  le  titre:  Family  Court  Clinic  Division. 

A4545 

Division  de  psychiatrie  générale,  juin  1995. 
[4]  p.  (Info-minute).  Titre  de  départ.  En  tête  du 
titre:  The  Clarke.  Publié  aussi  en  anglais  sous  le 
titre:  General  Psychiatry  Division. 

A4546 

Division  de  psychiatrie  légale,  juin  1995.  [3]  p. 
(Info-minute).  Titre  de  départ.  En  tête  du  titre: 
The  Clarke.  Publié  aussi  en  anglais  sous  le  titre: 
Forensic  Division. 

A4547 

Division  des  soins  continus,  mai  1995.  [3]  p. 
(Info-minute).  Titre  de  départ.  En  tête  du  titre: 
The  Clarke.  Publié  aussi  en  anglais  sous  le  titre: 
Continuing  Care  Division. 

A4548 

Division  des  troubles  de  l’humeur  et  de 
l’angoisse,  juin  1995.  3 p.  (Info-minute).  Titre  de 
départ.  En  tête  du  titre:  The  Clarke.  Publié  aussi  en 
anglais  sous  le  titre:  Mood  and  Anxiety  Division. 
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JARDINS  BOTANIQUES  ROYAUX 


A4549 

Guide  du  patient,  mai  1994.  22  p.  Titre  de  la 
couverture.  En  tête  du  titre:  L’Institut  psychia- 
trique Clarke.  Publié  aussi  en  anglais  sous  le 
titre:  A guide  to  your  hospital  stay. 

A4550 

L’Institut  psychiatrique  Clarke,  févr.  1994. 
[3]  p.  (Info-minute).  Titre  de  départ.  En  tête  du 
titre:  The  Clarke.  Publié  aussi  en  anglais  sous  le 
titre:  Facts  about  the  Clarke. 

A4551 

Rapport  annuel.  1994/1995.  [8],  [1]  p.  : ill.,  portr. 
Titre  de  la  couverture.  L’année  d’activité  se  ter- 
mine le  31  mars.  Publié  aussi  en  anglais  sous  le 
titre:  Annual  report. 

A4552 

Services  de  l’institut,  juin  1995.  [4]  p.  (Info- 
minute).  Titre  de  départ.  En  tête  du  titre:  The 
Clarke.  Publié  aussi  en  anglais  sous  le  titre:  Ins- 
titute wide  services. 

A4553 

Unité  de  la  thérapie  cognitive  comportemen- 
tale. mars  1994.  [2]  p.  suri  feuille.  (Info-minute). 
En  tête  du  titre:  The  Clarke.  Publié  aussi  en 
anglais  sous  le  titre:  Cognitive  Therapy  Section. 


JARDINS  BOTANIQUES  ROYAUX 

A4554 

Annual  report  = Rapport  annuel.  1994. 40  p.  : ill. 
Sur  la  couverture:  Communique  no  47.  Titre  de 
la  couverture. 


MINISTÈRE  DE  LA  CONSOMMATION 
ET  DU  COMMERCE 


A4555 

Fiche  d’information  : Projet  voie  rapide,  oct. 
1995.  3 feuillets.  Titre  de  départ.  Publié  aussi  en 
anglais  sous  le  titre:  Clearing  the  Path  informa- 
tion backgrounder. 

A4556 

Guide  des  services  du  ministère.  Rev.  [1995]. 
41  p.  Titre  de  la  couverture.  Publié  aussi  en 
anglais  sous  le  titre:  A guide  to  Ministry  services. 
ISBN  0-7778-4423-0 

A4557 

Guide  du  consommateur  sur  les  agences  de 
recouvrement.  [Rev.].  [1995].  10  p.  Titre  de  la 
couverture.  Publié  aussi  en  anglais  sous  le  titre: 
A consumer’s  guide  to  collection  agencies. 
ISBN  0-7778-41 55-X 


A4558 

Guide  du  consommateur  : système  d’enre- 
gistrement des  sûretés  mobilières.  [1995], 

11  p.  Titre  de  la  couverture.  Publié  aussi  en  i 
anglais  sous  le  titre:  A guide  to  the  personal 
property  security  registration  system. 

ISBN  0-7778-3667-X 

A4559 

La  Loi  sur  les  pratiques  de  commerce  : guide 
à l’intention  des  consommateurs.  [1995].  15  p. 
Titre  de  la  couverture.  Publié  aussi  en  anglais  \ 
sous  le  titre:  A guide  to  the  Business  Practices  : 
Act. 

ISBN  0-7778-3664-5 
A4560 

La  Loi  sur  les  renseignements  concernant  le 
consommateur  : elle  est  à votre  avantage.  Rev. 
[1995].  14  p.  Titre  de  la  couverture.  Publié  aussi 
en  anglais  sous  le  titre:  Consumer  Reporting  « 
Act  : it  works  for  you. 

ISBN  0-7778-4157-6 

A4561 

Systèmes  en  plastique  d’évacuation  des  gaz 
chauds  : fiche  d’information.  [1995].  2 p.  sur  1 

feuille.  Publié  aussi  en  anglais  sous  le  titre:  High- 
temperature  plastic  gas  venting  systems  : back-  } 
grounder. 


MINISTÈRE  DE  LA  CULTURE,  DU 
TOURISME  ET  DES  LOISIRS 


A4562 

Accès  : les  bibliothèques  pour  améliorer 
l’avenir  de  l’Ontario,  1994-1997.  c1994.  9 p.  : ill. 
Titre  de  la  couverture.  En  vente  avec  le  titre:  1 
Accès  : les  bibliothèques  pour  améliorer  l’avenir 
de  l’Ontario  : plan  opérationnel  1994-1995.  j 
Publié  aussi  en  anglais  sous  le  titre:  Access  : ; 
libraries  enabling  Ontario’s  future,  1994-1997. 
Publié  par  le  Service  des  bibliothèques  de 
l’Ontario-Sud. 

A4563 

Accès  : les  bibliothèques  pour  améliorer 
l’avenir  de  l’Ontario  : plan  opérationnel 
1994-1995.  c1994. 11  p.  : ill.  Titre  de  la  couvertu-  \ 
re.  En  vente  avec  le  titre:  Accès  : les  biblio- 
thèques pour  améliorer  l’avenir  de  l’Ontario,  i 
1994-1997.  Publié  aussi  en  anglais  sous  le  titre:  i 
Access  : libraries  enabling  Ontario’s  future  : ope- 
rational plan  1994-95.  Publié  par  le  Service  des 
bibliothèques  de  l’Ontario-Sud. 

ISBN  1-895491-74-6 


MINISTÈRE  DE  LA  CULTURE,  DU  TOURISME  ET  DES  LOISIRS 
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A4564 

Activités,  mai-oct.  1995.  Semestriel.  Titre  de  la 
couverture.  Publié  aussi  en  anglais  sous  le  titre: 
Events. 

! A4565 

Auberges  de  campagne  : Ontario,  Canada, 
j 1995.  69  p.  : 1 carte  géographique.  Titre  de  la 
couverture.  “Restaurants  et  hébergement”.  Pub- 
! lié  aussi  en  anglais  sous  le  titre:  Country  inns. 

A4566 

Aventures  : équitation  : Ontario,  Canada. 
1995.  16  p.  : 1 carte  géographique.  Titre  de  la 
couverture.  Publié  aussi  en  anglais  sous  le  titre: 
Adventures  in  horseback  riding. 

; Pub.  Ont.  005673  D * Gratuit 

A4567 

Bulletin  à l’intention  des  éditeurs  de  livres. 

mai  1995.  Titre  varie  légèrement.  Publié  aussi  en 
anglais  sous  le  titre:  Bulletin  for  book  publishers. 
Publié  par  le  Centre  de  l’édition  de  l’Ontario. 

A4568 

Bulletin  : Programme  des  revues  de  grande 
diffusion,  mai  1995.  Publié  aussi  en  anglais 
sous  le  titre:  Bulletin  : Consumer  Magazines 
Program.  Publié  par  le  Centre  de  l’édition  de 
l’Ontario. 

A4569 

La  culture  en  Ontario  : fondement  de  notre 
identité,  véhicule  de  croissance  économique. 
[1995].  [3]  p.  Titre  de  départ.  Publié  aussi  en 
anglais  sous  le  titre:  Culture  in  Ontario. 

A4570 

Directives  pour  préparer  un  dossier  de  can- 
didature pour  les  Jeux  de  l’Ontario  : program- 
me des  Jeux  de  l’Ontario.  c1994.  14  p.  Publié 
aussi  en  anglais  sous  le  titre:  Guidelines  for  pre- 
paring a bid  for  Ontario  Games. 

ISBN  0-7778-3679-3 

A4571 

Gîte  chez  des  particuliers,  vacances  à la  fer- 
me, hébergement  à prix  modique  : Ontario, 
Canada.  1995.  72  p.  : cartes  géographiques. 
Titre  de  départ:  Chambres  d’hôte  et  vacances  à 
la  ferme.  Titre  de  la  couverture.  Fait  suite  à:  Gîte 
chez  des  particuliers,  vacances  à la  ferme. 
Publié  aussi  en  anglais  sous  le  titre:  Bed  and 
breakfast  accommodations  and  farm  vacations. 

A4572 

Guide  d’hiver.  1994/1995.  119  p.  : ill.,  cartes 
géographiques.  Annuel.  Sur  la  couverture: 
Ontario,  Canada.  Titre  de  la  couverture.  Publié 
aussi  en  anglais  sous  le  titre:  Winter  guide. 

! Pub.  Ont.  005618  D * Gratuit 


A4573 

Joindre  le  geste  à la  parole  : guide  à l’intention 
des  animateurs  sportifs  sur  l’accès  complet  et 
équitable  de  la  population  féminine,  cl 995.  75, 
35  p.  : ill.,  formules.  Publié  aussi  en  anglais  sous 
le  titre:  Walking  the  talk.  Comprend  des  référen- 
ces bibliogr. 

ISBN  0-7778-3724-2 

A4574 

Un  manuel  pour  les  membres  des  comités 
consultatifs  locaux  pour  la  conservation  de 
l’architecture  (CCLCA).  [1995?].  1 v.  (feuillets 
mobiles)  : ill.  Titre  de  la  couverture.  Publié  aussi 
en  anglais  sous  le  titre:  A manual  for  municipal 
heritage  advisory  committee  (LACAC)  members. 

A4575 

Marchés  d’antiquités  et  marchés  agricoles  : 

Ontario,  Canada.  1995.  15  p.  : 1 carte  géogra- 
phique. Titre  de  la  couverture.  Publié  aussi  en 
anglais  sous  le  titre:  Antique,  flea  and  farmers’ 
markets. 

A4576 

Les  marchés  intérieurs  du  tourisme  ontarien 
- 1992.  c1995.  iii,  26,  [68]  p.  : ill.,  1 carte  géogra- 
phique. (Les  monographies  du  tourisme  ; no  2). 
“décembre  1994”.  Publié  aussi  en  anglais  sous 
le  titre:  Ontario’s  domestic  travel  markets  - 1992. 
Comprend  des  références  bibliogr. 

ISBN  0-7778-3976-8 

Pub.  Ont.  001929  * Gratuit 

A4577 

La  pêche  en  Ontario  : Ontario,  Canada.  1995. 
64  p.  : ill.,  cartes  géographiques.  Titre  de  la  cou- 
verture. Publié  aussi  en  anglais  sous  le  titre:  Fis- 
hing guide. 

A4578 

Prix  d’excellence  des  bibliothèques  publi- 
ques. 1995.  [6]  p.  : formules.  Annuel.  Titre  de 
départ.  Texte  en  français  et  en  anglais;  le  texte 
anglais  se  trouve  au  verso.  Titre  au  verso:  Onta- 
rio Public  Library  Service  Awards. 

A4579 

Programme  de  subventions  aux  projets  cul- 
turels, 1995-1996.  c1995.  6,  [1]  feuillets.  Titre  de 
la  couverture.  Publié  aussi  en  anglais  sous  le 
titre:  Cultural  Project  Grants  Program,  1995-1996. 
ISBN  0-7778-4337-4 

A4580 

Programme  d’investissement  dans  l’indus- 
trie ontarienne  de  l’enregistrement  sonore. 

[1995?].  [2]  p.  sur  1 feuille.  Texte  en  français  et  en 
anglais;  le  texte  anglais  se  trouve  au  verso.  Titre 
au  verso:  Ontario  Sound  Recording  Investment 
Program. 
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A4581 

Programme  d’investissement  dans  l’indus- 
trie ontarienne  de  l’enregistrement  sonore. 

[1995?].  [2]  p.  sur  1 feuille.  Texte  en  français  et  en 
anglais;  le  texte  anglais  se  trouve  au  verso.  Titre 
au  verso:  Ontario’s  sound  recording  industry. 

A4582 

Rapport  annuel.  1993/1994.  [22]  feuillets.  Titre 
de  la  couverture.  Disponible  sur  microfiche. 
Publié  aussi  en  anglais  sous  le  titre:  Annual 
report.  L’année  d’activité  se  termine  le  31  mars. 
Microfiche  5667-95  * f 1,00$  (+ TVP) 

A4583 

Relevez  le  défi!  [1995?].  1 jeu  (pièces  diverses). 
Titre  de  la  bande.  Sur  le  rabat:  Un  jeu  sur  la 
motoneige  pour  toute  la  famille.  Comprend  12 
cartes-questions  et  6 jétons.  Publié  aussi  en 
anglais  sous  le  titre:  Take  the  challenge!  “Produit 
par  le  Comité  ontarien  de  sécurité  en  motoneige”. 
ISBN  0-7778-3948-2 

A4584 

Renseignements  sur  les  blessures  attribua- 
bles à la  motoneige  en  Ontario.  [1994?].  [2]  p. 
sur  1 feuille.  En  tête  du  titre:  Ride  safe,  ride 
sober  : don’t  drink  and  ride  = Vas-y  sûrement, 
vas-y  sobrement  : la  sobriété,  c’est  la  sécurité. 
Publié  aussi  en  anglais  sous  le  titre:  Facts  about 
snowmobiling  injuries  in  Ontario. 

A4585 

Les  retombées  économiques  de  l’exposition 
des  chefs-d’oeuvre  de  la  peinture  française 
de  Cézanne  à Matisse  : la  Collection  Barnes, 
Musée  des  beaux-arts  de  l’Ontario  : som- 
maire/ rédigé  par  Judy  Rogers,  avril  1995. 14  p. 
Titre  de  la  couverture.  Publié  aussi  en  anglais 
sous  le  titre:  The  economic  impact  of  great 
French  paintings  from  Cézanne  to  Matisse  : the 
Barnes  Exhibit,  Art  Gallery  of  Ontario. 

A4586 

Southern  Ontario  Library  Service  performers 
directory  = Service  des  bibliothèques  de 
I’Ontario-Sud,  guides  des  artistes.  1994/1995.  iii, 
34,  [14]  p.  : ill.  Annuel.  Titre  de  la  couverture. 
Titre  varie  légèrement.  Publié  antérieurement 
par  le  Ministère  de  la  culture  et  des  communica- 
tions. Publié  par  le  Service  des  bibliothèques  de 
l’Ontario-Sud. 

ISBN  1-895491-80-0 

A4587 

Southern  Ontario  Library  Service  training 
plan  = Service  des  bibliothèques  de  l’Ontario- 
Sud,  plan  de  formation.  1995/1996.  62  p.  Sur  la 
couverture:  Training  and  development  = Forma- 
tion et  perfectionnement.  Titre  de  la  couverture. 
Publié  antérieurement  par  le  Ministère  de  la  cul- 


MINISTÈRE DE  LA  SANTÉ 


ture  et  des  communications.  Publié  par  le  Ser- 
vice des  bibliothèques  de  l’Ontario-Sud. 

ISSN  1198-3477 

A4588 

Tuyaux  pour  administrateurs.  No  10  (prin- 
temps 1995).  ill.  Titre  de  départ.  “Fait  partie  du  * 
Programme  de  formation  des  administrateurs”. 
Publié  aussi  en  anglais  sous  le  titre:  Trustee  tips. 
Publié  par  le  Service  des  bibliothèques  de; 
l’Ontario-Sud.  | 

ISSN  1188-7648 

Direction  des  bibliothèques  et  de 
l’information  communautaire 

î 

A4589 

Service  d’information  du  gouvernement  de 
l’Ontario  au  babillard  électronique  du  gou- 
vernement provincial.  [1995].  1 feuille  pliée. 
Texte  en  français  et  en  anglais;  le  texte  anglais 
se  trouve  au  verso.  Titre  au  verso:  Government 
of  Ontario  information  on  the  provincial  govern- 
ment electronic  bulletin  board  system.  Publié  en 
collab.  avec  le  Secrétariat  du  Conseil  de  gestion. 
ISBN  0-7778-4086-3 

Pub.  Ont.  001950  D * Gratuit 
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A4590 

L’aide  à domicile  ou  faire  ses  valises?  c1995. 
1 feuille  pliée  : ill.  Texte  en  français  et  en  anglais; 
le  texte  anglais  se  trouve  au  verso.  Titre  au  ver- 
so: You  shouldn’t  have  to  leave  home  to  get  the 
help  you  need. 

ISBN  0-7778-4036-7 

Pub.  Ont.  001938  D * Gratuit 

A4591 

L’arrivée  de  la  nouvelle  carte  santé.  [1995?]. 
[5]  p.  (Carte  santé  : renseignements  généraux). 
Titre  de  départ.  Publié  aussi  en  anglais  sous  le 
titre:  Rolling  out  the  new  health  card. 

A4592 

Le  bien-être  et  les  soins  de  longue  durée  : 
cadre  provisoire,  janv.  1995.  34  p.  Titre  de  la 
couverture.  Publié  aussi  en  anglais  sous  le  titre: 
Wellness  and  long-term  care  : a draft  framework. 


A4593 

Bulletin  : le  droit  de  décider-  la  Loi  de  1992 
sur  le  consentement  au  traitement.  [1995]. 
3 p.  Titre  de  départ.  Publié  aussi  en  anglais  sous 
le  titre:  A factsheet  : Consent  to  Treatment  Act. 
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A4594 

Ça  ne  peut  plus  durer-  : les  besoins  des  immi- 
grantes, des  réfugiées  et  des  femmes  des  mino- 
rités raciales  en  matière  de  services  de  santé, 
réimprimé  [1994].  22, 18  p..:  ill.  Titre  de  la  couver- 
ture. Texte  en  français  et  en  anglais  disposé 
tête-bêche.  Titre  de  la  p.  de  t.  addit.:  Time  for 
change- . 

ISBN  0-7778-2086-2 
A4595 

La  carte  santé  à photo  : un  guide  à votre 
intention.  c1995. 17, 17  p.  : ill.  en  coul.  Titre  de  la 
couverture.  En  tête  du  titre:  L’Ontario  sourit.  Titre 
courant:  La  nouvelle  carte  santé  de  l’Ontario. 
Texte  en  français  et  en  anglais  disposé  tête- 
bêche.  Titre  de  la  p.  de  t.  addit.:  Your  guide  to 
Ontario’s  photo  health  card.  Formule  de  deman- 
de insérée. 

ISBN  0-7778-3685-8 

A4596 

Carte  santé  : dernières  nouvelles.  No  1 (janv. 

! 1995)-no  3 (avril  1995).  Titre  de  départ.  Publié 
| aussi  en  anglais  sous  le  titre:  Health  card  upda- 
; te.  “Renseignements  à l’intention  des  fournis- 
! seurs  de  soins  de  santé”. 

A4597 

Centre  ontarien  d’information  en 
prévention  : bulletin.  Vol.  5,  no  3 (mars  1995). 
j ill.  Titre  de  la  p.  de  t.  addit.:  The  Ontario  Preven- 
tion Clearinghouse  newsletter.  Titre  de  départ. 
Texte  en  français  et  en  anglais  disposé  tête- 
; bêche.  Subventionné  par  le  Ministère  de  la  san- 
té et  par  le  Ministère  des  services  sociaux  et 
communautaires.  Cessé  de  paraître. 

! A4598 

C’est  votre  décision-  vous  pouvez  sauver 
une  vie.  cl 995.  [5,  5]  p.  Titre  de  la  couverture. 
Une  formule  insérée.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  It’s  your  decision-  you  can  save  a life. 
ISBN  0-7778-3821-4 

A4599 

La  Charte  ontarienne  des  droits 
environnementaux  : déclaration  sur  les 
valeurs  environnementales,  cl 995.  8,  8 p. 
Titre  de  la  couverture.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  Ontario’s  Environmental  Bill  of  Rights  : a 
statement  of  environmental  values. 

ISBN  0-7778-3551-7 

A4600 

Chirurgie  cardiaque  en  Ontario,  déc.  1995. 
3 p.  (Backgrounder  = Renseignements).  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre:  Car- 
diac surgery  in  Ontario. 


A4601 

Consacrez-vous  une  grande  partie  de  votre 
revenu  à l’achat  de  médicaments  prescrits?  : 

voici  le  nouveau  Programme  de  médicaments 
Trillium  - pour  les  personnes  qui  ne  peuvent  faire 
face  à leurs  dépenses  en  médicaments,  cl 995. 
[2]  p.  sur  1 feuille.  En  tête  du  titre:  Programme  de 
médicaments  Trillium  : pour  les  gens  qui  font 
face  à des  coûts  insurmontables.  Publié  aussi 
en  anglais  sous  le  titre:  Are  you  paying  a large 
part  of  your  income  for  prescription  drugs? 

A4602 

Consacrez-vous  une  grande  partie  de  votre 
revenu  à l’achat  de  médicaments  prescrits?  : 
voici  de  l’aide-  . c1995.  1 feuille  pliée.  “Pro- 
gramme de  médicaments  Trillium  : pour  les  gens 
qui  font  face  à des  coûts  insurmontables.”  Texte 
en  français  et  en  anglais;  le  texte  anglais  se 
trouve  au  verso.  Titre  au  verso:  Are  you  paying  a 
large  part  of  your  income  for  prescription 
drugs?  : here’s  help-  . 

ISBN  0-7778-3899-0 

Pub.  Ont.  001903  D * Gratuit 

A4603 

Drug  benefit  formulary  : comparative  drug 
index  = Formulaire  du  régime  de  médicaments 
gratuits  : index  comparatif  des  médicaments.  No 
34  ([1er  déc.  1994]).  1 v.  (pag.  multiple).  Semes- 
triel. Titre  de  la  couverture. 

ISSN  0835-2437 

Pub.  Ont.  105424  D * 10,00$ 

A4604 

Drug  benefit  formulary  : comparative  drug 
index  = Formulaire  du  régime  de  médicaments 
gratuits  : index  comparatif  des  médicaments.  No 
34  ([1er  déc.  1994])  rev.  le  15  janv.  1995  - no  34 
([1er  déc.  1994])  rev.  le  2 juin  1995.  Semestriel. 
Titre  de  la  couverture. 

Pub.  Ont.  105455  (le  15  janv.)  D * 1 ,00$ 

Pub.  Ont.  105512  (le  3 févr.)  D * 1 ,00$ 

Pub.  Ont.  105697  (le  2 juin)  D * 1 ,00$ 

A4605 

Échec  au  cancer  / [Richard  Schabas].  c1994. 
21  p.  : ill.  en  coul.  Titre  de  la  couverture.  En  tête 
du  titre:  Possibilités  pour  l’amélioration  de  la 
santé.  Sur  la  couverture:  Rapport  du  médecin 
hygiéniste  en  chef.  Publié  aussi  en  anglais  sous 
le  titre:  Progress  against  cancer. 

ISBN  0-7778-3596-7 

A4606 

Échec  au  cancer  : rapport  du  médecin  hygié- 
niste en  chef  / [Richard  Schabas].  cl 994.  21, 
18  p.  : ill.  en  coul.  Titre  de  la  couverture.  En  tête 
du  titre:  Possibilités  pour  l’amélioration  de  la 
santé.  Texte  en  français  et  en  anglais  disposé 
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tête-bêche.  Titre  de  la  p.  de  t.  addit.:  Progress 
against  cancer. 

ISBN  0-7778-3531-2 

A4607 

L’établissement  de  coalitions  efficaces  : 
module  de  formation  : formation  des  anima- 
teurs. mai  1995.  1 v.  (pag.  multiple)  : formules. 
Publié  aussi  en  anglais  sous  le  titre:  Building 
healthy  coalitions  : training  module.  Comprend 
des  références  bibliogr. 

A4608 

Fabrication  des  cartes.  [1995?].  1 feuille.  (Carte 
santé  : renseignements  généraux).  “La  nouvelle 
carte  santé  de  l’Ontario”.  Publié  aussi  en  anglais 
sous  le  titre:  Card  production. 

A4609 

Faits  saillants  du  PROFASS.  [1995?].  [2]  p.  sur  1 

feuille.  “Le  secteur  santé  au  travail”.  Publié  aussi 
en  anglais  sous  le  titre:  HSTAP  in  brief.  Publié  par 
le  Programme  de  formation  et  d’adaptation  de  la 
main-d’oeuvre  du  secteur  de  la  santé. 

A4610 

Fiche  de  renseignements  : le  Programme  de 
médicaments  Trillium.  [1995?].  [2]  p.  sur  1 feuil- 
le. En  tête  du  titre:  Programme  de  médicaments 
Trillium  : pour  les  gens  qui  font  face  à des  coûts 
insurmontables.  Publié  aussi  en  anglais  sous  le 
titre:  Backgrounder  : the  Trillium  Drug  Program. 

A4611 

Fiche  de  renseignements  : Programme  de 
médicaments  gratuits  de  l’Ontario  (PMGO). 

[1995?].  [2]  p.  sur  1 feuille.  En  tête  du  titre:  Pro- 
gramme de  médicaments  Trillium  : pour  les  gens 
qui  font  face  à des  coûts  insurmontables.  Publié 
aussi  en  anglais  sous  le  titre:  Backgrounder  : the 
Ontario  Drug  Benefit  (ODB)  Program. 

A4612 

Giardia  : ce  parasite  peut  infecter  les  enfants 
dans  les  garderies,  les  campeurs,  les  villégia- 
teurs  et  les  voyageurs,  cl 995.  [2]  p.  sur  1 feuille. 
(Actionsanté).  Publié  aussi  en  anglais  sous  le 
même  titre. 

A4613 

Guide  à l’usage  de  l’employé  : Programme  de 
formation  et  d’adaptation  de  la  main-d’oeuvre  du 
secteur  de  la  santé,  avril  1995.  28  p.  : ill.,  1 carte 
géographique,  formules.  Titre  de  la  couverture. 
Titre  courant:  Guide  du  registre  des  emplois  à 
l’usage  de  l’employé.  Publié  aussi  en  anglais 
sous  le  titre:  The  employees’  guide  to  HSTAP 
registration.  Publié  par  le  Programme  de  forma- 
tion et  d’adaptation  de  la  main-d’oeuvre  du  sec- 
teur de  la  santé. 

A4614 

Guide  à l’usage  de  l’employeur  : Programme 


de  formation  et  d’adaptation  de  la  main-d’oeuvre 
du  secteur  de  la  santé,  avril  1995.  29  p.  : formu- 
les. Titre  de  la  couverture.  Titre  courant:  Guide 
du  registre  des  emplois  à l’usage  de  l’employeur. 
Publié  aussi  en  anglais  sous  le  titre:  The 
employers’  guide  to  the  jobs  registry.  Publié  par 
le  Programme  de  formation  et  d’adaptation  de  la 
main-d’oeuvre  du  secteur  de  la  santé. 

A4615 

Guide  de  preparation  de  la  demande  d’ins- 
cription au  Programme  de  médicaments  Tril- 
lium. [1995?].  16,  [2],  16  p.  (2  pliées).  Titre  de  la 
couverture.  Sur  la  couverture:  Programme  de 
médicaments  Trillium  : pour  les  gens  qui  font 
face  à des  coûts  insurmontables.  Texte  en  fran- 
çais et  en  anglais  disposé  tête-bêche.  Titre  de 
la  p.  de  t.  addit.:  A guide  to  your  Trillium  Drug 
Program  application. 

ISBN  0-7778-4051-0 

A4616 

Hantavirus  (syndrome  pulmonaire  dû  aux 
hantavirus).  c1995.  [2]  p.  sur  1 feuille.  (Action- 
santé).  Publié  aussi  en  anglais  sous  le  titre:  Han- 
tavirus (hantavirus  pulmonary  syndrome). 

A4617 

L’immunisation  : les  prochaines  étapes  : rap- 
port du  médecin  hygiéniste  en  chef  / [Richard 
Schabas].  c1995.  21,  19  p.  : ill.  en  coul.  Titre  de 
la  p.  de  t.  addit.:  Immunization  : the  next  steps. 
Titre  de  la  couverture.  En  tête  du  titre:  Possibili- 
tés pour  l’amélioration  de  la  santé.  Texte  en  fran- 
çais et  en  anglais  disposé  tête-bêche. 

ISBN  0-7778-4661-6 

Pub.  Ont.  106100  D * 2,00$ 

A4618 

Les  industries  de  la  santé  de  l’Ontario  : feuil- 
le de  renseignements.  [1995?].  [2]  p.  sur  1 feuil- 
le. Publié  aussi  en  anglais  sous  le  titre:  Ontario 
health  industries  sector  fact  sheet. 

A4619 

Les  infirmières  praticiennes  en  Ontario  : pro- 
gramme de  formation  et  d’emploi,  déc.  1994. 
13,  11  p.  Titre  de  la  couverture.  Publié  par  le 
Bureau  de  la  coordonnatrice  des  services  infir- 
miers. Texte  en  français  et  en  anglais  disposé 
tête-bêche.  Titre  de  la  p.  de  t.  addit.:  Nurse  prac- 
titioners in  Ontario  : a plan  for  their  education 
and  employment. 

ISBN  0-7778-3572-X 

Pub.  Ont.  005620  D Épuisé 

A4620 

Information  sur  le  marché  du  travail.  Vol.  1 , no 
1 (oct.  1995).  ill.  “Information”.  Publié  aussi  en 
anglais  sous  le  titre:  Labour  market  information. 
Publié  par  le  Programme  de  formation  et  d’adap- 
tation de  la  main-d’oeuvre. 
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A4621 

| Information  VIH.  Vol.  2,  no  3 (hiver/printemps 
j 1995).  ill.  Titre  de  la  p.  de  t.  addit.:  HIV  update. 
Titre  de  départ.  Texte  en  français  et  en  anglais 
disposé  tête-bêche.  “Un  bulletin  d’information  sur 
le  VIH  destiné  aux  professionnels  de  la  santé”. 
ISSN  1183-5788 

! A4622 

: La  Loi  sur  la  réglementation  de  l’usage  du 
! tabac  : de  quoi  s’agit-il?  c1994.  4,  4 p.  Titre  de 
la  couverture.  Texte  en  français  et  en  anglais 
disposé  tête-bêche.  Titre  de  la  p.  de  t.  addit.:  The 
! Tobacco  Control  Act  : what  it’s  all  about. 

ISBN  0-7778-3432-4 

A4623 

j La  Loi  sur  les  établissements  de  santé  auto- 
nomes. nov.  1995.  1 feuille.  (Backgrounder  = 
Renseignements).  Publié  aussi  en  anglais  sous 
le  titre:  Independent  Health  Facilities  Act. 

| A4624 

Les  maladies  des  reins  et  leur  traitement.  [Rev.]. 
[1995?].  [2]  p.  suri  feuille.  (Backgrounder  = Rensei- 
! gnements  généraux).  Publié  aussi  en  anglais  sous 
le  titre:  Kidney  disease  and  its  treatment. 

| A4625 

Manger  sainement.  Vol.  1,  no  1 (printemps 
1995)-v.  1,  no  2 (automne  1995).  Titre  de  départ. 
Publié  aussi  en  anglais  sous  le  titre:  Healthy 
eating  in  action. 

! A4626 

Médecins  des  salles  d’urgence-  face  aux 
besoins  des  hôpitaux  ruraux  ou  de  petite 
dimension  : rapport  final  présenté  à l’enquêteur 
Graham  Scott,  févr.  1995.  11  p.  Titre  de  la  cou- 
verture. Publié  aussi  en  anglais  sous  le  titre: 
Emergency  room  doctors-  meeting  the  needs  of 
rural  and  small  hospitals. 

I A4627 

Les  médecins  et  l’assurance  civile  profes- 
sionnelle. [1995?].  1 feuille.  (Backgrounder  = 
Renseignements).  Publié  aussi  en  anglais  sous 
le  titre:  Physicians  and  malpractice  insurance. 

A4628 

La  mention  “donneur  d’organes”.  [1995?]. 
4 p.  : 1 formule.  (Carte  santé  : renseignements 
généraux).  Titre  de  départ.  “La  nouvelle  carte 
santé  de  l’Ontario”.  Publié  aussi  en  anglais  sous 
le  titre:  Organ  donor  indicator. 

A4629 

Modifications  au  Programme  de  médica- 
ments gratuits  de  l’Ontario  et  au  Programme 
de  médicaments  Trillium,  nov.  1995.  1 feuille. 
(Backgrounder  = Renseignements).  Publié  aus- 
si en  anglais  sous  le  titre:  Changes  to  the  Ontario 
Drug  Benefit  and  Trillium  Drug  programs. 


A4630 

Modifications  au  Programme  de  médica- 
ments gratuits  de  l’Ontario  et  au  Programme 
de  médicaments  Trillium  : questions  et 
réponses.  [1995?].  1 feuille.  Publié  aussi  en 
anglais  sous  le  titre:  Changes  to  the  Ontario 
Drug  Benefit  and  Trillium  Drug  programs  : ques- 
tions and  answers. 

A4631 

Modifications  des  réglements  d’inscription. 

[1995?].  [5]  p.  (Carte  santé  : renseignements  géné- 
raux). Titre  de  départ.  Publié  aussi  en  anglais  sous 
le  titre:  Registration  rules  are  changing. 

A4632 

Les  modifications  législatives  concernant  le 
Programme  de  médicaments  gratuits  de 
l’Ontario  (PMGO).  nov.  1995.  2 p.  sur  1 feuille. 
(Backgrounder  = Renseignements).  Publié  aus- 
si en  anglais  sous  le  titre:  Legislative  changes  to 
the  Ontario  Drug  Benefit  Program. 

A4633 

Mon  examen  de  la  vue  est-il  couvert  par 
l’assurance-santé?  cl 995. 1 feuille  pliée.  Texte 
en  français  et  en  anglais;  le  texte  anglais  se 
trouve  au  verso.  Titre  au  verso:  Is  my  eye  exam 
covered  by  OH I P? 

ISBN  0-7778-3711-0 

Pub.  Ont.  001937  D * Gratuit 

A4634 

Le  nouveau  modèle  de  carte  réprimera  la 
fraude.  [1995?].  2 p.  sur  1 feuille.  (Carte  santé  : 
renseignements  généraux).  “La  nouvelle  carte 
santé  de  l’Ontario”.  Publié  aussi  en  anglais  sous 
le  titre:  New  design  will  deter  fraud. 

A4635 

Pas  à pas.  Vol.  1,  no  1 (printemps  1995).  Titre  de 
la  p.  de  t.  addit.:  Step  by  step.  Titre  de  départ. 
Texte  en  français  et  en  anglais  disposé  tête- 
bêche.  “Un  bulletin  d’information  sur  la  réforme 
des  services  de  santé  mentale”. 

ISSN  1201-7841 

A4636 

Plan  d’action  contre  le  cancer  : un  programme 
complet.  [1995?].  3 p.  (Feuille  de  renseigne- 
ments). Titre  de  départ.  Publié  aussi  en  anglais 
sous  le  titre:  Cancer  action  plan  : the  full  spectrum. 

A4637 

Les  poux  de  tête,  cl 995.  [2]  p.  sur  1 feuille. 
(Actionsanté).  Publié  aussi  en  anglais  sous  le 
titre:  Head  lice. 

A4638 

Prévention  de  la  violence  faite  aux  femmes  : 
répertoire  des  ressources  / élaboré  par  le 
Centre  ontarien  d’information  en  prévention.  2e 
éd.  sept.  1994.  94  p.  : 1 formule.  “Ce  projet  a été 
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réalisé  grâce  à l’aide  financière  du  Bureau  pour 
la  santé  des  femmes  et  du  Bureau  des  services 
de  santé  en  français”.  Comprend  des  références 
bibliogr. 

A4639 

La  prise  en  charge  : nouvelle  manière  de  pré- 
venir les  complications  du  diabète.  c1995. 21, 
20  p.  Titre  de  la  couverture.  Sur  la  couverture: 
Stratégie  ontarienne  de  lutte  contre  le  diabète. 
Texte  en  français  et  en  anglais  disposé  tête-bêche. 
Titre  de  la  p.  de  t.  addit.:  Taking  charge  : a new 
approach  to  preventing  diabetes  complications. 
ISBN  0-7778-4100-2 

A4640 

PROFASS  : guide  : Programme  de  soutien  à 
l’employé  (PSE)  : Programme  de  formation  et 
d’adaptation  de  la  main-d’oeuvre  du  secteur  de 
la  santé,  sept.  1995.  23,  [3]  p.  : formules.  Titre  de 
la  couverture.  Titre  courant:  PSE  : Programme 
de  soutien  à l’employé.  Addendum  inséré.  Publié 
aussi  en  anglais  sous  le  titre:  HSTAP  guide  to  the 
Employee  Support  Program  (ESP).  Publié  par  le 
Programme  de  formation  et  d’adaptation  de  la 
main-d’oeuvre  du  secteur  de  la  santé. 

A4641 

PROFASS  : guide  sur  les  primes  d’encoura- 
gement au  registre  des  emplois  : Programme 
de  formation  et  d’adaptation  de  la  main-d’oeuvre 
du  secteur  de  la  santé,  juin  1995.  i,  4 p.  : 1 formu- 
le. Titre  de  la  couverture.  Titre  courant:  Les  pri- 
mes d’encouragement  du  registre  des  emplois. 
Publié  aussi  en  anglais  sous  le  titre:  HSTAP  gui- 
de to  jobs  registry  incentives.  Publié  par  le  Pro- 
gramme de  formation  et  d’adaptation  de  la  main- 
d’oeuvre  du  secteur  de  la  santé. 

A4642 

Programme  de  médicaments  gratuits  de 
l’Ontario.  c1995. 1 feuille.  (Actionsanté).  Publié 
aussi  en  anglais  sous  le  titre:  Ontario  Drug 
Benefit  Program. 

A4643 

Programme  de  médicaments  Trillium.  c1995. 
1 feuille.  (Actionsanté).  Publié  aussi  en  anglais 
sous  le  titre:  Trillium  Drug  Program. 

A4644 

Programme  de  prévention  de  l’hépatite  B. 

c1995.  [2]  p.  sur  I feuille  : 1 formule.  Publié  aussi 
en  anglais  sous  le  titre:  Hepatitis  B prevention 
program. 

A4645 

Programme  des  appareils  et  accessoires 
fonctionnels  : tout  ce  que  vous  devez  savoir 
sur  le  programme,  cl 994.  [4]  p.  Titre  de  départ. 
Publié  aussi  en  anglais  sous  le  titre:  Assistive 
Devices  Program  : all  about  the  program. 


A4646 

Le  programme  d’oxygénothérapie  à domici- 
le. c1995.  [12,  10]  p.  : ill.  en  coul.  Titre  de  la 
couverture.  Texte  en  français  et  en  anglais  dis- 
posé tête-bêche.  Titre  de  la  p.  de  t.  addit.:  Home 
oxygen  program. 

ISBN  0-7778-4123-1 

A4647 

Le  programme  d’oxygénothérapie  à 
domicile  : renseignements  à l’intention  des 
médecins,  cl 995.  [11,  9]  p.  : ill.  en  coul.  Titre  de 
la  couverture.  Texte  en  français  et  en  anglais 
disposé  tête-bêche.  Titre  de  la  p.  de  t.  addit.: 
Home  oxygen  program  : information  for  physi- 
cians. 

ISBN  0-7778-4199-1 
A4648 

Programmes  de  médicaments  de  l’Ontario. 

nov.  1995.  2 p.  sur  1 feuille.  (Backgrounder  = 
Renseignements).  Publié  aussi  en  anglais  sous 
le  titre:  Ontario’s  drug  programs. 

A4649 

La  promotion  d’une  image  corporelle  saine  : 

un  guide  à l’intention  des  planificateurs  de 
programmes  / par  Carla  Rice.  1995.  81  p.  : for- 
mules. En  tête  du  titre:  Meilleur  départ  : action 
communautaire  pour  la  santé  des  bébés.  “Pré- 
paré pour  le  Centre  ontarien  d’information  en 
prévention”.  Publié  aussi  en  anglais  sous  le  titre: 
Promoting  healthy  body  image.  Comprend  des 
références  bibliogr. 

A4650 

Que  représentent  les  centres  Voisinage  pour 
les  employés  du  domaine  des  soins  de  lon- 
gue durée?  c1995.  1 feuille  pliée.  Publié  aussi 
en  anglais  sous  le  titre:  What  does  Neighbours 
mean  to  long-term  care  workers? 

ISBN  0-7778-4048-0  (corr.) 

Pub.  Ont.  001931  D Épuisé 

A4651 

La  rage-  protégez  vos  amis  sans  tarder. 

cl 995.  [2]  p.  Titre  de  la  couverture.  Publié  aussi 
en  anglais  sous  le  titre:  Rabies-  protect  your 
pets  now! 

ISBN  0-7778-4125-8 
A4652 

Rapport  annuel.  69e  (1993/1994).  19, 19  p.  : ill. 
Titre  de  la  p.  de  t.  addit.:  Annual  report.  Titre  de  la 
couverture.  Texte  en  français  et  en  anglais  dis- 
posé tête-bêche.  L’année  d’activité  se  termine  le 
31  mars.  Comprend  le  rapport  du  Régime 
d’assurance-maladie  de  l’Ontario. 

ISSN  0702-6684 

Pub.  Ont.  105753  D * 5,00$ 

Microfiche  5656-95  * f 1 ,00$  ( + TVP) 
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A4653 

Rapport  annuel  : Programme  de  formation  et 
d’adaptation  de  la  main-d’oeuvre.  1994/1995. 
10,  10  p.  : ill.,  portr.  Titre  de  la  p.  de  t.  addit.: 
Annual  report  : Health  Sector  Training  and 
Adjustment  Program.  Titre  de  la  couverture. 

! Texte  en  français  et  en  anglais  disposé  tête- 
bêche.  Publié  par  le  Programme  de  formation  et 
I d’adaptation  de  la  main-d’oeuvre. 

A4654 

Rapport  du  Groupe  d’étude  sur  la  prestation 
des  soins  aux  malades  chroniques  : sommai- 
re. août  1995. 10  p.  Titre  de  la  couverture.  Som- 
maire de  l’édition  anglaise  publiée  sous  le  titre: 
Report  of  the  Chronic  Care  Implementation  Task 
Force. 

ISBN  0-7778-4726-4 
A4655 

Réalisations  dans  le  domaine  de  la  lutte  con- 
tre le  cancer.  [1995?].  2 p.  sur  1 feuille.  (Feuille 
de  renseignements).  Publié  aussi  en  anglais 
sous  le  titre:  Cancer  accomplishments. 

A4656 

Recommandations  sur  la  prévention  primaire 
du  cancer  : rapport  du  Groupe  d’étude  ontarien 
sur  la  prévention  primaire  du  cancer,  mars  1995. 
75  p.  Titre  de  la  couverture.  Soumis  à la  Ministre 
de  la  santé.  Publié  aussi  en  anglais  sous  le  titre: 
Recommendations  for  the  primary  prevention  of 
cancer.  Comprend  des  références  bibliogr. 

ISBN  0-7778-3916-4 

A4657 

Rejoindre  tous  les  Ontariens  et  Ontariennes. 

[1995?].  [3]  p.  (Carte  santé  : renseignements 
généraux).  Titre  de  départ.  Publié  aussi  en 
anglais  sous  le  titre:  Reaching  out  to  all  Onta- 
rians. 

A4658 

Rémunération  horaire  pour  les  médecins  ur- 
gentistes exerçant  dans  les  petits  hôpitaux 
ou  en  milieu  rural,  déc.  1995.  3 p.  (Backgroun- 
der = Renseignements).  Titre  de  départ.  Publié 
aussi  en  anglais  sous  le  titre:  Small/rural  hospi- 
tal emergency  coverage  fee. 

A4659 

Le  réseau.  Vol.  1,  no  1 (sept.  1995).  ill.  Titre  de 
la  p.  de  t.  addit.:  The  link.  Titre  de  départ.  Texte 
en  français  et  en  anglais  disposé  tête-bêche. 
“Bulletin”.  Publié  par  le  Programme  de  forma- 
tion et  d’adaptation  de  la  main-d’oeuvre  du  sec- 
teur de  la  santé 

A4660 

Restructuration  des  hôpitaux,  nov.  1995.  2 p. 
suri  feuille.  (Backgrounder  = Renseignements). 
Publié  aussi  en  anglais  sous  le  titre:  Hospital 
restructuring. 


A4661 

La  santé  mentale  en  Ontario  : constatations 
choisies  du  supplément  sur  la  santé  mentale  de 
l’Enquête  sur  la  santé  en  Ontario,  cl 994.  64  p.  : 
ill.  Titre  de  la  couverture:  L’Enquête  sur  la  santé 
en  Ontario  1990  : supplément-santé  mentale. 
Publié  en  collab.  avec  le  Conseil  du  premier 
ministre  sur  la  santé,  le  bien-être  et  la  justice 
sociale.  Publié  aussi  en  anglais  sous  le  titre: 
Mental  health  in  Ontario. 

ISBN  0-7778-3404-9 

Pub.  Ont.  005622  D * Gratuit 

A4662 

Le  secteur  de  la  santé  évolue,  vos  emplois 
aussi-  : faut  s’adapter-  faut  se  recycler. 
[1995?].  1 feuille  pliée  : ill.  Texte  en  français  et  en 
anglais;  le  texte  anglais  se  trouve  au  verso.  Titre 
au  verso:  Health  care  workplaces  are  changing - 
. Publié  par  le  Programme  de  formation  et 
d’adaptation  de  la  main-d’oeuvre  du  secteur  de 
la  santé. 

A4663 

Sensibilisation  du  public  à la  carte  santé. 

[1995?].  [3]  p.  (Carte  santé  : renseignements 
généraux).  Titre  de  départ.  Publié  aussi  en 
anglais  sous  le  titre:  Health  card  public  education. 

A4664 

Services  de  logement  et  de  soutien  : direc- 
tives de  mise  en  oeuvre.  [1994?].  30, 29  p.  Titre 
de  la  couverture.  En  tête  du  titre:  Possibilités 
pour  l’amélioration  de  la  santé.  Texte  en  français 
et  en  anglais  disposé  tête-bêche.  Titre  de  la  p. 
de  t.  addit.:  Mental  health  reform  : implementa- 
tion guidelines  for  housing  and  support  services. 

A4665 

La  stratégie  de  développement  des  indus- 
tries de  la  santé  : renseignements  généraux. 

[1995?].  7 p.  Titre  de  départ.  Publié  aussi  en 
anglais  sous  le  titre:  Health  industries  sector 
strategy  backgrounder. 

A4666 

Stratégie  ontarienne  de  lutte  contre  le  can- 
cer. [1995?].  1 feuille.  (Feuille  de  renseigne- 
ments). Publié  aussi  en  anglais  sous  le  titre: 
Ontario’s  cancer  strategy. 

A4667 

Stratégie  provinciale  de  lutte  contre  la 
toxicomanie  : bulletin.  No  1 (janv.  1995).  Titre 
de  départ.  Publié  aussi  en  anglais  sous  le  titre: 
Provincial  substance  abuse  strategy  newsletter. 

A4668 

Tapage,  déc.  1994.  24  p.  : ill.  en  coul.  Titre  de  la 
couverture.  Publié  aussi  en  anglais  sous  le  titre: 
Noise. 
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A4669 

Le  traitement  des  troubles  rénaux,  déc.  1995. 
3 p.  (Backgrounder  = Renseignements).  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre:  Kid- 
ney disease  and  its  treatment. 

A4670 

Les  transferts  aux  hôpitaux,  nov.  1995. 2 p.  sur 
1 feuille.  (Backgrounder  = Renseignements). 
Publié  aussi  en  anglais  sous  le  titre:  Hospital 
transfer  payment. 

A4671 

Les  traumatismes  crâniens.  [1995?].  1 feuille. 
(Fact  sheet  = Feuille  de  renseignements).  Publié 
aussi  en  anglais  sous  le  titre:  Acquired  brain  inju- 
ries. 

A4672 

Trillium  Drug  Program  = Programme  de  médi- 
caments Trillium.  [1995?].  3 pièces  dans  une 
enveloppe.  Titre  de  l’enveloppe.  En  majeure  ptie 
des  formules.  Dépouillement  partiel:  Demande 
- Conservez  vos  factures  de  médicaments  pres- 
crits. 

A4673 

Vivre  avec  le  VIH.  Rev.  c1994. 15, 13  p.  Titre  de 
la  couverture.  Texte  en  français  et  en  anglais 
disposé  tête-bêche.  Titre  de  la  p.  de  t.  addit.: 
Living  with  HIV  infection. 

ISBN  0-7778-3271-2 

A4674 

Le  voisinage  : l’autonomie  grâce  à l’aide  et 
aux  soins  de  santé  à domicile,  mars  1995.  3 
feuillets.  (Les  soins  de  longue  durée  : au  fait-  ; 
no  23).  Titre  de  départ.  Publié  aussi  en  anglais 
sous  le  titre:  Neighbours  : home  and  health  ser- 
vices for  independent  living. 

A4675 

Une  voix  plus  forte  : stratégie  antiraciste  du 
ministère  de  la  Santé.  c1995.  8,  8 p.  Titre  de  la 
couverture.  Texte  en  français  et  en  anglais  dis- 
posé tête-bêche.  Titre  de  la  p.  de  t.  addit.: 
Strengthening  voices  : Ministry  of  Health  anti- 
racism strategy. 

ISBN  0-7778-3981-4 

Pub.  Ont.  105754  D * 2,00$ 

Direction  des  communications  et 
de  l’information 

A4676 

Action  santé  communautaire.  Vol.  1,  no  3 
(hiver  1994/1995).  ill.  Irrégulier.  Titre  de  la  p.  de  t. 
addit.:  Steps  to  community  action.  Titre  de 
départ.  Texte  en  français  et  en  anglais  disposé 
tête-bêche. 

ISSN  1195-762X 


Division  des  soins  de  longue  durée 

A4677 

Guide  sur  le  programme  des  établissements 
des  soins  de  longue  durée  : document  de 
mise  en  oeuvre.  Version  3.  déc.  1993. 1 v.  (pag. 
multiple)  : formules.  Publié  aussi  en  anglais  sous 
le  titre:  Placement  coordination  services 

manual  : implementation  copy. 


MINISTÈRE  DE  L’AGRICULTURE, 
DE  L’ALIMENTATION  ET  DES 
AFFAIRES  RURALES 


A4678 

Acariens  et  insectes  utiles  dans  les  vergers  de 
l’Ontario  / Bemt  Solymar.  sept.  1994.  [4]  p.  : ill.  en 
coul.  (Fiche  technique,  ISSN  1198-7138).  “Agdex 
210/614”.  Publié  aussi  en  anglais  sous  le  titre: 
Beneficial  insects  and  mites  in  Ontario  orchards. 

A4679 

Agri-presse.  No  95-170  (avril  1995)-no  95-171 
(déc.  1995).  Titre  de  la  p.  de  t.  addit.:  Agri-press. 
Titre  de  départ.  Texte  en  français  et  en  anglais 
disposé  tête-bêche.  Comprend:  Nouvelles  4-H. 
Fait  suite  à:  Prescott  & Russell  agri-presse. 
Publié  par  le  Ministère,  C.P.  110,  Plantagenet 
K0B  1L0. 

ISSN  1198-7146 

A4680 

Agricultural  bulletin,  District  of  Temiskaming 

= Bulletin  agricole,  district  du  Temiskaming. 
Vol.  31,  no  1 (févr.  1995)-v.  31,  no  8 (déc.  1995). 
ill.  Irrégulier.  Titre  de  départ.  Titre  varie. 

ISSN  0708-5702 

A4681 

Alimentation  et  gestion  des  vaches  taries  / J. 

Rodenburg.  févr.  1995.  [3]  p.  (Fiche  technique, 
ISSN  1198-7138).  “Agdex  410/50”.  Publié  aussi 
en  anglais  sous  le  titre:  Feeding  and  managing 
dry  cows. 

A4682 

Aliments  de  base  pauvres  en  matières 
grasses  / Theresa  Decker,  févr.  1995.  1 feuille 
pliée  ([5]  p.).  (Fiche  technique,  ISSN  1198-7138). 
“Agdex  090”.  Publié  aussi  en  anglais  sous  le 
titre:  Low  fat  products  in  food  preparation. 

A4683 

L’art  portable  : bienvenue.  1994. 4 p.  : ill.,  formu- 
les. Titre  de  départ.  Publié  en  collab.  avec  le  Con- 
seil 4-H  de  l’Ontario  et  avec  Agriculture  et  agro- 
alimentaire Canada.  Publié  aussi  en  anglais  sous 
le  titre:  Wearable  art  : welcome. 

ISBN  0-7778-3234-8 
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j A4684 

| L’art  portable  : la  peinture.  1994.  4 p.  : ill.  Titre 
de  départ.  Publié  en  collab.  avec  le  Conseil  4-H 
! de  l’Ontario  et  avec  Agriculture  et  agro- 

alimentaire Canada.  Publié  aussi  en  anglais 
sous  le  titre:  Wearable  art  : paint. 

ISBN  0-7778-3242-9 

A4685 

L’art  portable  : la  teinture.  1994.  4 p.  : ill.  Titre 
de  départ.  Publié  en  collab.  avec  le  Conseil  4-H 
! de  l’Ontario  et  avec  Agriculture  et  agro- 

j alimentaire  Canada.  Publié  aussi  en  anglais 
sous  le  titre:  Wearable  art  : fabric  dyes. 

| ISBN  0-7778-3239-9 

| A4686 

L’art  portable  : le  cuir.  1994.  4 p.  : ill.  Titre  de 
départ.  Publié  en  collab.  avec  le  Conseil  4-H  de 
! l’Ontario  et  avec  Agriculture  et  agro-alimentaire 
Canada.  Publié  aussi  en  anglais  sous  le  titre: 
Wearable  art  : leather. 

ISBN  0-7778-3240-2 

I A4687 

! L’art  portable  : le  métal.  1994.  4 p.  : ill.  Titre  de 
départ.  Publié  en  collab.  avec  le  Conseil  4-H  de 
l’Ontario  et  avec  Agriculture  et  agro-alimentaire 
Canada.  Publié  aussi  en  anglais  sous  le  titre: 
Wearable  art  : metal. 

ISBN  0-7778-3241-0 

A4688 

L’art  portable  : le  papier.  1994. 4 p.  : ill.  Titre  de 
départ.  Publié  en  collab.  avec  le  Conseil  4-H  de 
l’Ontario  et  avec  Agriculture  et  agro-alimentaire 
Canada.  Publié  aussi  en  anglais  sous  le  titre: 
Wearable  art  : paper. 

ISBN  0-7778-3243-7 

A4689 

L’art  portable  : les  étoffes.  1994.  4 p.  : ill.  Titre 
de  départ.  Publié  en  collab.  avec  le  Conseil  4-H 
de  l’Ontario  et  avec  Agriculture  et  agro- 
alimentaire Canada.  Publié  aussi  en  anglais 
sous  le  titre:  Wearable  art  : fabric. 

ISBN  0-7778-3238-0 

A4690 

L’art  portable  : les  fils.  1994.  4 p.  : ill.  Titre  de 
départ.  Publié  en  collab.  avec  le  Conseil  4-H  de 
l’Ontario  et  avec  Agriculture  et  agro-alimentaire 
Canada.  Publié  aussi  en  anglais  sous  le  titre: 
Wearable  art  : threads. 

ISBN  0-7778-3244-5 

A4691 

L’art  portable  : manuel  des  chefs  de  groupe. 

[1994?].  57  p.  : ill.,  formules.  Titre  de  la  couver- 
ture. Publié  en  collab.  avec  le  Conseil  4-H  de 
l’Ontario  et  avec  Agriculture  et  agro-alimentaire 
Canada.  Publié  aussi  en  anglais  sous  le  titre: 


Wearable  art  : leaders’  guide.  Comprend  des 
références  bibliogr. 

ISBN  0-7778-3236-4 

A4692 

L’art  portable  : perles.  1994.  4 p.  : ill.  Titre  de 
départ.  Publié  en  collab.  avec  le  Conseil  4-H  de 
l’Ontario  et  avec  Agriculture  et  agro-alimentaire 
Canada.  Publié  aussi  en  anglais  sous  le  titre: 
Wearable  art  : beads. 

ISBN  0-7778-3237-2 

A4693 

L’art  portable  : tout  est  acceptable.  1 994.  4 p.  : 
ill.  Titre  de  départ.  Publié  en  collab.  avec  le  Con- 
seil 4-H  de  l’Ontario  et  avec  Agriculture  et  agro- 
alimentaire Canada.  Publié  aussi  en  anglais 
sous  le  titre:  Wearable  art  : anything  goes! 

ISBN  0-7778-3235-6 

A4694 

Aspects  économiques  de  l’engraissement 
des  bovins  de  boucherie  / Marlene  Werry,  Pat 
Kuntz  et  John  Pickering,  févr.  1995.  [4]  p.  : ill.,  1 
formule.  (Fiche  technique,  ISSN  1198-7138). 
Publié  aussi  en  anglais  sous  le  titre:  Economies 
of  feeding  beef  cattle.  “Agdex  420/823”. 

A4695 

Audio-visual  material  : Visual  Communica- 
tions Services  = Matériel  audio-visuel  : Service 
des  communications  visuelles.  1995/1996. 
[réimprimé],  xxix,  94  p.  Titre  de  la  couverture. 
Fait  suite  à:  Catalogue  of  audio  visual  material  = 
Catalogue  du  matériel  audio-visuel. 

ISBN  0-7778-4592-X 

A4696 

Budgets  de  cultures  / préparé  par  le  Comité  du 
Budget  des  cultures.  1995.  14  p.  : formules. 
(Publication  ; 60F).  Titre  de  la  couverture.  Publié 
aussi  en  anglais  sous  le  titre:  Crop  budgets. 
Publié  antérieurement  par  le  Ministère  de  l’agri- 
culture et  de  l’alimentation. 

ISSN  0843-9621 

A4697 

Cahier  de  données  sur  l’exploitation  agricole 
et  de  ses  activités.  [Rev.],  cl 994.  10,  [1]  p.  : 
formules.  (Publication  ; 116F).  Titre  de  départ. 
Publié  aussi  en  anglais  sous  le  titre:  The  farm  & 
enterprise  analysis  input  book. 

ISBN  0-7778-3628-9 

A4698 

Ce  qu’il  faut  savoir  sur  l’établissement  d’une 
entreprise  agricole  en  Ontario  / Jo-Anne 
Sweeting,  févr.  1995.  [4]  p.  : ill.  (Fiche  technique, 
ISSN  1198-7138).  “Agdex  811”.  Publié  aussi  en 
anglais  sous  le  titre:  What  you  should  know 
about  starting  a farm  in  Ontario.  Comprend  des 
références  bibliogr. 
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A4699 

Ceres-notes  : Sudbury  District  = Ceres- 
notes  : District  de  Sudbury,  févr.  1995-déc.  1995. 
5 no.  Titre  de  départ.  Publié  par  le  Ministère, 
1899,  boul.  Lasalle,  Sudbury  P3A  2A3. 

A4700 

Charançon  postiche  de  la  luzerne  / G.  Peng. 
nov.  1994.  [4]  p.  : ill.  (certaines  en  coul.),  1 carte 
géographique,  formules.  (Fiche  technique,  ISSN 
1198-7138).  “Agdex  121/612”.  Publié  aussi  en 
anglais  sous  le  titre:  Alfalfa  weevil. 

A4701 

Cheval  : entretien  et  gestion  : guide  à l’inten- 
tion des  chefs  de  groupe  et  des  jeunes  ani- 
mateurs. 1994.  64  p.  : ill.,  formules.  Titre  de  la 
couverture.  Publié  en  collab.  avec  le  Conseil  4-H 
de  l’Ontario  et  avec  Agriculture  et  agro- 
alimentaire Canada.  Publié  aussi  en  anglais 
sous  le  titre:  Horse  training  and  management  : a 
guide  for  leaders  & youth  leaders. 

ISBN  0-7778-2884-7 

A4702 

Cheval  : formation  et  gestion.  [Rev.].  c1994. 
42  p.  : ill.,  formules.  Titre  de  la  couverture.  Sur  la 
couverture:  Apprendre  en  travaillant.  Publié  en 
collab.  avec  le  Conseil  4-H  de  l’Ontario  et  avec 
Agriculture  et  agro-alimentaire  Canada.  Publié 
aussi  en  anglais  sous  le  titre:  Horse  training  and 
management. 

ISBN  0-7778-2883-9 

A4703 

Choix  des  arbres  aux  fins  d’aménagement  du 
paysage  / G. P.  Lumis.  avril  1995.  [4]  p.  : ill. 
(Fiche  technique,  ISSN  1198-7138).  “Agdex  275/ 
17”.  Publié  aussi  en  anglais  sous  le  titre:  Selec- 
ting trees  for  landscape  plantings. 

A4704 

Cochrane  nord  agrinouvelles.  févr.  1995-déc. 
1995.  Irrégulier.  Titre  de  départ.  Publié  aussi  en 
anglais  sous  le  titre:  Cochrane  north  agrinews. 

A4705 

Cochrane  south  agrinews  = Agrinouvelles  de 
Cochrane  sud.  janv./févr.  1995-sept.  1995.  6 
no.  Mensuel.  Titre  de  départ.  Le  numéro  pour 
mars/avril  porte  le  titre:  Cochrane  district  agri- 
news  = Agrinouvelles  du  district  de  Cochrane. 
Cessé  de  paraître.  Publié  par  le  Ministère,  C.P. 
608,  Matheson  POK  1N0. 

A4706 

Comment  calculer  les  coûts  des  machines 
agricoles  / David  Rose.  nov.  1994.  [4]  p.  : 1 
formule.  (Fiche  technique,  ISSN  1198-7138). 
“Agdex  825”.  Publié  aussi  en  anglais  sous  le 
titre:  Budgeting  farm  machinery  costs.  Com- 
prend des  références  bibliogr. 


A4707 

Comment  constituer  une  coopérative  / 

Harold  Prinold  et  Tony  ten  Westeneind.  févr. 
1995.  1 feuille  pliée  ([5]  p.).  (Fiche  technique, 
ISSN  1198-7138).  (Série  expansion  des 
affaires).  “Agdex  811”.  Publié  aussi  en  anglais 
sous  le  titre:  How  to  form  a co-operative.  Com- 
prend des  références  bibliogr. 

A4708 

Comment  étudier  la  faisabilité  d’un  projet 
d’entreprise  / Bill  Baxter,  Gary  Stephens  et 
Tony  ten  Westeneind.  févr.  1995.  1 feuille  pliée 
([6]  p.)  : ill.  (Fiche  technique,  ISSN  1198-7138). 
(Série  expansion  des  affaires).  “Agdex  811”. 
Publié  aussi  en  anglais  sous  le  titre:  Evaluating 
the  feasibility  of  business  opportunities.  Com- 
prend des  références  bibliogr. 

A4709 

Le  comportement  du  gel  en  Ontario  / Andrew 
Bootsma.  juin  1995.  [4]  p.  : ill.  (Fiche  technique, 
ISSN  1198-7138).  “Agdex  079”.  Publié  aussi  en 
anglais  sous  le  titre:  The  behaviour  of  frost  in 
Ontario. 

A4710 

Conférence  sur  les  coopératives  agro-alimen- 
taires : Hôtel  et  centre  de  congrès  Ambassador, 
le  vendredi  1er  décembre  1995,  7 h 45  à 16  h, 
Kingston  (Ontario).  [1995?].  [3]  p.  : 1 formule.  Titre 
de  départ.  Publié  aussi  en  anglais  sous  le  titre: 
Ontario  Agri-Food  Co-operative  Conference. 

A4711 

La  congélation  des  fruits  de  l’Ontario. 

[1995?].  1 feuille  (pliée).  Avec  le  titre  Conserva- 
tion des  légumes  de  l’Ontario  au  verso.  Publié 
aussi  en  anglais  sous  le  titre:  Freezing  Ontario 
fruit. 

A4712 

Le  conseiller,  hiver  1995-été  1995.  2 no.  ill.  Titre 
de  départ.  “Lettre  de  nouvelles  pour  les  conseil- 
lers communautaires  en  alimentation”.  Publié 
aussi  en  anglais  sous  le  titre:  The  advisor. 

ISSN  1203-0449  (corr.) 

A4713 

Conseillers  communautaires  en  alimenta- 
tion : lignes  directrices.  Rev.  mai  1994. 22  p.  : 1 
formule.  Titre  de  la  couverture.  Publié  aussi  en 
anglais  sous  le  titre:  Community  food  advisor  : 
program  guidelines. 

A4714 

Conservation  des  légumes  de  l’Ontario. 

[1995?].  1 feuille  (pliée).  Avec  le  titre  La  congéla- 
tion des  fruits  de  l’Ontario  au  verso.  Publié  aussi 
en  anglais  sous  le  titre:  Freezing  Ontario  vegeta- 
bles. 
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A4715 

Conservons  les  bons  produits  de  l’Ontario  : 

gelées,  conserves,  confitures.  [1995].  64  p.  : ill. 
Titre  de  la  couverture.  “Ontario,  terre  nourricière”. 
Publié  aussi  en  anglais  sous  le  titre:  Preserving 
Ontario’s  harvest. 

A4716 

I Construction  de  chutes  en  gabions  le  long 
d’un  cours  d’eau  / R. P.  Stone  et  H.W.  Fraser, 
oct.  1994.  [3]  p.  (Fiche  technique,  ISSN  1198- 
j 7138).  “Agdex  751”.  Publié  aussi  en  anglais 
sous  le  titre:  Gabion  basket  drop  structures 
along  waterways. 

A4717 

La  construction  d’un  bâtiment  agricole  en 
Ontario/ J.  Johnson  et  N.  Bird.  oct.  1994.  [4]  p.  : 
ill.  (Fiche  technique,  ISSN  1198-7138).  “Agdex 
713”.  Publié  aussi  en  anglais  sous  le  titre:  Con- 
structing a farm  building  in  Ontario. 

A4718 

Corrosion  des  goussets  d’assemblage  de 
fermes  de  toit  dans  les  bâtiments  d’élevage  / 

H.  Huffman,  J.  Johnson,  févr.  1994.  [3]  p.  : ill. 
(Fiche  technique,  ISSN  1198-7138).  “Agdex 
714”.  Publié  aussi  en  anglais  sous  le  titre:  Corro- 
sion of  roof  truss  gusset  plates  in  farm  buildings. 

A4719 

Critères  de  jugement  pour  cultures  hortico- 
les et  compositions  florales  en  Ontario. 

cl 994.  52  p.  (Publication  ; 34F).  Titre  de  la  cou- 
verture. Publié  en  collab.  avec  l’Association 
d’horticulture  de  l’Ontario  et  les  Cercles  de  jardi- 
nage de  l’Ontario.  Publié  aussi  en  anglais  sous 
le  titre:  Ontario  judging  standards  for  horticulture 
and  floral  design. 

ISBN  0-7778-2967-3 

A4720 

La  culture  des  fines  herbes  / R.  Hamersma. 

| juin  1994.  [4]  p.  (Fiche  technique,  ISSN 
1198-7138).  “Agdex  263/14”.  Publié  aussi  en 
anglais  sous  le  titre:  Herb  gardening. 

A4721 

Des  bleuets  pour  le  jardin  privé  / Kevin  Schoo- 
ley  et  Leslie  Huffman,  avril  1995.  1 feuille  pliée 
([5]  p.)  : ill.  (certaines  en  coul.).  (Fiche  technique, 
ISSN  1198-7138).  “La  présente  fiche  remplace ... 
Des  bleuets  pour  le  jardin  familial”.  “Agdex  235/ 
12”.  Publié  aussi  en  anglais  sous  le  titre:  Blue- 
berries for  home  gardens. 

A4722 

Détérioration  des  silos-tours  en  béton  / H.E. 
Bellman,  juin  1995.  [4]  p.  : ill.  (Fiche  technique, 
ISSN  1198-7138).  “Agdex  732”.  Publié  aussi  en 
anglais  sous  le  titre:  Deterioration  of  concrete 
tower  silos. 


A4723 

Diagnostic  d’anomalies  dans  les  entrepôts 
frigorifiques  / par  Hugh  W.  Fraser,  oct.  1994. 
[4]  p.  : ill.  (Fiche  technique,  ISSN  1198-7138). 
“Agdex  202/732”.  Publié  aussi  en  anglais  sous 
le  titre:  Troubleshooting  cold  storage  problems. 

A4724 

District  of  Nipissing  agri-bulletin  = District  du 
Nipissing  agri-bulletin,  févr.  1995-[déc.  1995].  4 
no.  Titre  de  départ.  Publié  par  le  Ministère,  1500, 
rue  Fisher,  Northgate  Square,  North  Bay  PIB  2H3. 
ISSN  1 201-3439 

A4725 

Du  jeune  animateur.  1995. 14,  [6]  p.  : ill.,  formu- 
les. Titre  de  la  couverture.  Sur  la  couverture: 
Apprendre  en  travaillant.  Publié  en  collab.  avec 
le  Conseil  4-H  de  l’Ontario  et  avec  Agriculture  et 
agro-alimentaire  Canada.  Publié  aussi  en 
anglais  sous  le  titre:  Youth  leader.  Comprend 
des  références  bibliogr. 

ISBN  0-7778-3796-X 

A4726 

L’ensemencement  des  ouvrages  de  lutte 
contre  l’érosion  / R. P.  Stone,  H.  Wright,  avril 
1995.  [4]  p.  : ill.  (Fiche  technique,  ISSN 
1198-7138).  “La  présente  fiche  remplace  ... 
L’ensemencement  des  structures  de  lutte  contre 
l’érosion.”  “Agdex  751”.  Publié  aussi  en  anglais 
sous  le  titre:  Seeding  of  erosion  control  projects. 

A4727 

Entrepôt  de  pesticides  / R. P.  Stone,  D.  Gaunt, 
févr.  1995.  [4]  p.  : ill.  (Fiche  technique,  ISSN 
1198-7138).  “Agdex  607”.  Publié  aussi  en 
anglais  sous  le  titre:  Pesticide-handling  facility. 
Comprend  des  références  bibliogr. 

A4728 

Évacuation  du  fumier  par  chasse  d’eau  dans 
les  étables  à stabulation  libre  à logettes  / Don 

Hilborn,  Jack  Rodenburg,  Harold  House,  févr. 
1995.  [2]  p.  sur  1 feuille  : ill.  (Fiche  technique, 
ISSN  1198-7138).  “Agdex  410/743”.  Publié  aussi 
en  anglais  sous  le  titre:  Flush  systems  for  manu- 
re removal  from  free  stall  dairy  barns. 

A4729 

Favoriser  la  croissance  en  Ontario-  services 
offerts  aux  agriculteurs  et  agricultrices  et  à 
l’Ontario  rurale.  [1995?].  12  p.  : ill.  Titre  de  la 
couverture.  Publié  aussi  en  anglais  sous  le  titre: 
Helping  Ontario  grow-  services  for  farmers  and 
rural  Ontario. 

ISBN  0-7778-4391-9 

A4730 

Fiche  de  travail  pour  la  gestion  des  éléments 
fertilisants  du  fumier  / Don  Hilborn,  Chris 
Brown,  mai  1995. 1 feuille  pliée  (6  p.)  : formules. 
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(Publication  ; 538F).  “Agdex  538/743”.  Publié 
aussi  en  anglais  sous  le  titre:  Nutrient  manage- 
ment worksheet  for  manure. 

A4731 

Les  fruits  et  les  légumes.  c1995.  61  p.  : ill. 
(certaines  en  coul.),  formules.  Titre  de  la  couver- 
ture. Publié  en  collab.  avec  le  Conseil  4-H  de 
l’Ontario  et  avec  Agriculture  et  agro-alimentation 
Canada.  Publié  aussi  en  anglais  sous  le  titre: 
The  power  of  produce. 

ISBN  0-7778-4365-X  (corr.) 

A4732 

Les  fruits  et  les  légumes  et  leurs  facultés  : 
guide  pour  chef  de  groupe  et  jeune  anima- 
teur. c1995.  64  p.  : ill.  (certaines  en  coul.),  formu- 
les. Titre  de  la  couverture.  Publié  en  collab.  avec 
le  Conseil  4-H  de  l’Ontario  et  avec  Agriculture  et 
agro-alimentation  Canada.  Publié  aussi  en 
anglais  sous  le  titre:  The  power  of  produce  : a 
guide  for  leaders  and  youth  leaders. 

ISBN  0-7778-4366-8 

A4733 

Les  fruits  et  les  légumes  : pour  aller  au  fond 
des  choses,  cl 995. 26  p.  : ill.  Titre  de  la  couver- 
ture. Publié  en  collab.  avec  le  Conseil  4-H  de 
l’Ontario  et  avec  Agriculture  et  agro-alimentation 
Canada.  Publié  aussi  en  anglais  sous  le  titre: 
The  power  of  produce  : digging  deeper. 

ISBN  0-7778-4367-6 

A4734 

Le  gaz  carbonique  dans  les  serres/T.J.  Blom, 
W.A.  Straver  et  F. J.  Ingratta.  févr.  1995. 1 feuille 
pliée  ([5]  p.)  : ill.  (Fiche  technique,  ISSN  1198- 
7138).  “Agdex  290/27”.  Publié  aussi  en  anglais 
sous  le  titre:  Carbon  dioxide  in  greenhouses. 

A4735 

Gestion  des  ouvrages  de  lutte  contre  l’éro- 
sion / R. P.  Stone  et  D.  Hilborn.  mai  1995.  [3]  p.  : 
ill.  (Fiche  technique,  ISSN  1198-7138).  “Agdex 
751”.  Publié  aussi  en  anglais  sous  le  titre:  Mana- 
gement of  an  erosion  control  system. 

A4736 

Guide  de  lutte  contre  les  mauvaises  herbes. 

1995.  269  p.  : ill.,  1 formule.  (Publication  ; 75F). 
Titre  de  la  couverture.  “Agdex  641”.  Préparé  par 
Comité  ontarien  de  lutte  contre  les  mauvaises 
herbes.  Publié  aussi  en  anglais  sous  le  titre:  Guide 
to  weed  control.  Publié  antérieurement  par  le  Minis- 
tère de  l’agriculture  et  de  l’alimentation. 

ISSN  0836-1088  (corr.) 

Pub.  Ont.  000707  D * Gratuit 

A4737 

Le  guide  des  soins  de  base  des  chevaux. 

[1995].  7 p.  : ill.  Titre  de  départ.  Publié  aussi  en 
anglais  sous  le  titre:  Basic  care  guide  for  horses. 
ISBN  0-7778-2867-7 


A4738 

Guide  d’utilisation  des  terres  agricoles,  juin 
1995. 12  p.  Titre  de  la  couverture.  Publié  en  col- 
lab. avec  le  Ministère  de  l’environnement  et  de 
l’énergie.  Publié  aussi  en  anglais  sous  le  titre: 
Guide  to  agricultural  land  use.  Comprend  des 
références  bibliogr. 

ISBN  0-7778-4360-9 

A4739 

Horticulture  l’aménagement  paysager. 

1994.  50  p.  : ill.,  formules,  1 carte  géographique. 
Titre  de  la  couverture.  Sur  la  couverture: 
Apprendre  en  travaillant.  Publié  en  collab.  avec 
le  Conseil  4-H  de  l’Ontario  et  avec  Agriculture  et 
agro-alimentaire  Canada.  Publié  aussi  en  anglais 
sous  le  titre:  Let’s  landscape.  Comprend  des  réfé- 
rences bibliogr. 

ISBN  0-7778-2871-5 

A4740 

Horticulture  : l’aménagement  paysager  : 
guide  à l’intention  des  chefs  de  groupe  et  des 
jeunes  animateurs.  1994.  64  p.  : ill.,  formules,  j 
Titre  de  la  couverture.  Publié  en  collab.  avec  le  i 
Conseil  4-H  de  l’Ontario  et  avec  Agriculture  et 
agro-alimentaire  Canada.  Publié  aussi  en  anglais 
sous  le  titre:  Horticulture  : let’s  landscape  : a guide 
for  leaders  and  youth  leaders. 

ISBN  0-7778-2872-3 

A4741 

L’humidité  dans  les  entrepôts  frigorifiques 
de  fruits  et  légumes  / E.M.  Lauro.  févr.  1995.  , 
[2]  p.  sur  1 feuille.  (Fiche  technique,  ISSN  1198-  j 
7138).  “Agdex  202/736”.  Publié  aussi  en  anglais 
sous  le  titre:  Humidity  and  refrigerated  storages 
for  fruits  and  vegetables. 

A4742 

L’industrie  alimentaire  : orientations  straté- 
giques : compétitivité,  débouchés,  confiance 
des  consommateurs,  cl 995. 1 feuille  pliée.  Titre 
de  la  couverture.  Publié  aussi  en  anglais  sous  le 
titre:  Food  industry  : strategie  directions. 

ISBN  0-7778-4084-7 

A4743 

Industrie  de  l’alimentation  en  Ontario  : le  pro- 
gramme de  partenariat  pour  le  commerce  et 
l’investissement  dans  l’industrie  alimentaire. 

cl 995.  [2]  p.  Titre  de  la  couverture.  Publié  aussi 
en  anglais  sous  le  titre:  Ontario  food  industry  : 
trade  & investment  partners  program. 

ISBN  0-7778-4109-6 

A4744 

L’industrie  de  transformation  des  aliments 
de  l’Ontario  : la  stratégie  du  succès,  cl 995. 

21  p.  : ill.  Titre  de  la  couverture.  Publié  aussi  en 
anglais  sous  le  titre:  Ontario  food  processing  j 
industry  : strategy  for  success. 

ISBN  0-7778-3762-5 


MINISTÈRE  DE  L’AGRICULTURE,  DE  L’ALIMENTATION  ET  DES  AFFAIRES  RURALES 


317 


A4745 

Info-disque  [fichier  d’ordinateur].  [1995?].  1 dis- 
que d’ordinateur  ; 3 1/2  po.  Titre  de  l’étiquette. 
Publié  aussi  en  anglais  sous  le  titre:  Info  disk. 

A4746 

Intervention  de  l’ingénieur  praticien  dans  la 
réalisation  de  projets  à la  ferme  / Hugh  W. 
Fraser,  John  Johnson,  David  Trudell.  mars  1995. 
[4]  p.  : ill.  (Fiche  technique,  ISSN  1198-7138). 
“Agdex  700”.  Publié  aussi  en  anglais  sous  le 
titre:  Hiring  a practicing  professional  engineer  for 
farm  projects. 

A4747 

La  légionnaire  / G.  Peng.  nov.  1994.  [2]  p.  sur  1 
feuille  : ill.  en  coul.  (Fiche  technique,  ISSN  1198- 
7138).  “Agdex  110/612”.  Publié  aussi  en  anglais 
sous  le  titre:  Armyworm. 

A4748 

Livre  de  comptabilité  de  l’Ontario.  [Rev.]. 
c1994.  96  p.  (Publication  ; 540F).  Titre  de  la  cou- 
verture. En  tête  du  titre:  Incluant  la  TPS!  En 
majeure  ptie  des  formules.  Publié  aussi  en 
anglais  sous  le  titre:  Ontario  farm  record  book. 

A4749 

La  maîtrise  de  l’érosion  à l’aide  de  bermes  en 
terre  / R. P.  Stone  et  D.  Hilborn.  mai  1995.  [3]  p.  : 
ill.  (Fiche  technique,  ISSN  1198-7138).  “La  pré- 
sente fiche  remplace ...  La  maîtrise  de  l’érosion  à 
l’aide  de  risbermes  en  terre.”  “Agdex  751”. 
Publié  aussi  en  anglais  sous  le  titre:  Use  of  ear- 
then berms  for  erosion  control. 

A4750 

Les  maladies  du  ginseng  / Richard  D.  Ree- 
leder,  Pam  Fisher,  févr.  1995.  [4]  p.  : ill.  en  coul. 
(Fiche  technique,  ISSN  1198-7138).  “Agdex  260/ 
630”.  Publié  aussi  en  anglais  sous  le  titre:  Disea- 
ses of  ginseng. 

A4751 

Maladies  et  affectations  des  pommes  en 
Ontario /Andrea  Clarke,  sept.  1994.  [4]  p.  : ill.  en 
coul.  (Fiche  technique,  ISSN  1198-7138). 
“Agdex  211/634”.  Publié  aussi  en  anglais  sous  le 
titre:  Diseases  and  disorders  of  apple  in  Ontario. 

A4752 

Manuel  des  médicaments  destinés  au  bétail. 

2e  éd.  cl 994.  xviii,  332  p.  : ill.,  formules.  Titre  de 
la  couverture.  Publié  en  collab.  avec  l’Institut  de 
! formation  agricole  de  l’Ontario.  Publié  aussi  en 
i anglais  sous  le  titre:  Livestock  medicines  manual. 
ISBN  0-7778-3542-8 

A4753 

La  menuiserie  niveau  I.  c1994.  33,  [1]  p.  : ill., 
formules.  Titre  de  la  couverture.  Publié  en  col- 
lab. avec  le  Conseil  4-H  de  l’Ontario  et  avec 


Agriculture  et  agro-alimentaire  Canada.  Publié 
aussi  en  anglais  sous  le  titre:  Woodworking  level  I. 
ISBN  0-7778-3170-8  (corr.) 

A4754 

La  menuiserie  niveau  II.  c1994.  34,  [1]  p.  : ill., 
formules.  Titre  de  la  couverture.  Publié  en  collab. 
avec  le  Conseil  4-H  de  l’Ontario  et  avec  Agricul- 
ture et  agro-alimentaire  Canada.  Publié  aussi  en 
anglais  sous  le  titre:  Woodworking  level  II. 

ISBN  0-7778-3171-6  (corr.) 

A4755 

La  menuiserie  niveaux  I et  II  : guide  du  chef 
de  groupe.  c1994.  63,  [1]  p.  : ill.,  formules.  Titre 
de  la  couverture.  Publié  en  collab.  avec  le  Con- 
seil 4-H  de  l’Ontario  et  avec  Agriculture  et  agro- 
alimentaire Canada.  Publié  aussi  en  anglais 
sous  le  titre:  Woodworking  level  I and  II  : leaders’ 
guide.  Comprend  des  références  bibliogr. 

ISBN  0-7778-3172-4  (corr.) 

A4756 

Musée  agricole  de  l’Ontario,  événements 
spéciaux.  1995.  [2]  p.  sur  1 feuille.  Texte  en  fran- 
çais et  en  anglais;  le  texte  anglais  se  trouve  au 
verso.  Titre  au  verso:  Ontario  Agricultural 
Museum  special  events. 

A4757 

Normes  d’élevage  pour  dindons  / D.  Spratt. 
réimprimé  août  1995.  [2]  p.  sur  1 feuille  : ill. 
(Fiche  technique,  ISSN  1198-7138).  “Agdex 
453”.  Publié  aussi  en  anglais  sous  le  titre:  Basic 
husbandry  for  turkeys. 

A4758 

Normes  d’élevage  pour  pondeuses  / D. 

Spratt.  réimprimé  nov.  1994.  [2]  p.  sur  1 feuille  : 
ill.  (Fiche  technique,  ISSN  1198-7138  (corr.)). 
“Agdex  458”.  Publié  aussi  en  anglais  sous  le 
titre:  Basic  husbandry  for  layers. 

A4759 

Normes  d’élevage  pour  poulets  à griller  / D. 

Spratt.  réimprimé  août  1995.  [2]  p.  sur  1 feuille  : 
ill.  (Fiche  technique,  ISSN  1198-7138).  “Agdex 
452”.  Publié  aussi  en  anglais  sous  le  titre:  Basic 
husbandry  for  broilers. 

A4760 

Objectifs  commerciaux  de  l’exploitation  lai- 
tière. févr.  1995. 1 feuille  pliée  ([5]  p.)  : 1 formule. 
(Fiche  technique,  ISSN  1198-7138).  “Agdex  700”. 
Publié  aussi  en  anglais  sous  le  titre:  Business 
targets  for  the  dairy  enterprise. 

A4761 

Obligations  du  propriétaire  foncier  aux  ter- 
mes de  la  Loi  sur  le  drainage  / R.E.  Clayton. 
juin  1995.  [4]  p.  (Fiche  technique,  ISSN  1198- 
7138).  “Agdex  752”.  Publié  aussi  en  anglais 
sous  le  titre:  Duties  of  the  landowner  under  the 
Drainage  Act. 
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A4762 

Ontario  Agricultural  Museum,  Milton,  Onta- 
rio, Canada  = Musée  agricole  de  l’Ontario,  Mil- 
ton, Ontario,  Canada.  [1995?].  1 feuille  pliée  : ill. 
en  coul.,  1 carte  géographique. 

A4763 

Ontario  rural-  à l’action!  : un  colloque  sur  le 
développement  économique  rural  : les  1er  et  2 

mars  1995  au  Holiday  Inn  de  Peterborough 
(Ontario).  [1995?].  1 feuille  pliée.  Publié  aussi  en 
anglais  sous  le  titre:  Rural  Ontario-  action  : a 
rural  economic  development  conference. 

A4764 

Planification  stratégique  / Peter  Fleming, 
[réimprimé]  févr.  1995.  [4]  p.  : ill.  (Fiche  tech- 
nique, ISSN  1198-7138).  Publié  aussi  en  anglais 
sous  le  titre:  Strategie  planning.  “Agdex  057”. 

A4765 

Planification  successorale  en  agriculture  : 

processus  continu  qui  repose  sur  la  création,  la 
préservation  et  enfin  la  cession  d’un  patrimoine 
à des  fins  personnelles,  familiales  et  commercia- 
les. [Rev.].  c1995.  44  p.  : ill.,  formules. 
(Publication  ; 70F).  Publié  aussi  en  anglais  sous 
le  titre:  Farm  estate  planning. 

A4766 

Plantes  ligneuses  à feuilles  larges  persistan- 
tes pour  jardins  privés  / B.  Hamersma  et  C. 
Chong,  févr.  1995.  [4]  p.  : 1 carte  géographique. 
(Fiche  technique,  ISSN  1198-7138).  “Agdex  278/ 
18”.  Publié  aussi  en  anglais  sous  le  titre:  Broad- 
leaved  evergreens  for  the  home  garden. 

A4767 

Plein  air  : joies  du  plein  air  chez  nous  : guide 
à l’intention  des  chefs  de  groupe  et  des  jeu- 
nes animateurs.  c1995.  59,  [2]  p.  : ill.,  formules. 
Titre  de  la  couverture.  Publié  en  collab.  avec  le 
Conseil  4-H  de  l’Ontario  et  avec  Agriculture  et 
agro-alimentaire  Canada.  Publié  aussi  en  anglais 
sous  le  titre:  Outdoors  : our  great  outdoors  : a 
guide  for  leaders  and  youth  leaders.  Comprend 
des  références  bibliogr. 

ISBN  0-7778-3666-1 

A4768 

Pour  aller  au  fond  des  choses  : information 
facultative  destinée  aux  membres  senior  [sic]. 
[1995].  12  p.  : ill.,  formules.  Titre  de  départ. 
Publié  en  collab.  avec  Conseil  4-H  de  l’Ontario. 
Publié  aussi  en  anglais  sous  le  titre:  Horse- 
training  and  management  : digging  deeper. 
ISBN  0-7778-2885-5 

A4769 

Les  pratiques  de  gestion  optimales  : gestion 
du  sol.  1994.  68  p.  : ill.  en  coul.  Titre  de  la  cou- 
verture. Publié  en  collab.  avec  Agriculture  et 
Agro-alimentaire  Canada.  Une  formule  insérée. 


Publié  aussi  en  anglais  sous  le  titre:  Best  mana- 
gement practices  : soil  management.  Comprend 
des  références  bibliogr. 

ISBN  0-7778-2687-9 

A4770 

Prendre  le  pouls  de  son  organisation  / Rob 

Black,  réimprimé  juil.  1995. 1 feuille  pliée  ([6]  p.)  : 
ill.,  1 formule.  (Fiche  technique,  ISSN  1198-7138 
(corr.)).  “Agdex  057”.  Publié  aussi  en  anglais 
sous  le  titre:  Taking  your  organization’s  pulse. 
Comprend  des  références  bibliogr. 

A4771 

Un  procès-verbal  ne  se  fait  pas  tout  seul  / N. 

Geleynse  et  R.  Black,  févr.  1995.  [4]  p.  : formules. 
(Fiche  technique,  ISSN  1198-7138).  “Agdex  057”. 
Publié  aussi  en  anglais  sous  le  titre:  Minutes  don’t 
just  happen.  Comprend  des  références  bibliogr. 

A4772 

Programme  des  terres  affectuées  à la  culture 
des  fruits  tendres  dans  la  région  du  Niagara. 

cl 995.  10  p.  : 1 carte  géographique.  Titre  de  la 
couverture.  Publié  en  collab.  avec  la  Municipalité 
régionale  de  Niagara.  Publié  aussi  en  anglais 
sous  le  titre:  Niagara  Tender  Fruit  Lands  Program. 
ISBN  0-7778-3805-2 

A4773 

Programme  d’inscription  des  entreprises 
agricoles  de  1995.  c1994.  6 p.  Titre  de  la  cou- 
verture. Publié  aussi  en  anglais  sous  le  titre: 
Farm  business  registration  and  farm  organiza- 
tions funding,  1995. 

A4774 

Programme  ontarien  de  remise  fiscale  aux 
exploitations  agricoles.  1995.  [2]  p.  sur  1 feuil- 
le. Annuel.  Publié  aussi  en  anglais  sous  le  titre: 
Farm  Tax  Rebate  Program. 

A4775 

Programmes  d’aide  financière  à la  disposi- 
tion des  agriculteurs  ontariens.  [Rev.],  sept. 
1994.  [12]  p.  (Publication  ; 53F).  Titre  de  départ. 
“Agdex  870”.  Publié  aussi  en  anglais  sous  le 
titre:  Financial  assistance  programs  available  to 
Ontario  farmers. 

ISBN  0-7778-3525-8  (corr.) 

A4776 

Protection  contre  la  neige  et  le  vent  en  agri- 
culture / F.H.  Theakston.  oct.  1994.  [2]  p.  sur  1 
feuille  : ill.  (Fiche  technique,  ISSN  1198-7138). 
“Agdex  711”.  Publié  aussi  en  anglais  sous  le 
titre:  Snow  and  wind  control  in  agriculture. 

A4777 

La  punaise  velue  dans  les  pelouses  / M.K. 
Sears,  juil.  1994.  [2]  p.  sur  1 feuille  : ill.  en  coul. 
(Fiche  technique,  ISSN  1198-7138).  “Agdex 
626”.  Publié  aussi  en  anglais  sous  le  titre:  Hairy 
chinch  bugs  in  lawns. 
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A4778 

Rapport  annuel.  1993/1994.  20,  20  p.  Titre  de 
la  p.  de  t.  addit.:  Annual  report.  Titre  de  la  cou- 
verture. L’année  d’activité  se  termine  le  31  mars. 
Publié  antérieurement  par  le  Ministère  de  l’agri- 
culture et  de  l’alimentation. 

ISSN  1201-4303 

Pub.  Ont.  105476  D * 5,00$ 

Microfiche  5607-95  * 1 1 ,00$  ( + TVP) 

A4779 

Rapport  annuel.  1994/1995.  24,  24  p.  Titre  de 
la  p.  de  t.  addit.:  Annual  report.  Titre  de  la  cou- 
verture. L’année  d’activité  se  termine  le  31  mars. 
ISSN  1201-4303 

Pub.  Ont.  106142  D * 3,50$ 

! Microfiche  5691  -95  * 1 1 ,00$  ( + TVP) 

A4780 

Recettes  réconfortantes  pour  l’hiver.  [1994?]. 
16  p.  : ill.  (certaines  en  coul.).  Titre  de  la  couver- 
ture. En  tête  du  titre:  De  la  part  de  vos  voisins. 

! Publié  aussi  en  anglais  sous  le  titre:  Recipes  for 
| winter  comfort.  Publié  par  Ontario,  terre  nourri- 
! cière. 

A4781 

Recommandations  pour  la  culture  du  maté- 
riel de  pépinière  et  des  plantes  paysagères. 

déc.  1994.  56  p.  (Publication  ; 383F).  Titre  de  la 
couverture.  Publié  aussi  en  anglais  sous  le  titre: 
Production  recommendations  for  nursery  and 
landscape  plants.  Publié  antérieurement  par  le 
Ministère  de  l’agriculture  et  de  l’alimentation. 
Comprend  des  références  bibliogr. 

ISSN  1192-6716 

Pub.  Ont.  005638  D * Gratuit 

A4782 

Recommandations  pour  la  gestion  des  pelou- 
ses. déc.  1994.  38  p.  : formules.  (Publication  ; 
384F).  Titre  de  la  couverture.  Publié  aussi  en 
anglais  sous  le  titre:  Recommendations  for  turf- 
grass  management.  Publié  antérieurement  par  le 
Ministère  de  l’agriculture  et  de  l’alimentation. 
Comprend  des  références  bibliogr. 

ISSN  1201-4117 

Pub.  Ont.  005636  D * Gratuit 

A4783 

Recommandations  pour  les  cultures  frui- 
tières. Supplément  1995  (éd.  1994/1995).  7 p.  : 1 
formule.  (Publication  ; 360F  (suppl.)).  Titre  de  la 
couverture.  Publié  antérieurement  par  le  Minis- 
tère de  l’agriculture  et  de  l’alimentation.  Publié 
aussi  en  anglais  sous  le  titre:  Fruit  production 
recommendations. 

ISSN  0847-5814 

A4784 

[Recommandations  pour  les  cultures  légu- 
mières].  Suppl.  1995  à l’éd.  1994/1995.  [2]  p.  sur 


1 feuille.  (Publication  ; 363F).  Publié  aussi  en 
anglais  sous  le  titre:  Vegetable  production 
recommendations. 

ISSN  0836-1428 

A4785 

Recommandations  pour  les  grandes  cultures. 

1995/1996.  Ill  p.  : ill.,  cartes  géographiques. 
(Publication  ; 296).  Titre  de  la  couverture.  Publié 
aussi  en  anglais  sous  le  titre:  Field  crop  recom- 
mendations. Publié  antérieurement  par  le  Minis- 
tère de  l’agriculture  et  de  l’alimentation. 

ISSN  0838-5300 

Pub.  Ont.  005640  * Gratuit 

A4786 

Le  recyclage  des  films  plastiques  utilisés  sur 
la  ferme  / Stephen  P.  Clarke,  févr.  1995.  [4]  p.  : 
ill.  (Fiche  technique,  ISSN  1198-7138).  “Agdex 
120/732”.  Publié  aussi  en  anglais  sous  le  titre: 
Recycling  farm  plastic  film. 

A4787 

La  réglementation  sur  le  drainage  / R.W. 
Irwin,  déc.  1994.  1 feuille  pliée  ([5]  p.).  (Fiche 
technique,  ISSN  1198-7138).  “Agdex  752”. 
Publié  aussi  en  anglais  sous  le  titre:  Drainage 
legislation.  Comprend  des  références  bibliogr. 

A4788 

Rémunération  salariale  de  la  famille  de 
l’exploitant  / Ralph  Winslade  et  Bev  Rawn.  févr. 
1995.  [4]  p.  (Fiche  technique,  ISSN  1198-7138). 
“Agdex  057/800”.  Publié  aussi  en  anglais  sous 
le  titre:  Paying  wages  to  family  members. 

A4789 

Renseignements  à l’intention  des  agricul- 
teurs-débutants à temps  partiel.  c1995.  28  p. 
(Publication  ; 61F).  Titre  de  la  couverture.  Publié 
aussi  en  anglais  sous  le  titre:  Information  for 
beginning  part-time  farmers.  Comprend  des 
références  bibliogr. 

ISBN  0-7778-3858-3 

A4790 

La  résolution  de  problèmes  / Judy  Taggart  et 
Tricia  Reid.  oct.  1994.  [4]  p.  (Fiche  technique, 
ISSN  1198-7138).  “Agdex  057”.  Publié  aussi  en 
anglais  sous  le  titre:  Problem  solving. 

A4791 

La  rhizoctonie  du  ginseng  / Richard  D.  Reele- 
der,  Pam  Fisher,  févr.  1995.  [2]  p.  sur  1 feuille  : ill. 
en  coul.  (Fiche  technique,  ISSN  1198-7138). 
“Agdex  260/638”.  Publié  aussi  en  anglais  sous 
le  titre:  Rhizoctonia  disease  of  ginseng. 

A4792 

Sans  frontière.  Vol.  4,  no.  1 (janv./févr.  1995)-v. 
4,  no  6 (nov./déc.  1995).  ill.  Six  fois  par  année. 
Titre  de  départ.  Publié  en  collab.  avec  Conseil 
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4-H  de  l’Ontario.  Publié  aussi  en  anglais  sous  le 
titre:  Leading  edge. 

ISSN  1192-9405 

A4793 

Sciages  non  classés  dans  la  construction 
des  bâtiments  agricoles  / J.  Johnson,  déc. 
1994.  [3]  p.  (Fiche  technique,  ISSN  1198-7138). 
“Agdex  714/500”.  Publié  aussi  en  anglais  sous 
le  titre:  Ungraded  lumber  in  farm  buildings. 

A4794 

Le  secteur  agro-alimentaire  en  Ontario  / Jo- 

Anne  Sweeting,  févr.  1995.  [4]  p.  : ill.  (Fiche  tech- 
nique, ISSN  1198-7138).  “Agdex  010”.  Publié 
aussi  en  anglais  sous  le  titre:  Ontario’s  agricul- 
ture and  food  industry. 

A4795 

Sécurité  : la  sécurité  en  premier  lieu,  à la 
maison  et  à l’extérieur.  1994.  37  p.  : ill.,  formu- 
les. Titre  de  la  couverture.  Sur  la  couverture: 
Apprendre  en  travaillant.  Publié  en  collab.  avec 
le  Conseil  4-H  de  l’Ontario  et  avec  Agriculture  et 
agro-alimentaire  Canada.  Publié  aussi  en  anglais 
sous  le  titre:  Safety  first  in  and  around  the  home. 
ISBN  0-7778-2906-1 

A4796 

Le  sirop  d’érable  : livre  de  recettes.  1995. 18  p. 
Titre  de  départ.  Publié  en  collab.  avec  le  Conseil 
4-H  de  l’Ontario.  Publié  aussi  en  anglais  sous  le 
titre:  Maple  syrup  recipe  booklet. 

ISBN  0-7778-3867-2 

A4797 

Le  sirop  d’érable  : niveau  de  base.  1995.  25, 
[1]  p.  : ill.,  formules.  Titre  de  la  couverture.  Publié 
en  collab.  avec  le  Conseil  4-H  de  l’Ontario  et 
avec  Agriculture  et  agro-alimentaire  Canada. 
Publié  aussi  en  anglais  sous  le  titre:  Maple 
syrup  : general  level. 

ISBN  0-7778-3864-8 

A4798 

Le  sirop  d’érable  : niveau  de  base  : guide  à 
l’intention  des  chefs  de  groupe  et  des  jeunes 
animateurs.  1995.  62,  [3]  p.  : ill.,  formules.  Titre 
de  la  couverture.  Sur  la  couverture:  Apprendre 
en  travaillant.  Publié  en  collab.  avec  le  Conseil 
4-H  de  l’Ontario  et  avec  Agriculture  et  agro- 
alimentaire Canada.  Publié  aussi  en  anglais 
sous  le  titre:  Maple  syrup  general  level  : guide  for 
leaders  and  youth  leaders.  Comprend  des  réfé- 
rences bibliogr. 

ISBN  0-7778-3865-6  (corr.) 

A4799 

Sorties  de  drainage  souterrain  / R.P.  Stone, 
févr.  1995.  [3]  p.  : ill.  (Fiche  technique,  ISSN 
1198-7138).  “Agdex  573”.  Publié  aussi  en 
anglais  sous  le  titre:  Tile  drainage  outlets. 


A4800 

Le  stockage  des  effluents  d’ensilage  / 

Stephen  P.  Clarke  et  Robert  P.  Stone,  févr.  1995. 
1 feuille  pliée  ([6]  p.)  : ill.  (Fiche  technique,  ISSN 
1198-7138).  “Agdex  723”.  Publié  aussi  en  anglais 
sous  le  titre:  How  to  handle  seepage  from  farm 
silos. 

A4801 

Stockage  du  lisier  / Donald  Hilborn.  nov.  1994. 
1 feuille  pliée  ([5]  p.)  : ill.  (Fiche  technique,  ISSN 
1198-7138).  “Agdex  721”.  Publié  aussi  en  anglais 
sous  le  titre:  Storage  of  liquid  manure. 

A4802 

Les  sureaux  dans  le  jardin  / Kevin  Schooley. 
févr.  1995.  [3]  p.  : ill.  (Fiche  technique,  ISSN  1198- 
7138).  “Agdex  238/10”.  Publié  aussi  en  anglais 
sous  le  titre:  Elderberries  for  home  gardens. 

A4803 

Systèmes  de  transfert  du  lisier  / H.  Cuthbert- 
son.  juil.  1995.  [4]  p.  : ill.  (Fiche  technique,  ISSN 
1198-7138).  “Agdex  743”.  Publié  aussi  en  anglais 
sous  le  titre:  Liquid  manure  transfer  systems. 

A4804 

Tensions  parasites  et  vaches  laitières  / 

préparé  par  H.A.  Cloud  ...  [et  al.].  [1995].  12  p.  : 
ill.,  1 formule.  (Publication  ; 155F).  “Agdex  410/ 
770”.  Publié  aussi  en  anglais  sous  le  titre:  Stray 
voltage  problems  with  dairy  cows. 

ISBN  0-7778-4421-4 

A4805  % 

Les  tests  du  Nebraska  aident  à choisir  un 
tracteur,  oct.  1994.  [3]  p.  : ill.  (Fiche  technique, 
ISSN  1198-7138).  “Agdex  762”.  Publié  aussi  en 
anglais  sous  le  titre:  Nebraska  tractor  tests  - an 
aid  to  tractor  selection. 

A4806 

Le  topinambour  / C.J.  Swanton,  A.S.  Hamill. 
août  1994.  [2]  p.  sur  1 feuille  : ill.  en  coul.  (Fiche 
technique,  ISSN  1198-7138).  “Agdex  642”.  Publié 
aussi  en  anglais  sous  le  titre:  Jerusalem  artichoke. 

A4807 

Troubles  courants  des  arbres  à feuilles  cadu- 
ques / Tom  Young,  janv.  1995.  1 feuille  pliée 
([5]  p.).  (Fiche  technique,  ISSN  1198-7138). 
“Agdex  275/636”.  Publié  aussi  en  anglais  sous 
le  titre:  Common  disorders  of  broad-leaved 
trees.  Comprend  des  références  bibliogr. 

A4808 

Utilisation  de  la  note  d’état  corporel  dans  la 
conduite  du  troupeau  laitier  / R.  Parker,  mars 
1995.  [4]  p.  : ill.  (Fiche  technique,  ISSN  1198- 
7138).  “Agdex  410/20”.  Publié  aussi  en  anglais 
sous  le  titre:  Using  body  conditions  scoring  in 
dairy  herd  management. 
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A4809 

Utilisation  de  la  roche  dans  les  ouvrages  de 
lutte  contre  l’érosion  /R.  P.  Stone  et  D.  Hilborn. 
mai  1995.  [3]  p.  : ill.  (Fiche  technique,  ISSN  1198- 
7138).  “Agdex  751”.  Publié  aussi  en  anglais  sous 
le  titre:  Use  of  rock  in  erosion  control  projects. 

A4810 

Vive  l’Ontario  : faits  l’un  pour  l’autre  : les  fruits 
et  les  légumes,  et  les  vins  de  l’Ontario.  [1994?].  1 
feuille  pliée.  Publié  aussi  en  anglais  sous  le  titre: 
Celebrate  Ontario  perfect  pairs. 


MINISTÈRE  DE  L’AGRICULTURE 
ET  DE  L’ALIMENTATION 


A4816 

Catalogue  of  audio  visual  material  = Catalo- 
gue du  matériel  audio-visuel.  Supplément  ([janv. 
1994  à janv.  1995]).  5 p.  Titre  de  la  couverture. 
Suivi  de:  Audio-visual  material  : Visual  Commu- 
nications Services  = Matériel  audio-visuel  : Ser- 
vice des  communications  visuelles. 


A4811 

La  voie  de  l’avenir  : Plan  vert  Canada-Ontario 
en  agriculture.  [1994?].  1 feuille  pliée  : ill.  en 
coul.  Publié  en  collab.  avec  Agriculture  et  agro- 
alimentaire Canada.  Publié  aussi  en  anglais 
sous  le  titre:  Today’s  way  to  grow  : Canada- 
Ontario  Agriculture  Green  Plan. 

| A4812 

Votre  propre  cueillette  : guide  des  fermes  de 
fruits  et  légumes,  des  marchés  agricoles. 

[1995].  72  p.  : ill.,  cartes  géographiques.  Titre  de 
la  couverture.  Titre  varie  légèrement.  “Ontario 
| terre  nourricière”.  Publié  aussi  en  anglais  sous 
le  titre:  Pick  your  own  : a guide  to  fruit  and  vege- 
I table  farms,  farmers’  markets.  “Coupons-rabais 
j à l’intérieur”. 

ISSN  1181-8301 

Pub.  Ont.  001933  D * Gratuit 

Direction  de  l’inspection  des  viandes 

A4813 

Guide  de  manipulation  du  bétail  couché  à 
l’intention  des  producteurs.  1994. 1 feuille  pliée. 
Publié  aussi  en  anglais  sous  le  titre:  Producers 
guide  for  handling  non-ambulatory  animals. 

ISBN  0-7778-3630-0 

Direction  des  ressources  et  de  la 
réglementation 

A4814 

Bulletin  d’apiculture,  automne  1994-no.  2 (nov. 
1995).  ill.  Titre  de  départ.  Publié  aussi  en  anglais 
sous  le  titre:  Apiculture  newsletter. 

Division  de  l’agriculture 


A4817 

Mettons  la  main  à la  pâte!  : pour  aller  au  fond 
des  choses.  c1994. 18  p.  : ill.  Titre  de  la  couver- 
ture. Publié  en  collab.  avec  le  Conseil  4-H  de 
l’Ontario.  Publié  aussi  en  anglais  sous  le  titre: 
Batter  up!  : digging  deeper. 

ISBN  0-7778-2410-8 

A4818 

Le  monde  est  un  théâtre  : pour  aller  au  fond 
des  choses,  cl 993. 21  p.  : ill.  Titre  de  la  couvertu- 
re. Publié  en  collab.  avec  le  Conseil  4-H  de  l’Onta- 
rio et  avec  le  Ministère  de  la  culture,  du  tourisme 
et  des  loisirs.  Publié  aussi  en  anglais  sous  le  titre: 
All  the  world’s  a stage  : digging  deeper. 

ISBN  0-7778-1562-1  (corn) 

A4819 

Ontario  forage  crop  variety  performance  = 

Ontario  “plantes  fourragères”  comportement 
des  cultivars  recommandés.  1995.  1 feuille 
(pliée).  Annuel. 

Division  de  l’agriculture  et  des 
questions  rurales 

A4820 

À la  découverte  de  la  photographie  : guide 
des  chefs  de  groupes,  cl 994.  51  p.  : formules. 
Titre  de  la  couverture.  Publié  en  collab.  avec  le 
Conseil  4-H  de  l’Ontario  et  Agriculture  Canada. 
Publié  aussi  en  anglais  sous  le  titre:  Exploring 
photography  : leaders’  guide.  Publié  par  Déve- 
loppement du  leadership  et  des  organisations. 
ISBN  0-7778-2270-9 


MINISTÈRE  DE  L’ÉDUCATION 


1A4815 

Honoraires  moyens  pour  le  travail  à façon  en 
Ontario.  1994.  [2]  p.  sur  1 feuille.  (Rapport  sur 
les  entreprises  agricoles  ; 1995-06).  Publié  aussi 
en  anglais  sous  le  titre:  Average  custom  farm- 
work  rates  charged  in  Ontario.  Publié  antérieure- 
ment par  le  Ministère  de  l’agriculture  et  de  l’ali- 
mentation, Direction  de  l’analyse  des  politiques. 


Direction  de  l’alphabétisation 

A4821 

Les  éléments  d’un  bon  programme  d’alpha- 
bétisation : points  de  discussion,  janv.  1993. 
11  p.  Titre  de  la  couverture.  “Code  de  document 
E110”.  Publié  aussi  en  anglais  sous  le  titre:  What 
makes  a literacy  program  good? 
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A4822 

La  qualité  en  alphabétisation  : sa  significa- 
tion et  ses  enjeux  pour  l’alphabétisation  des 
adultes  en  Ontario  français,  mars  1993.  6 p. 
Titre  de  la  couverture.  “Code  de  document  S1 10”. 
Publié  aussi  en  anglais  sous  le  titre:  Quality  in 
literacy  education  : meaning  and  challenges  for 
adult  literacy  education  in  French  Ontario. 

A4823 

Que  devraient  inclure  les  programmes  d’al- 
phabétisation destinés  aux  autochtones?  : 

points  de  discussion,  janv.  1993.  9 p.  Titre  de  la 
couverture.  “Code  de  document  Q103”.  Publié 
aussi  en  anglais  sous  le  titre:  Aboriginal  literacy 
programs-  what  should  be  included? 


MINISTÈRE  DE  L’ÉDUCATION  ET 
DE  LA  FORMATION 


A4824 

Analyse  comparative  des  dépenses  par  élè- 
ve. Utilisant  les  états  financiers  de  1993  et  les 
prévisions  budgétaires  de  1994  des  conseils 
scolaires.  12, 12  p.  Titre  de  la  p.  de  t.  addit.:  Per 
pupil  survey. 

A4825 

L’autoroute  électronique  de  l’éducation  pour 
l’Ontario.  c1995. 1 feuille  pliée.  Publié  aussi  en 
anglais  sous  le  titre:  Ontario  education  highway. 
ISBN  0-7778-4294-7 

A4826 

Bois  d’oevre  [sic]  et  de  spécialité  de 
l’Ontario  : programme  pilote,  1993.  c1993.  61, 
[1]  p.  : formules.  Sur  la  couverture:  Ontario  Trai- 
neeships Program  : Sectoral  Traineeship  Plan  = 
Programme  Apprenti-stage  : Plan  sectoriel  de 
formation.  Publié  aussi  en  anglais  sous  le  titre: 
Ontario  specialty  and  export  lumber  traineeship 
pilot  - 1993. 

ISBN  0-7778-1619-9 

A4827 

Bourse  Aird.  1995/1996.  [10]  p.  : formules.  Titre 
de  départ.  Texte  en  français  et  en  anglais;  le 
texte  anglais  se  trouve  au  verso.  Titre  au  verso: 
Aird  Scholarship. 

A4828 

Bourse  de  perfectionnement  Sir  John  A. 
Macdonald  en  histoire  du  Canada  : renseigne- 
ments et  instructions.  1996/1997.  [8]  p.  : formu- 
les. Titre  de  départ.  Texte  en  français  et  en 
anglais;  le  texte  anglais  se  trouve  au  verso.  Titre 
au  verso:  Sir  John  A.  Macdonald  Graduate  Fel- 
lowship in  Canadian  History. 


A4829 

Bourse  pour  frais  de  garde  d’enfants.  [1994]. 
[2]  p.  sur  1 feuille  : tout  en  formules.  Texte  en 
français  et  en  anglais;  le  texte  anglais  se  trouve 
au  verso.  Titre  au  verso:  Child-care  bursary. 

A4830 

Bourses  d’échange  Ontario-Québec  : rensei- 
gnements à l’intention  des  candidat(e)s  domici- 
liées en  Ontario.  1996/1997.  [8]  p.  : formules. 
Titre  de  la  p.  de  t.  addit.:  Ontario-Quebec 
Exchange  Fellowship  Program.  Titre  de  départ. 
Titre  varie  légèrement.  Texte  en  français  et  en 
anglais;  le  texte  anglais  se  trouve  au  verso.  Titre 
au  verso:  Ontario-Quebec  Exchange  Fellowship 
Program. 

A4831 

Bourses  d’études  et  de  perfectionnement. 

oct.  1994.  [2]  p.  sur  1 feuille.  Publié  aussi  en 
anglais  sous  le  titre:  Fellowships,  scholarships  & 
bursaries. 

A4832 

Bourses  d’études  William  G.  Davis.  1995/ 
1996.  [6]  p.  : formules.  Titre  de  départ.  Texte  en 
français  et  en  anglais;  le  texte  anglais  se  trouve 
au  verso.  Titre  au  verso:  William  G.  Davis  Stu- 
dent Award. 

ISSN  1195-9363 

A4833 

Bourses  pour  étudier  en  français.  1995/1996. 
[4,  4]  p.  : formules.  Annuel.  Titre  de  la  p.  de  t. 
addit.:  Fellowships  for  studying  in  French.  Titre 
de  départ.  Texte  en  français  et  en  anglais  dispo- 
sé tête-bêche.  Publié  en  collab.  avec  Patrimoine 
canadien. 

ISSN  1198-094X 

A4834 

Cadre  pour  l’élaboration  de  politiques  de 
prévention  de  la  violence  par  les  conseils 
scolaires.  Ébauche,  mars  1994.  iv,  18  p.  Cover 
title.  Publié  aussi  en  anglais  sous  le  titre:  Frame- 
work for  the  development  of  violence  prevention 
policies  by  school  boards. 

A4835 

Co-operative  professional  development  pro- 
ject = Projects  [sic]  coopératifs  de  perfectionne- 
ment professional  [sic],  sept.  1995. 22  p.  Titre  de 
la  couverture.  Publié  par  l’Unité  des  politiques 
relatives  à l’enfance  en  difficulté. 

A4836 

Confirmation  de  renseignements  sur  le 
programme  : (feuille  verte).  1995/1996.  [2]  p. 
sur  1 feuille  : tout  en  formules.  Annuel.  “Pour 
les  étudiant-es  qui  ont  l’intention  de  fréquenter 
un  établissement  d’enseignement  postsecon- 
daire privé  ou  un  établissement  d’enseignement 
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postsecondaire  hors  de  l’Ontario  ou  du  Canada.” 
Texte  en  français  et  en  anglais;  le  texte  anglais  se 
trouve  au  verso.  Titre  au  verso:  Confirmation  of 
program  information. 

Pub.  Ont.  001898  Épuisé 

! A4837 

Contact.  No  6 (mars  1995).  ill.  Titre  de  départ. 
“Bulletin  d’information  pour  les  enseignantes  et 
les  enseignants”.  Cessé  de  paraître.  Publié  aus- 
si en  anglais  sous  le  même  titre. 

ISSN  1195-8944 

A4838 

Coup  d’oeil  : les  écoles  de  l’Ontario.  [1993/ 
1994],  1 feuille  pliée  : ill.  Publié  aussi  en  anglais 
sous  le  titre:  Quick  facts  : Ontario  schools. 

; ISSN  1188-4851 

Pub.  Ont.  001948  D * Gratuit 

! A4839 

Culture  informationnelle  et  équité  d’accès  : 
une  vision  du  changement  : document  provi- 
soire visant  à susciter  la  discussion  et  les  com- 
mentaires. janv.  1995.  20,  [2]  p.  : 1 formule.  Titre 
de  la  couverture.  Publié  aussi  en  anglais  sous  le 
titre:  Information  literacy  and  equitable  access  : 
a framework  for  change. 

A4840 

De  nouvelles  bases  pour  l’éducation  en 
Ontario.  [1994?].  15  p.  : ill.  en  coul.  Titre  de  la 
couverture.  Publié  aussi  en  anglais  sous  le  titre: 
New  foundations  for  Ontario  education. 

Pub.  Ont.  001733  D * Gratuit 

A4841 

De  nouvelles  bases  pour  l’éducation  en 
Ontario  : les  grandes  lignes.  c1995.  32  p.  : ill. 

I Titre  de  la  couverture.  Publié  aussi  en  anglais 
sous  le  titre:  New  foundations  for  Ontario 
education  : a summary. 

ISBN  0-7778-4120-7 

| A4842 

Directory  of  education  = Annuaire  de  l’admini- 
stration scolaire.  1993/1994.  xv,  293  p.  : cartes 
géographiques.  Publié  antérieurement  par  Minis- 
i tère  de  l’éducation. 

! ISSN  0316-8549 

Pub.  Ont.  105410  D * 10,00$  (+ TVP) 

A4843 

Directory  of  education  [fichier  d’ordinateur]  = 
i Annuaire  de  l’administration  scolaire.  1993/ 
1994.  1 disque  d’ordinateur  ; 3 1/2  po.  Titre  de 
l’écran-titre. 

Pub.  Ont.  205410  * 10,00$  (+TVP) 

A4844 

École  ravagée  par  les  malins  microbes  [enre- 
gistrement vidéo].  1995.  1 vidéocassette  (8  min 
30  s)  : son.,  coul.  + guide  de  l’enseignant(e) 
(28  p.  : ill.,  formules).  Publié  en  collab.  avec 
la  Fédération  des  enseignantes  et  des  ensei- 


gnants de  l’Ontario.  Publié  aussi  en  anglais  sous 
le  titre:  A bad  case  of  the  meanies. 

A4845 

L’éducation  et  l’équité  en  matière  d’emploi 
pour  les  francophones  : symposium  sur  l’édu- 
cation en  langue  française  et  la  transition  au 
monde  du  travail  ou  à des  programmes  d’études 
ou  de  formation  complémentaires,  le  12  mai 
1994  / chercheurs,  Louis-Gabriel  Bordeleau  ... 
[et  al.].  c1995.  117  p.  : ill.  En  tête  du  titre:  Étude 
commandée  par  le  Ministère  de  l’éducation  et  de 
la  formation  de  l’Ontario.  Comprend  du  texte  en 
anglais.  Comprend  des  références  bibliogr. 
ISBN  0-7778-4591-1 

Pub.  Ont.  106101  D * 5,00$ 

A4846 

Éducation  technologique  de  portée  générale 
de  la  10e  à la  12e  année  : communications, 
construction,  tourisme  et  hôtellerie,  fabrication, 
services  personnels,  design  technologique, 
transports,  cl 995.  43  p.  Titre  de  la  couverture. 
En  tête  du  titre:  Programme-cadre.  Publié  aussi 
en  anglais  sous  le  titre:  Broad-based  technologi- 
cal education  : grades  10, 11  and  12. 

ISBN  0-7778-4633-0 

Pub.  Ont.  105992  D * 2,00$ 

A4847 

En  commun.  Vol.  2,  no  2 (mars/avril  1995).  Titre 
de  départ.  Publié  aussi  en  anglais  sous  le  titre:  In 
common. 

ISSN  1195-6143 

Pub.  Ont.  001889  (mars/avril) 

D (mars/avril)  * Gratuit 

A4848 

Le  financement  de  l’éducation  en  Ontario  : 

une  description  du  modèle  de  financement  de 
l’éducation.  1995.  27,  v p.  : ill.  Titre  de  la  couver- 
ture. Publié  aussi  en  anglais  sous  le  titre:  Educa- 
tion funding  in  Ontario. 

Pub.  Ont.  106120  * 5,00$ 

A4849 

Guide  à l’intention  des  membres  des  comités 
consultatifs  pour  l’enfance  en  difficulté  / 

Comité  consultatif  de  l’association  provinciale  de 
parents  pour  les  comités  consultatifs  pour  l’enfan- 
ce en  difficulté.  1995.  25  p.  Titre  de  la  couverture. 
Publié  aussi  en  anglais  sous  le  titre:  Handbook  for 
members  of  special  education  advisory  commit- 
tees. Comprend  des  références  bibliogr. 

A4850 

Info-parents,  mars  1995.  ill.  Titre  de  départ. 
Publié  aussi  en  anglais  sous  le  titre:  Report  to 
parents. 

ISBN  0-7778-3844-3  (mars  1995) 

Pub.  Ont.  001887  (mars  1995) 

D (mars  1995)  * Gratuit 
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A4851 

List  of  school  boards  in  Ontario  = Liste  des 
conseils  scolaires  de  l’Ontario,  févr.  1995. 13  p. 
Annuel.  Titre  de  la  couverture.  Publié  par  le 
Bureau  des  renseignements  au  public. 

A4852 

Loi  sur  les  écoles  privées  de  formation  pro- 
fessionnelle : renseignements  à l’intention 
des  organismes  offrant  une  formation  pro- 
fessionnelle. c1995. 1 feuille  pliée.  Publié  aussi 
en  anglais  sous  le  titre:  The  Private  Vocational 
Schools  Act  : information  for  organizations  of- 
fering vocational  education. 

ISBN  0-7778-3793-5 

A4853 

Normes  de  qualité  pour  l’alphabétisation  des 
adultes  : guide  de  discussion,  avril  1993.  67  p.  : 
formules.  Titre  de  la  couverture.  “Code  de  docu- 
ment GD1-F”.  Publié  aussi  en  anglais  sous  le 
titre:  Quality  standards  for  adult  literacy.  Publié 
par  la  Direction  de  l’alphabétisation  et  de  la  pré- 
paration à l’emploi,  Section  de  l’alphabétisation. 

A4854 

Options  : guide  des  études  postsecondaires  en 
français  de  l’Ontario.  1996.  50  p.  : ill.,  1 carte 
géographique.  Titre  de  la  couverture.  Fait  suite 
à:  Tour  d’horizon. 

ISSN  1201-0987 

Pub.  Ont.  005708  D * Gratuit 

A4855 

Perspectives  Ontario  : l’avenir  est  à toi.  1994. 
32  p.  : ill.  Titre  de  départ.  “Projet  lien  études- 
travail”.  Publié  aussi  en  anglais  sous  le  titre: 
Ontario  prospects. 

Pub.  Ont.  005623  D * Gratuit 

A4856 

Perspectives  Ontario.  1995. 16  p.  : ill.  Titre  de 
départ.  “Printemps  1995”.  Publié  en  collab.  avec 
le  Conseil  ontarien  de  formation  et  d’adaptation 
de  la  main  d’oeuvre  et  avec  le  Développement 
des  ressources  humaines  Canada.  Comprend: 
Perspectives  carrières  (16  p.).  Publié  aussi  en 
anglais  sous  le  titre:  Ontario  prospects. 

A4857 

Philosophie  : cours  préuniversitaire  de  l’Onta- 
rio. cl 994. 11  p.  Titre  de  la  couverture.  En  tête  du 
titre:  Programme-cadre.  Publié  aussi  en  anglais 
sous  le  titre:  Philosophy  : Ontario  academie  course. 
ISBN  0-7778-3422-7 

A4858 

Pour  parler  profession,  sept.  1995-déc.  1995. 2 
no.  ill.  Titre  de  départ.  “Bulletin  à l’intention  du 
personnel  enseignant”.  Publié  aussi  en  anglais 
sous  le  titre:  Professionally  speaking.  Publié  par 
le  Comité  de  mise  en  oeuvre  de  l’Ordre  des 
enseignntes  et  des  enseignants  de  l’Ontario. 


A4859 

Programme  d’échanges  Ontario-Québec  au 
niveau  collégial  : critères  : guide  à l’intention 
du  personnel  administratif  et  scolaire.  1995/ 
1996.  17,  15  p.  : cartes  géographiques.  Titre  de  ; 
la  p.  de  t.  addit.:  Ontario-Quebec  Exchange  i 
Program  : college  level  guide.  Titre  de  la  couver- 
ture. Texte  en  français  et  en  anglais  disposé 
tête-bêche.  Fait  suite  à:  Échanges  Ontario- 
Québec  au  niveau  collégial  : critères.  Publié  par 
l’Équipe  des  politiques  et  programmes  d’éduca- 
tion en  langue  française. 

A4860 

Le  programme  d’études  commun  : normes 
provinciales  de  langue,  de  la  Ire  à la  9e 
année.  Version  préliminaire,  cl 995.  92  p.  Titre 
de  la  couverture.  “De  nouvelles  bases  pour  >< 
l’éducation  en  Ontario”.  Publié  aussi  en  anglais 
sous  le  titre:  The  common  curriculum  : provincial  i 
standards,  language,  grades  1-9.  Comprend  des 
références  bibliogr. 

ISBN  0-7778-3540-1 

Pub.  Ont.  105525  D * 5,00$  J 

A4861 

Le  programme  d’études  commun  : normes 
provinciales  de  mathématiques,  de  la  Ire  à la 
9e  année.  Version  préliminaire.  c1995.  59  p.  : ill. 
Titre  de  la  couverture.  “De  nouvelles  bases  pour  ,i 
l’éducation  en  Ontario”.  Publié  aussi  en  anglais 
sous  le  titre:  The  common  curriculum  : provincial  ! 
standards,  mathematics,  grades  1-9. 

ISBN  0-7778-3538-X 

Pub.  Ont.  105527  D * 2,00$ 

A4862 

Le  programme  d’études  commun  : politiques 
et  résultats  d’apprentissage  de  la  Ire  à la  9e 
année,  cl 995. 120  p.  Titre  de  la  couverture.  “De 
nouvelles  bases  pour  l’éducation  en  Ontario.” 
Publié  aussi  en  anglais  sous  le  titre:  The  common 
curriculum  : policies  and  outcomes,  grades  1-9. 
ISBN  0-7778-3536-3 

Pub.  Ont.  105523  D * 6,75$ 

A4863 

Programme  d’études  Ontario-Québec  - servi- 
ces de  santé.  [Rev.].  [1994?].  6,  [4],  6 p.  : formu- 
les. Titre  de  la  couverture.  Texte  en  français  et 
en  anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  Ontario-Quebec  Health  Study  Program. 
ISBN  0-7778-3424-3 

A4864 

Programme  d’exonération  du  remboursement 
des  prêts.  [1994?].  [2]  p.  sur  1 feuille.  Publié  aussi 
en  anglais  sous  le  titre:  Loan  forgiveness  program. 

A4865 

Questions  et  réponses  sur  l’aide  financière 
aux  étudiants  du  postsecondaire.  [1994].  8 p. 
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Titre  de  la  couverture.  Sur  la  couverture: 
RAFEO  : Régime  d’aide  financière  aux  étudiants 
de  l’Ontario.  Publié  aussi  en  anglais  sous  le  titre: 
Questions  and  answers  about  financial  assis- 
tance for  postsecondary  students. 

A4866 

Rapport  du  Colloque  sur  le  programme  de 
remboursement  des  prêts  en  fonction  du 
revenu.  c1995.  61  p.  Titre  de  la  couverture. 

J Publié  en  collab.  avec  l’Association  des  universités 
et  collèges  du  Canada,  le  Conseil  des  universités 
de  l’Ontario  et  l’Association  des  collèges  d’arts 
appliqués  et  de  technologie  de  l’Ontario.  Publié 
aussi  en  anglais  sous  le  titre:  Final  report  of  the 
Income-Contingent  Repayment  Plan  Symposium. 
ISBN  0-7778-41 41 -X 

Pub.  Ont.  106052  * 3,00$ 

A4867 

Rapport  statistique  des  conseils  scolaires 
couvrant  trois  années.  États  financiers,  1992. 
États  financiers,  1993.  Prévisions  budgétaires, 
1994.  v,  127  p.  Titre  courant:  Statistiques  des 
conseils  scolaires.  Titre  de  la  couverture.  Publié 
aussi  en  anglais  sous  le  titre:  Board  financial 
statistics. 

A4868 

La  reconnaissance  professionnelle  : un  pri- 
vilège. sept.  1995.  78  p.  Titre  de  la  couverture. 
Sur  la  couverture:  L’Ordre  des  enseignantes  et 
des  enseignants  de  l’Ontario.  Publié  aussi  en 
anglais  sous  le  titre:  The  privilege  of  professio- 
nalism. Publié  par  le  Comité  de  mise  en  oeuvre 
de  l’Ordre  des  enseignantes  et  des  enseignants 
de  l’Ontario. 

A4869 

Régime  d’aide  financière  aux  étudiants  de 
l’Ontario  : formulaire  de  demande  et  guide  pour 
les  étudiantes  et  étudiants  mariés  ou  seuls  sou- 
tiens de  famille.  1995/1996. 10  p.  Annuel.  Sur  la 
couverture:  RAFEO.  Titre  de  la  couverture.  Titre 
varie.  Accompagné  des  formules  de  demande. 
Publié  aussi  en  anglais  sous  le  titre:  Ontario  Stu- 
dent Assistance  Program. 

Pub.  Ont.  001946  D * Gratuit 

A4870 

Régime  d’aide  financière  aux  étudiants  de  l’On- 
tario : formulaire  de  demande  et  guide  pour  les 
étudiantes  et  étudiants  célibataires.  1995/1996. 
10  p.  Annuel.  Sur  la  couverture:  RAFEO.  Titre  de  la 
couverture.  Titre  varie.  Accompagné  d’une  formule 
de  demande.  Publié  aussi  en  anglais  sous  le  titre: 
Ontario  Student  Assistance  Program. 

Pub.  Ont.  001897  * Gratuit 

A4871 

Régime  de  bourses  d’études  supérieures  de 
l’Ontario  : informations,  instructions  et  formulaire 


de  demande.  1996/1997.  8,  [2]  p.  Annuel.  Titre  de 
la  couverture.  Le  sous-titre  varie.  Formulaire  de 
demande  inséré.  Publié  aussi  en  anglais  sous  le 
titre:  Ontario  Graduate  Scholarship  Program. 
ISSN  1192-3237 

Pub.  Ont.  005675  * Gratuit 

A4872 

Régime  de  bourses  spéciales  de  l’Ontario. 

[1995].  1 feuille  pliée.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  Ontario  Special  Bursary  Plan. 

A4873 

Régime  de  bourses  spéciales  de  l’Ontario 
(RBSO).  1995/1996.  [4]  p.  : 1 formule.  Annuel. 
Titre  de  départ.  Titre  varie.  Publié  aussi  en 
anglais  sous  le  titre:  Ontario  Special  Bursary 
Plan  (OSBP). 

A4874 

Règlement  sur  les  subventions  générales. 

1995. 1 v.  (pag.  multiple).  Titre  de  la  couverture. 
Publié  aussi  en  anglais  sous  le  titre:  The  General 
Legislative  Grants  Regulations.  Dépouillement: 
Subventions  générales  de  1995  : Conseils  des 
écoles  publiques,  séparées  et  secondaires  - 
Calcul  de  l’effectif  quotidien  moyen  - Calcul  des 
droits  de  scolarité  de  1995  - Répartition  des 
demandes  de  1995  - Conditions  du  versement 
des  subventions  générales  aux  conseils 
d’écoles  catholiques. 

Pub.  Ont.  106000  * 3,50$ 

A4875 

Situation  professionnelle  des  personnes 
diplômées  des  collèges  d’arts  appliqués  et 
de  technologie  de  l’Ontario.  1992/1993. 
132  p.  : ill.,  1 formule,  1 carte  géographique.  Titre 
varie.  Titre  de  la  couverture:  Situation  profes- 
sionnelle : personnes  diplômées  des  collèges 
d’arts  appliqués  et  de  technologie.  Publié  aussi 
en  anglais  sous  le  titre:  Employment  profile  : 
graduates  of  Ontario  colleges  of  applied  arts  and 
technology. 

ISSN  1201-5857 

Pub.  Ont.  105730  D * 5,00$ 

A4876 

Statistiques  principales  : l’éducation  à l’élé- 
mentaire et  au  secondaire  en  Ontario.  1992/ 
1993.  39  p.  : ill.  Annuel.  Publié  aussi  en  anglais 
sous  le  titre:  Key  statistics  : elementary  and 
secondary  education  in  Ontario. 

ISSN  1180-5730 

Pub.  Ont.  105728  D * 3,50$ 

A4877 

Votre  guide  pour  les  emplois  d’été.  [1994?]. 
20,  [4]  p.  : ill.,  formules.  Titre  de  la  couverture.  En 
tête  du  titre:  boulotOntario  Emplois  d’été.  “Cette 
brochure  est  aussi  disponible  sur  audiocassette 
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et  sur  disque  ASCII.”  Publié  aussi  en  anglais 
sous  le  titre:  Your  guide  to  summer  jobs. 

Pub.  Ont.  001617  Épuisé 

Centre  d’études  indépendantes 

A4878 

Annuaire.  1995/1996.  64,  68  p.  Annuel.  Titre  de 
la  p.  de  t.  addit.:  Course  guide.  Titre  de  la  couver- 
ture. Texte  en  français  et  en  anglais  disposé 
tête-bêche.  Formule  de  demande  insérée. 

A4879 

Le  carnet.  Vol.  2,  no  1 (automne  1994).  ill.  Titre 
de  départ. 

A4880 

Guide  de  l’élève.  1994/1995.  16,  16  p.  Titre  de 
la  p.  de  t.  addit.:  Student  guide.  Titre  de  la  cou- 
verture. Texte  en  français  et  en  anglais  disposé 
tête-bêche.  Publié  antérieurement  par  le  Minis- 
tère de  l’éducation. 

ISSN  0832-7254 

Direction  des  communications  et 
du  marketing 

A4881 

Le  point  sur  la  réforme  de  l’éducation,  avril 
1995.  [2,  2]  p.  Titre  de  la  couverture.  “De  nouvel- 
les bases  pour  l’éducation  en  Ontario”.  Texte  en 
français  et  en  anglais  disposé  tête-bêche.  Titre 
de  la  p.  de  t.  addit.:  Education  reform  update. 
ISBN  0-7778-4142-8 
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A4882 

Des  idées  brillantes  sur  les  ampoules  fluo- 
rescentes : un  guide  éclairé  sur  les  économies 
d’énergie  et  d’argent  grâce  à l’éclairage  fluores- 
cent. [1992?].  1 feuille  pliée  : ill.  Publié  aussi  en 
anglais  sous  le  titre:  Bright  ideas  about  fluores- 
cent lighting. 

Pub.  Ont.  001915  * Gratuit 
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A4883 

L’air  : où  en  est-on?  [1995?].  1 feuille  (pliée). 
PIBS  3341f.  Publié  aussi  en  anglais  sous  le  titre: 
Air  : how  are  we  doing. 


A4884 

Brigade  des  jeunes  environnementalistes  : 
directives  concernant  les  propositions  de 
projet  (annexe  B)  à l’intention  des  em- 
ployeurs. [Rev.].  [1994?].  9,  8,  9 p.  : 1 formule. 
Titre  de  la  couverture.  “1995-1996”.  Texte  en 
français  et  en  anglais  disposé  tête-bêche.  Titre 
de  la  p.  de  t.  addit.:  Environmental  Youth  Corps  : 
project  proposal  guidelines  (appendix  B)  for 
employer  use.  Titre  courant:  Directives  concer- 
nant les  propositions  de  projet  de  la  BJE  pour 
1995-1996. 

ISBN  0-7778-3645-9 

A4885 

La  contamination  des  lacs  : comment  proté- 
ger le  vôtre,  mars  1995.  2,  2 p.  (Le  point  sur-). 
Titre  de  départ.  Texte  en  français  et  en  anglais 
disposé  tête-bêche.  Titre  de  la  p.  de  t.  addit.: 
Seven  hints  on  protecting  your  lake.  PIBS  2199b. 

A4886 

Cours  de  certificat  de  vendeur  de  pesticides  : 
manuel.  c1995.  ii,  381  p.  : ill.,  formules.  Publié  en 
collab.  avec  le  Ministère  de  l’agriculture,  de  l’ali- 
mentation et  des  affaires  rurales  et  avec  l’Institut 
pour  la  protection  des  cultures.  Publié  aussi  en 
anglais  sous  le  titre:  Pesticide  vendor  certifica- 
tion course  manual.  Comprend  des  références 
bibliogr. 

ISBN  0-7778-3911-3  (corr.) 

A4887 

Les  déchets  : où  en  est-on?  [1995?].  1 feuille 
(pliée).  PIBS  3342f.  Publié  aussi  en  anglais  sous 
le  titre:  Waste  : how  are  we  doing. 

A4888 

Demande  de  subvention  pour  une  étude  de 
faisabilité.  [1995?].  [3]  p.  Titre  de  départ.  En  tête 
du  titre:  Programme  d’écologisation  industrielle. 
“Stratégie  éco-industrielle”.  PIBS  3065F.  Publié 
aussi  en  anglais  sous  le  titre:  Guidelines  for 
green  feasibility  study  grant. 

A4889 

L’eau  : où  en  est-on?  [1995?].  1 feuille  (pliée). 
PIBS  3340f.  Publié  aussi  en  anglais  sous  le  titre: 
Water  : how  are  we  doing. 

A4890 

L’évaluation  des  risques  pour  la  santé  dans 
le  contexte  de  l’approche  multimilieux,  mars 
1995.  2,  2 p.  (Le  point  sur-).  Titre  de  départ. 
Texte  en  français  et  en  anglais  disposé  tête- 
bêche.  Titre  de  la  p.  de  t.  addit.:  What  is  multime- 
dia health  risk  assessment?  PIBS  3350B. 

A4891 

Évaluation  des  risques  pour  la  santé  liés  à la 
contamination  par  le  mercure  : l'usine  ICI 
Forest  Products  de  Cornwall  : rapport  som- 
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maire,  mai  1995.  2,  [2],  2 p.  : cartes  géogra- 
phiques. Titre  de  la  couverture.  Texte  en  français 
et  en  anglais  disposé  tête-bêche.  Titre  de  la  p. 
de  t.  addit.:  Health  risk  assessment  of  mercury 
contamination  : ICI  Forest  Products  chlor-alkali 
plant,  Cornwall  : summary  report.  PIBS  3352B01. 

A4892 

Fiche  d’information  : le  premier  rapport 
d’étape  concernant  l’Accord  Canada-Onta- 
rio. [1995?].  3 p.  Titre  de  départ.  Publié  aussi  en 
anglais  sous  le  titre:  Backgrounder  : the 
Canada-Ontario  Agreement  first  annual  pro- 
gress report. 

A4893 

Les  frigorigènes  et  la  couche  d’ozone. 

[1994?].  9 p.  Titre  de  la  couverture.  En  tête  du 
titre:  Guide  du  consommateur.  PIBS  3103. 
Publié  aussi  en  anglais  sous  le  titre:  Refrigerants 
& the  ozone  layer. 

A4894 

Guide  de  la  consultation  du  public,  janv.  1994. 
ii,  92  [i.e.  98]  p.  : ili.,  formules.  Titre  de  la  couver- 
ture. PIBS  2819F.  Publié  aussi  en  anglais  sous  le 
titre:  Public  consultation  guide.  Comprend  des 
références  bibliogr. 

ISBN  0-7778-2622-4 

A4895 

Guide  de  la  législation  environnementale 
concernant  l’industrie  de  la  construction  de 
l’Ontario,  févr.  1995. 18  p.  Titre  de  la  couverture. 
PIBS  3301f.  Publié  aussi  en  anglais  sous  le  titre: 
A guide  to  environmental  legislation  affecting  the 
Ontario  construction  industry. 

ISBN  0-7778-4202-5 

A4896 

Guide  pour  la  consommation  du  poisson 
gibier  de  l’Ontario.  1995/1996.  13,  173  p.  : ill., 
cartes  géographiques.  Annuel.  Titre  de  la  p.  de  t. 
addit.:  Guide  to  eating  Ontario  sport  fish.  Texte 
en  français  et  en  anglais  disposé  tête-bêche. 
Publié  en  collab.  avec  le  Ministère  des  richesses 
naturelles. 

ISSN  0826-9653 

Pub.  Ont.  001980  D * Gratuit 

A4897 

L’indice  de  la  qualité  de  l’air  de  l’Ontario. 

[1995].  1 feuille  pliée.  PIBS  630f-01.  Publié  aussi 
en  anglais  sous  le  titre:  Ontario’s  air  quality 
index. 

A4898 

L’initiative  éco-communautaire.  [1994?].  [2]  p. 
sur  1 feuille.  “Stratégie  éco-industrielle”.  PIBS 
3275F.  Publié  aussi  en  anglais  sous  le  titre: 
Green  communities  initiative. 


A4899 

L’installation  de  pompes  de  puits  : puits  d’eau 
en  Ontario.  c1995.  8,  8 p.  : ill.  Titre  de  la  couver- 
ture. Texte  en  français  et  en  anglais  disposé 
tête-bêche.  Titre  de  la  p.  de  t.  addit.:  Installation 
of  well  pumps.  PIBS  594b. 

ISBN  0-7778-4493-1 

A4900 

Les  installations  d’égout  collectives.  c1994. 
24,  [1]  p.  : ill.  (certaines  en  coul.).  Titre  de  la 
couverture.  PIBS  2856F.  Publié  aussi  en  anglais 
sous  le  titre:  An  introduction  to  communal  sewage 
systems.  Comprend  des  références  bibliogr. 
ISBN  0-7778-3425-1 

A4901 

Un  mariage  heureux  : rapport  1993/94. 
[1995?].  8,  8 p.  Titre  de  la  couverture.  Texte  en 
français  et  en  anglais  disposé  tête-bêche.  Titre 
de  la  p.  de  t.  addit.:  Working  together.  Deux  bro- 
chures attachées.  PIBS  0841 B01  (corr.). 

A4902 

Le  mercure  dans  le  sol.  mars  1995.  2,  2 p.  (Le 
point  sur-).  Titre  de  départ.  Texte  en  français  et 
en  anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  Frequently  asked  questions  about  mercury 
in  soil.  PIBS  3351B. 

A4903 

Misez  sur  un  avenir  écologique  : votre  guide 
des  éco-emplois.  [1995].  17  p.  : ill.  en  coul.,  1 
formule,  portr.  Titre  de  la  couverture.  PIBS 
1688F01.  Publié  aussi  en  anglais  sous  le  titre: 
Put  your  mark  where  it  counts  : your  guide  to  a 
green  career.  Comprend  des  références  bibliogr. 

A4904 

Les  nouvelles  du  globe.  Vol.  5,  no  1 (printemps 
1995)-v.  5,  no  2 (été  1995).  ill.  Irrégulier.  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre:  The 
earth  news. 

ISSN  1183-1006 

A4905 

Ontario’s  green  industry  strategy  = La  straté- 
gie éco-industrielle  de  l’Ontario.  [1994].  1 porte- 
feuille (2  pièces)  : ill.,  1 portr.  “Stratégie  éco- 
industrielle”.  PIBS  2945B.  Publié  aussi  en 
anglais  sous  le  même  titre.  Dépouillement:  Stra- 
tégie de  développement  pour  l’industrie  onta- 
rienne de  l’environnement  : protection  de  l’envi- 
ronnement et  prospérité  - La  stratégie  de 
développement  pour  l’industrie  ontarienne  de 
l’environnement  : sommaire. 

A4906 

Optez  pour  le  naturel  : pratiquez  le  compos- 
tage! [réimprimé  1995?].  [5,  5]  p.  : ill.  en  coul. 
Titre  de  la  couverture.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  Choose  nature’s  way  : compost.  PIBS  665B. 
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A4907 

Pourquoi  afficher  sur  les  plages?  [Rev.]. 
[1995?].  1 feuille  pliée  : ill.  Texte  en  français  et  en 
anglais;  le  texte  anglais  se  trouve  au  verso.  Titre 
au  verso:  Why  beaches  are  posted  - . PI  BS  1550. 

A4908 

Premier  rapport  d’étape  en  vertu  de  l’Accord 
Canada-Ontario  concernant  l’écosystème  du 
bassin  des  Grands  Lacs  1994.  [1995?].  39  p.  : 
ill.  en  coul.  Titre  de  la  couverture.  Publié  en  col- 
lab.  avec  Environnement  Canada.  Publié  aussi 
en  anglais  sous  le  titre:  First  progress  report 
under  the  1 994  Canada  Ontario  Agreement  Res- 
pecting the  Great  Lakes  Basin  Ecosystem.  Com- 
prend des  références  bibliogr. 

A4909 

Le  Programme  de  dépollution  des  plages 
rurales,  sept.  1995.  3,  2 p.  (Le  point  sur-).  Titre 
de  départ.  Texte  en  français  et  en  anglais  dispo- 
sé tête-bêche.  Titre  de  la  p.  de  t.  addit.:  The 
Clean  Up  Rural  Beaches  (CURB)  Program. 
PIBS  1665b. 

A4910 

Programme  d’écologisation  domiciliaire  : 
marche  à suivre  pour  présenter  une  deman- 
de de  subvention.  [1995?].  [4]  p.  Titre  de 
départ.  “Stratégie  éco-industrielle”.  PIBS  3058F. 
Publié  aussi  en  anglais  sous  le  titre:  Home  green 
up  : proposed  guidelines. 

A4911 

Le  programme  d’écologisation  industrielle  à 
votre  service.  [1994?].  [3]  p.  Titre  de  départ. 
“Stratégie  éco-industrielle”.  PIBS  3061F.  Publié 
aussi  en  anglais  sous  le  titre:  Green  industrial 
analyses  and  retrofits  : can  we  help  you? 

A4912 

Programme  d’écologisation  industrielle  : 
projet-pilote  (1992-1993).  [1995?].  [3]  p.  Titre  de 
départ.  “Stratégie  éco-industrielle”.  PIBS  3062F. 
Publié  aussi  en  anglais  sous  le  titre:  Green 
industrial  analyses  pilot  program,  1992/93. 

A4913 

Programme  des  promesses  de  prévention  de 
la  pollution  : guide  des  prix  d’excellence. 

[1995?].  4,  4 p.  Texte  en  français  et  en  anglais 
disposé  tête-bêche.  Titre  de  la  p.  de  t.  addit.: 
Pollution  Prevention  Pledge  Program  : guide  to 
awards.  PIBS  2693b. 

A4914 

Publications  : consumer  information  = Publi- 
cations : information  à l’intention  du  consomma- 
teur. sept.  1995.  9,  9 p.  : formules.  Titre  de 
la  couverture.  Titre  de  départ:  Répertoire  des 
publications  à l’intention  du  consommateur. 
PIBS  2536E-01. 


A4915 

Publications  : programs  and  initiatives  = 

Publications  : programmes  et  initiatives,  sept. 
1995.  8,  8 p.  : formules.  Titre  de  la  couverture. 
Titre  de  départ:  Répertoire  des  programmes  et 
initiatives  du  Ministère.  PIBS  2536E-02. 

A4916 

Qu’est-ce  que  le  programme  d’écologisation 
domiciliaire?  [1995?].  [2]  p.  sur  1 feuille  : ill. 
“Stratégie  éco-industrielle”.  PIBS  3059F.  Publié 
aussi  en  anglais  sous  le  titre:  What  is  a home 
green  up  visit? 

A4917 

Rapport.  1993/1994.  31,  8,  8,  31  p.  : ill.  Sur  la 
couverture:  Écologisation  à l’oeuvre.  Titre  de  la 
couverture.  Texte  en  français  et  en  anglais  dis- 
posé tête-bêche.  Fait  suite  à:  Rapport  annuel. 
Deux  brochures  attachées.  PIBS  2831-01. 
Microfiche  5605-95  * f 2,00$  ( + TVP) 

A4918 

Rapport  annuel  : Comité  consultatif  de  la 
SMID.  7e  (1993/1994).  1 v.  (pag.  multiple).  En 
tête  du  titre:  SMID  : Stratégie  municipale  et 
industrielle  de  dépollution  : prévenir  la  pollution 
de  l’eau  à la  source.  L’année  d’activité  se  termi- 
ne le  31  mars.  Publié  aussi  en  anglais  sous  le 
titre:  Annual  report  : MISA  Advisory  Committee. 

A4919 

Rapports  de  gestion  des  déchets  et  plans  de 
réduction  : guide  à l’intention  des  entre- 
prises de  construction  et  de  démolition  : dis- 
positions du  Règlement  102/94  de  l’Ontario. 
[1995?].  iii,  31,  [4]  p.  : formules.  Titre  de  la  cou- 
verture. Sur  la  couverture:  3R.  PIBS  2481t. 
Publié  aussi  en  anglais  sous  le  titre:  A guide  to 
waste  audits  and  reduction  workplans  for  cons- 
truction and  demolition  projects.  Comprend  des 
références  bibliogr. 

A4920 

Rapports  de  gestion  des  déchets  et  plans  de 
réduction  : guide  à l’intention  des  secteurs 
industriel,  commercial  et  institutionnel  : dis- 
positions du  Règlement  102/94  de  l’Ontario. 
[1995?].  iii,  54,  [4]  p.  : formules.  Titre  de  la  cou- 
verture. Sur  la  couverture:  3R.  PIBS  2480f. 
Publié  aussi  en  anglais  sous  le  titre:  A guide  to 
waste  audits  and  reduction  workplans  for  indus- 
trial, commercial  and  institutional  sectors.  Com- 
prend des  références  bibliogr. 

A4921 

Rapports  de  gestion  des  emballages  et  plans 
de  réduction  : dispositions  de  Règlement  104/ 
94  de  l’Ontario.  [1995?].  iii,  38,  [13]  p.  : formules. 
Titre  de  la  couverture.  Sur  la  couverture:  3R.  “Un 
guide  à utiliser  conjointement  avec  le  document 
intitulé  L’audit  d’emballage  et  le  plan  de  réduc- 
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tion  des  emballages  publié  en  juin  1992  par  le 
Conseil  canadien  des  ministres  de  l’environne- 
ment (CCME).”  PIBS  2482f.  Publié  aussi  en 
anglais  sous  le  titre:  A guide  to  packaging  audits 
and  reduction  workplans. 

A4922 

Le  règlement  sur  l’emploi  des  frigorigènes 
fluorocarbonés.  mars  1994.  3,  3 p.  (Le  point 
sur-).  Titre  de  départ.  Texte  en  français  et  en 
! anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  A regulation  to  prevent  the  release  of  fluo- 
rocarbon refrigerants.  PIBS  2950b. 

A4923 

La  réglementation  de  l’emploi  des  substan- 
ces destructrices  d’ozone,  déc.  1994. 2 p.  suri 
feuille.  (Le  point  sur-).  PIBS  3315F.  Publié  aussi 
en  anglais  sous  le  titre:  Solvents  and  sterilants 
regulated. 

A4924 

Les  règlements  sur  les  effluents  des  usines 
sidérurgiques  et  des  centrales  électriques. 

mai  1995.  4 p.  (Le  point  sur-).  Titre  de  départ. 
Publié  aussi  en  anglais  sous  le  titre:  Clean  water 
regulations  proposed  for  the  iron  and  steel 
manufacturing  and  the  electric  power  generation 
sectors.  PIBS  3328F01. 

A4925 

Renseignements  importants  sur  la  construc- 
tion de  puits  : puits  d’eau  en  Ontario.  c1995.  6, 
6 p.  : ill.  Titre  de  la  couverture.  Texte  en  français 
et  en  anglais  disposé  tête-bêche.  Titre  de  la  p. 
de  t.  addit.:  Important  facts  about  water  well 
construction.  PIBS  587b. 

ISBN  0-7778-4494-X 

A4926 

Le  tri  à la  source  des  matières  recyclables  : 
guide  à l’intention  des  secteurs  industriel, 
commercial  et  institutionnel,  et  des  proprié- 
taires d’immeubles  résidentiels  : dispositions 
du  Règlement  103/94  de  l’Ontario.  [1995?].  iii, 
36  p.  Titre  de  la  couverture.  Sur  la  couverture: 
3R.  PIBS  2478f.  Publié  aussi  en  anglais  sous  le 
titre:  A guide  to  source  separation  of  recyclable 
materials  for  industrial,  commercial  and  institutional 
sectors  and  multi-unit  residential  buildings. 

A4927 

Les  unités  mobiles  de  surveillance  de  la  qua- 
lité l’air  [sic],  [réimprimé  1994?].  1 feuille  pliée  : 
ill.  Texte  en  français  et  en  anglais;  le  texte 
anglais  se  trouve  au  verso.  Titre  au  verso:  Air 
monitoring  on  the  road.  PIBS  1640b. 

Direction  des  communications  et 
des  affaires  publiques 

A4928 

Éco-nouvelles  : Sault  Ste.  Marie.  1995.  8 p.  : ill. 


Titre  de  départ.  PIBS  3296f01.  Publié  aussi  en 
anglais  sous  le  titre:  Green  gazette  : Sault  Ste. 
Marie. 

ISBN  0-7778-3678-5 
A4929 

Éco-nouvelles  : Sudbury.  1995.  8 p.  : ill.  Titre 
de  départ.  PIBS  3296f03.  Publié  aussi  en 
anglais  sous  le  titre:  Green  gazette  : Sudbury. 
ISBN  0-7778-3961 -X  (corr.) 

A4930 

Éco-zone  : le  magazine  écologique  des  jeu- 
nes. 1995.  30  p.  : ill.  (certaines  en  coul.).  Titre  de 
la  couverture.  PIBS  2628F01.  Publié  aussi  en 
anglais  sous  le  titre:  Green  zone  : an  environ- 
mental magazine  for  kids. 
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A4931 

Accès  et  équité.  Vol.  1,  no  1 (janv.  1995).  ill. 
Irrégulier.  Titre  de  la  p.  de  t.  addit.:  Access  & 
equity.  Titre  de  départ.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  “Ce  bulletin  est  aus- 
si disponible  sur  demande  en  gros  caractères  et 
sur  disquette.”  Cessé  de  paraître. 

ISSN  1201-4567 

A4932 

Comment  planifier  et  organiser  un  groupe 
échantillon  pour  les  personnes  âgées  : un 

manuel  à l’intention  du  personnel  et  des  bénévo- 
les travaillant  avec  les  personnes  âgées,  cl 995. 
42  p.  Publié  aussi  en  anglais  sous  le  titre:  How  to 
plan  and  organize  a focus  group  for  seniors. 
Comprend  des  références  bibliogr. 

ISBN  0-7778-4106-1 

A4933 

Distinctions  et  prix  de  l’Ontario,  réimprimé 
[1994].  1 feuille  pliée.  Texte  en  français  et  en 
anglais;  le  texte  anglais  se  trouve  au  verso.  Titre 
au  verso:  Ontario’s  honours  and  awards. 

ISBN  0-7778-0321-6 

A4934 

Making  equity  work  = La  marche  de  l’équité. 
c1995.  1 portefeuille  (14  pièces)  : ill.  Dépouille- 
ment: Aperçu  - Témoignages  - Secrétariat 
ontarien  à l’antiracisme  - trousse  d’information  - 
Corriger  les  problèmes  associés  au  racisme  sys- 
témique - Réseaux  consultatifs  communau- 
taires - Équité  dans  le  domaine  des  achats  - 
Examen  des  achats  de  services  de  consultation 
- Fondements  de  l’équité  - Allocation  de  res- 
sources aux  communautés  - Comités  consulta- 
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tifs  - Équité  dans  le  domaine  des  communica- 
tions - Liens  communautaires  - Achats  sans 
obstacles  - Recrutement  et  sélection  dans  le 
domaine  de  l’équité.  Publié  par  le  Secrétariat 
ontarien  à l’antiracisme. 

ISBN  0-7778-3862-1  * 27,00$ 

A4935 

Le  multiculturalisme  à l’approche  du  XXIe 
siècle  : rapport  sur  le  symposium  du  vingtiè- 
me anniversaire  / Conseil  consultatif  ontarien 
des  relations  civiques  et  multiculturelles,  nov. 
1994.  18,  18  p.  Texte  en  français  et  en  anglais 
disposé  tête-bêche.  Titre  de  la  p.  de  t.  addit.: 
Multiculturalism  towards  the  21st  century  : report 
on  a 20th  anniversary  symposium. 

ISBN  0-7778-3946-6 

Pub.  Ont.  005730  * Gratuit 

A4936 

Prix  d’excellence  pour  les  personnes  âgées 
de  l’Ontario.  1995.  [2,  2]  p.  : 1 formule.  Titre  de 
la  p.  de  t.  addit.:  Ontario  Senior  Achievement 
Awards.  Titre  de  la  couverture.  Titre  varie.  Texte 
en  français  et  en  anglais  disposé  tête-bêche. 
Publié  par  les  Distinctions  et  prix  de  l’Ontario. 

A4937 

Prix  d’initiatives  communautaires.  1995.  [5, 
5]  p.  En  tête  du  titre:  Appel  des  candidatures. 
Titre  de  la  couverture.  Texte  en  français  et  en 
anglais  disposé  tête-bêche. 

A4938 

Le  Programme  de  prix  Lincoln  M.  Alexander. 

[1995],  [4]  p.  : formules.  Titre  de  départ.  Texte  en 
français  et  en  anglais;  le  texte  anglais  se  trouve 
au  verso.  Titre  au  verso:  The  Lincoln  M.  Alexan- 
der Awards  Program. 

A4939 

Les  récompenses  pour  bénévoles,  1995. 

cl 995.  [2,  2]  p.  Titre  de  départ.  En  tête  du  titre: 
Volunteer  awards  = Distinctions  pour  bénévoles. 
Texte  en  français  et  en  anglais  disposé  tête- 
bêche.  Titre  de  la  p.  de  t.  addit.:  The  1995  volun- 
teer awards.  Publié  en  collab.  avec  le  Ministère 
de  la  Culture,  du  tourisme  et  des  loisirs. 

ISBN  0-7778-3689-0 

A4940 

Vivre  seul  et  en  harmonie  : guide  à l’intention 
des  aînés  qui  vivent  seuls.  c1995.  iii,  64  p.  Publié 
aussi  en  anglais  sous  le  titre:  Living  alone  and 
liking  it.  Comprend  des  références  bibliogr. 
ISBN  0-7778-4104-5 


Groupe  des  affaires  des  personnes 
âgées 

A4941 

Le  Groupe  des  affaires  des  personnes  âgées 
- notre  but  : améliorer  la  vie  des  personnes 
âgées.  [1994].  1 feuille  pliée.  Texte  en  français  et 
en  anglais;  le  texte  anglais  se  trouve  au  verso. 
Titre  au  verso:  The  Seniors’  Issues  Group  : hel- 
ping to  improve  the  lives  of  seniors. 

ISBN  0-7778-3505-3 

Pub.  Ont.  001854  D * Gratuit 

A4942 

Guide  de  recrutement  de  bénévoles  chez  les 
aînés  des  communautés.  c1995.  18  p.  Sur  la 
couverture:  Le  don  de  votre  temps.  Publié  aussi 
en  anglais  sous  le  titre:  A guide  to  recruiting 
senior  volunteers  in  your  community. 

ISBN  0-7778-4069-3 

A4943 

Ressources  éducatives  : travailler  avec  les 
personnes  âgées,  cl  995.  [15]  p.  Titre  de  la  cou- 
verture. Dans  une  pochette:  Description  de  nou- 
velles ressources  (1  feuille  pliée).  Publié  aussi 
en  anglais  sous  le  titre:  Educational  resources  : 
working  with  seniors. 

ISBN  0-7778-3945-8 

Pub.  Ont.  001992  * Gratuit 


MINISTÈRE  DES  AFFAIRES 
CIVIQUES,  DE  LA  CULTURE  ET 
DES  LOISIRS 


A4944 

Nouvelles  du  SBOS.  sept.  1995.  ill.  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre: 
SOLS  news.  Publié  par  le  Service  des  biblio- 
thèques de  l’Ontario-Sud. 

A4945 

Service  des  bibliothèques  de  l’Ontario  Sud, 
rapport  annuel.  1994/1995.  8 p.  : ill.  Titre  de  la 
couverture.  Publié  aussi  en  anglais  sous  le  titre: 
Southern  Ontario  Library  Service  annual  report. 
Publié  antérieurement  par  le  ministère  de  la  cul- 
ture, du  tourisme  et  des  loisirs.  Publié  par  le 
Service  des  bibliothèques  de  l’Ontario-Sud. 
ISBN  1-895491-71-1 


MINISTÈRE  DES  AFFAIRES  INTERGOUVERNEMENTALES 
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âgées 

A4946 

Colloque  bons  voisins  1995  : partenaires 
d’une  vision-  le  triomphe  de  l’esprit  commu- 
I nautaire  : le  lundi,  20  novembre  1995,  Best 
Western  Hotel  Carlton  Place  ...  . [1995].  7,  7 p.  : 
ill.,  cartes  géographiques,  formules.  Titre  de  la  p. 
de  t.  addit.:  1995  Good  Neighbours  Educational 
i Forum  : partners  through  vision  : the  triumph  of 
community  spirit.  Titre  de  la  couverture.  Texte  en 
j français  et  en  anglais  disposé  tête-bêche.  Sub- 
l ventionné  en  collab.  avec  la  Banque  royale  du 
Canada  et  avec  Consumers’  Gas  Company. 
ISBN  0-7778-4601-2 

' A4947 

Information  bons  voisins,  automne  1995.  ill. 
i Titre  de  départ.  Publié  aussi  en  anglais  sous  le 
titre:  Good  neighbours’  news.  Publié  antérieure- 
j ment  par  le  Ministère  des  affaires  civiques. 
ISSN  1203-0066  (corr.) 



MINISTÈRE  DES  AFFAIRES 
INTERGOUVERNEMENTALES 

A4948 

The  Order  of  Ontario  = L’Ordre  de  l’Ontario. 
1995.  [20]  p.  : portr.  Annuel. 

A4949 

La  population  ontarienne  veut  un  traitement 
équitable  de  la  part  du  gouvernement  fédé- 
ral. [Rev.],  avril  1995. 13, 11  p.  Titre  de  la  couver- 
ture. Texte  en  français  et  en  anglais  disposé 
tête-bêche.  Titre  de  la  p.  de  t.  addit.:  Ontarians 
expect  fairness  from  the  federal  government. 
Pub.  Ont.  001904  D * Gratuit 


MINISTÈRE  DES  AFFAIRES 
MUNICIPALES 


A4950 

L’aménagement  du  territoire  dans  le  nord  de 
l’Ontario.  c1995. 10  p.  (Bulletin  : l’aménagement 
du  territoire  en  réforme  en  Ontario  ; v 6).  Publié 
aussi  en  anglais  sous  le  titre:  Planning  in  nor- 
thern Ontario. 

Pub.  Ont.  105751  D * 5,00$ 

A4951 

Annuaire  municipal  de  l’Ontario.  1995.  vi, 
176  p.  Publié  en  collab.  avec  l’Association  des 


secrétaires  et  trésoriers  municipaux  de  l’Ontario. 
Publié  aussi  en  anglais  sous  le  titre:  Ontario 
municipal  directory. 

ISBN  0-921067-00-3 

A4952 

Les  autorisations.  c1995.  21,  [1]  p.  : ill.,  formu- 
les. (Bulletin  : l’aménagement  du  territoire  en 
réforme  en  Ontario  ; v 3).  Publié  aussi  en  anglais 
sous  le  titre:  Consents. 

Pub.  Ont.  105748  D * 5,00$ 

A4953 

Ensemble  complet  des  déclarations  de  princi- 
pes. [Rev.],  cl 995.  38  p.  : ill.,  cartes  géogra- 
phiques. “Approuvée  par  le  lieutenant-gouvernor 
en  conseil  en  vertu  du  décret  no  336/95  en  date 
du  15  février,  1995.”  Publié  aussi  en  anglais  sous 
le  titre:  Comprehensive  set  of  policy  statements. 
ISBN  0-7778-4059-6 

Pub.  Ont.  005646  D * Gratuit 

A4954 

La  gestion  des  coûts  dans  le  canton  de  Pitts- 
burgh. [1995?].  127  p.  : ill.  +1  vidéocassette  (9 
min  54  s).  Publié  aussi  en  anglais  sous  le  titre: 
Cost  management  in  Pittsburgh  Township.  Com- 
prend des  références  bibliogr. 

Pub.  Ont.  105820  * 25,00$ 

A4955 

Le  nouveau  système  d’aménagement  du  terri- 
toire en  Ontario.  Rev.  déc.  1994.  24  p.  : ill.  Sur  la 
couverture:  Responasbilisation  [sic]  des  munici- 
palités, protection  de  l’environnement,  rationalisa- 
tion de  l’aménagement  du  territoire.  “Bâtir  sur  du 
solide  : la  réforme  de  l’aménagement  du  territoire 
en  Ontario”.  Publié  aussi  en  anglais  sous  le  titre: 
Ontario’s  new  planning  system. 

ISBN  0-7778-3670-X 

Pub.  Ont.  001891  D * Gratuit 

A4956 

Les  plan  officiels  et  les  modifications.  c1995. 
31,  [2]  p.  : ill.,  formules.  (Bulletin  : l’aménage- 
ment du  territoire  en  réforme  en  Ontario  ; v 1). 
Publié  aussi  en  anglais  sous  le  titre:  Official 
plans  and  amendments. 

Pub.  Ont.  105746  D * 5,00$ 

A4957 

Les  plans  de  lotissement.  c1995.  24,  [1]  p.  : ill., 
formules.  (Bulletin  : l’aménagement  du  territoire 
en  réforme  en  Ontario  ; v 2).  Publié  aussi  en 
anglais  sous  le  titre:  Plans  of  subdivision. 

Pub.  Ont.  105747  D * 5,00$ 

A4958 

Rapport  du  Groupe  d’étude  provincial- 
municipal  constitué  dans  le  cadre  de 
l’accord  du  secteur  municipal  prévu  par  la 
Loi  sur  le  contrat  social.  1994.  xxi,  129  p.  Titre 
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de  la  couverture.  Président:  Allan  C.  Pilkey. 
Publié  aussi  en  anglais  sous  le  titre:  Report  of 
the  Provincial-Municipal  Task  Force  under  the 
Municipal  Sectoral  Agreement:  Social  Contract 
Act. 

A4959 

La  transition  au  nouveau  système  d’aména- 
gement du  territoire.  c1995. 19  p.:  ill.  (Bulletin  : 
l’aménagement  du  territoire  en  réforme  en 
Ontario  ; v 5).  Publié  aussi  en  anglais  sous  le 
titre:  Transition  to  the  new  planning  system. 
Pub.  Ont.  105750  D * 5,00$ 

A4960 

Le  zonage  et  les  dérogations  mineures. 

c1995.  24,  [2]  p.  : ill.,  formules.  (Bulletin  : l’amé- 
nagement du  territoire  en  réforme  en  Ontario  ; v 
4).  Publié  aussi  en  anglais  sous  le  titre:  Zoning 
and  minor  variances. 

Pub.  Ont.  105749  D * 5,00$ 

Direction  des  politiques  de 
planification  municipale 

A4961 

Sommaire  des  modifications  apportées  à la 
Loi  sur  l’aménagement  du  territoire  et  aux 
lois  connexes,  févr.  1995.  23  p.  “L’aménage- 
ment du  territoire  en  réforme  en  Ontario”.  Publié 
aussi  en  anglais  sous  le  titre:  Summary  of 
amendments  to  the  Planning  Act  and  related 
legislation. 

ISBN  0-7778-3827-3 

Pub.  Ont.  105815  D * 5,00$ 


MINISTÈRE  DES  AFFAIRES 
MUNICIPALES  ET  DU  LOGEMENT 


A4962 

Bulletin.  16  oct.  1995-19  déc.  1995.  6 no.  Irrégu- 
lier. Titre  de  départ.  Publié  aussi  en  anglais  sous 
le  titre:  Newsletter.  Publié  antérieurement  par  le 
Ministère  du  logement. 

A4963 

Définitions,  juil.  1995.  1 feuille.  Publié  aussi  en 
anglais  sous  le  titre:  Housing  definitions. 

A4964 

Fiche  d’information  : Loi  sur  les  redevances 
d’exploitation.  [1995].  [2]  feuillets.  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre:  Fact 
sheet  : Development  Charges  Act. 


A4965 

Fiche  d’information  : modifications  du  sys- 
tème d’aménagement  de  l’Ontario.  [1995].  [2] 
feuillets.  Titre  de  départ.  Publié  aussi  en  anglais 
sous  le  titre:  Fact  sheet  : changes  to  Ontario’s 
planning  process. 

A4966 

Fiche  d’information  : nouvelles  règles  con- 
cernant les  appartements  aménagés  dans 
les  maisons.  [1995].  1 feuille.  Publié  aussi  en 
anglais  sous  le  titre:  Fact  sheet  : new  rules  for 
apartments  in  houses. 

A4967 

Municipal  financial  information  = Information 
financière  des  municipalités.  1993.  1 v.  (pag. 
multiple).  Annuel.  En  majeure  ptie  des  tables. 
Publié  antérieurement  par  le  Ministère  des 
affaires  municipales. 

ISSN  1180-5994 

A4968 

Le  taux  légal  d’augmentation  des  loyers  de 
1996.  [1995].  [2]  p.  sur  1 feuille.  (Contrôle  des 
loyers).  Publié  aussi  en  anglais  sous  le  titre:  The 
1996  rent  control  guideline. 


Direction  des  finances  municipales 

A4969 

Municipal  financial  information  [fichier  d’ordi- 
nateur] = Information  financière  des  municipali- 
tés. 1993. 1 disque  d’ordinateur.  Annuel.  Titre  de 
l’écran-titre.  En  majeure  ptie  des  tables.  Publié 
antérieurement  par  le  Ministère  des  affaires 
municipales.  Versions  disponibles:  ASCII  (dis- 
quette 3.5  haute  densité),  WordPerfect  (disquet-  | 
te  3.5  haute  densité),  WordPerfect  5.1  (disquette  | 
3.5  haute  densité  ou  double  densité). 

ISSN  1198-2365 

Pub.  Ont.  205076  (ASCII);  205077  (WordPerfect 
6.0);  205078  (WordPerfect  5.1  haute  densité); 
205079  (WordPerfect  5.1  double  densité) 

* 12,00$  (+TVP)  pour  chaque  version 


Direction  ontarienne  du  bâtiment 


A4970 

Le  bulletin  action  construction.  No  18  (août 
1995).  Irrégulier.  Titre  de  la  p.  de  t.  addit.:  Buil- 
ding action  newsletter.  Titre  de  départ.  Texte  en 
français  et  en  anglais  disposé  tête-bêche.  Publié 
antérieurement  par  le  Ministère  du  logement. 
ISSN  0830-1409 


MINISTÈRE  DES  FINANCES 
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A4971 

Accord  international  sur  la  taxe  sur  les  car- 
burants : feuillet  de  renseignements.  c1994. 
[2,  2]  p.  Titre  de  départ.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  International  fuel  tax  agreement  : fact 

chppt 

ISBN  0-7778-3548-7 
A4972 

Budget  des  dépenses  de  la  province  de 
l’Ontario  pour  l’année  financière  se  termi- 
nant le  31  mars  ...  : volume  2. 1994/1995.  xxiii, 
19  p.  Titre  de  la  couverture:  Budget  des 
dépenses  : volume  2.  En  majeure  ptie  des 
tables.  Publié  aussi  en  anglais  sous  le  titre: 
Expenditure  estimates  of  the  Province  of  Ontario 
for  the  fiscal  year  ending  March  31 ...  : volume  2. 
ISSN  0835-5576 

Pub.  Ont.  005626  D * Gratuit 

Microfiche  5603-95  * 1 1 ,00$  ( + TVP) 

A4973 

Comptes  publics  de  l’Ontario.  États  finan- 
ciers. 1994/1995.  xii,  33  p.  : ill.  Sommaire  du: 
Comptes  publics  de  l’Ontario.  Volume  1.  Publié 
aussi  en  anglais  sous  le  titre:  Public  accounts  of 
Ontario.  Financial  statements. 

ISSN  0833-1189 

Pub.  Ont.  005690  Épuisé 

A4974 

Comptes  publics  de  l’Ontario.  Volume  1. 
Annexes,  états  financiers  des  ministères. 

1994/1995.  1 v.  (pag.  multiple).  Publié  aussi  en 
anglais  sous  le  titre:  Public  accounts  of  Ontario. 
Volume  1.  Schedules,  ministry  statements. 

ISSN  0833-1189 

Pub.  Ont.  105919  Épuisé 

A4975 

Comptes  publics  de  l’Ontario.  Volume  2. 
États  financiers  des  sociétés  de  la  Couronne, 
conseils,  commissions.  1994/1995.  vii,  181, 
94,  92  p.  Publié  aussi  en  anglais  sous  le  titre: 
Public  accounts  of  Ontario.  Volume  2.  Financial 
statements  of  crown  corporations,  boards,  com- 
missions. 

ISSN  0833-1189  (corr.) 

Pub.  Ont.  105920  Épuisé 

A4976 

Comptes  publics  de  l’Ontario.  Volume  3. 
Détail  des  dépenses.  1994/1995.  220  p.  Publié 
aussi  en  anglais  sous  le  titre:  Public  accounts  of 
Ontario.  Volume  3.  Details  of  expenditure. 

ISSN  0833-1189  (corr.) 

Pub.  Ont.  105921  Épuisé 


A4977 

Les  coopératives  en  Ontario  : comment 
constituer  une  coopérative.  [1994?].  40  p. 
Titre  de  la  couverture.  Publié  aussi  en  anglais 
sous  le  titre:  Co-operatives  in  Ontario  : guide  to 
setting  up  a co-operative.  Publié  par  les  Servi- 
ces de  développement  des  coopératives. 

A4978 

Les  coopératives  en  Ontario  : constituer  une 
coopérative  en  personne  morale  avec  capital 
social,  sept.  1994.  22,  [19]  p.  : formules.  Titre  de 
la  couverture.  Publié  aussi  en  anglais  sous  le 
titre:  Co-operatives  in  Ontario  : incorporating  a 
co-operative  with  share  capital.  Publié  par  les 
Services  de  développement  des  coopératives. 

A4979 

Les  coopératives  en  Ontario  : constituer  une 
coopérative  en  personne  morale  sans  capital 
social,  sept.  1994.  21,  [17]  p.  : formules.  Titre  de 
la  couverture.  Publié  aussi  en  anglais  sous  le 
titre:  Co-operatives  in  Ontario  : incorporating  a 
co-operative  without  share  capital.  Publié  par  les 
Services  de  développement  des  coopératives. 

A4980 

Les  coopératives  en  Ontario  : exigences  en 
matière  de  dépôt  de  tenue  de  dossier. 

[1994?].  13,  [36]  p.  : formules.  Titre  de  la  couver- 
ture. Publié  aussi  en  anglais  sous  le  titre:  Co- 
operatives in  Ontario  : filing  requirements  and 
record-keeping.  Publié  par  les  Services  de  déve- 
loppement des  coopératives. 

A4981 

Les  coopératives  en  Ontario  : exigences 
légales.  [1994?].  41  p.  Titre  de  la  couverture. 
Publié  aussi  en  anglais  sous  le  titre:  Co- 
operatives in  Ontario  : legal  requirements. 
Publié  par  les  Services  de  développement  des 
coopératives. 

A4982 

Les  coopératives  en  Ontario  : guide  des  pro- 
grammes gouvernementaux,  sept.  1994.  38  p. 
Titre  de  la  couverture.  Publié  aussi  en  anglais 
sous  le  titre:  Co-operatives  in  Ontario  : guide  to 
government  programs.  Publié  par  les  Services 
de  développement  des  coopératives. 

A4983 

Exposé  économique  et  financier,  1995  / Ernie 
Eves.  nov.  1995.  91,  [61]  p.  : ill.  Publié  aussi  en 
anglais  sous  le  titre:  1995  fiscal  and  economic 
statement. 

Pub.  Ont.  005713  * Gratuit 

A4984 

Guide  d’actionnariat  des  employé(e)s  : Pro- 
gramme ontarien  d’investissement  et  d’action- 
nariat des  employé(e)s  pour  les  groupes 
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d’employé(e)s  investisseurs.  Rev.  cl 995.  5,  5 p. 
Titre  de  la  couverture.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  Employee  ownership  guide. 

ISBN  0-7778-3698-X 

A4985 

Guide  du  Fonds  d’investissement  des  tra- 
vailleurs : Programme  ontarien  d’investisse- 
ment et  d’actionnariat  des  employé(e)s  pour  les 
investisseurs  indépendants.  Rev.  cl 995.  5,  5 p. 
Titre  de  la  couverture.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  Labour  sponsored  investment  fund  guide. 
ISBN  0-7778-3699-8 

A4986 

L’imposition  des  corporations  : guide  de 
base.  [1995],  c1989.  24,  24  p.  Titre  de  la  p.  de  t. 
addit.:  Corporations  tax  : a basic  guide.  Titre  de 
la  couverture.  Texte  en  français  et  en  anglais 
disposé  tête-bêche. 

ISBN  0-7778-4205-X 

A4987 

Les  obligations  d’épargne  de  l’Ontario  : pour 
vous,  pour  tout  le  monde.  [1994?].  1 feuille 
pliée.  Texte  en  français  et  en  anglais;  le  texte 
anglais  se  trouve  au  verso.  Titre  au  verso:  Onta- 
rio Savings  Bonds  : for  you,  for  everyone. 

A4988 

Perspectives  financières  et  réduction  des 
dépenses  de  l’Ontario  / Ernie  Eves.  juil.  1995. 
9,  7 p.  Titre  de  la  couverture.  Publié  aussi  en 
anglais  sous  le  titre:  Ontario  fiscal  overview  and 
spending  cuts. 

A4989 

Plan  budgétaire  de  l’Ontario  de  1995  / Floyd 
Laughren.  cl  995.  51  p.  : ill.  Titre  de  la  couverture 
varie  légèrement.  Publié  aussi  en  anglais  sous 
le  titre:  1995  Ontario  budget  plan. 

ISBN  0-7778-4149-5 

Pub.  Ont.  001910  D Épuisé 

A4990 

Points  saillants  du  plan  budgétaire  de  1995  / 

Floyd  Laughren.  c1995. 11  p.  : ill.  Titre  de  la  cou- 
verture: Points  saillants  : plan  budgétaire  de 
l’Ontario,  1995.  Publié  aussi  en  anglais  sous  le 
titre:  Highlights  of  the  1995  budget  plan. 

ISBN  0-7778-4151-7 

Pub.  Ont.  001944  D * Gratuit 

A4991 

Profil  des  circonscriptions  électorales  pro- 
vinciales de  l’Ontario  d’après  les  données  du 
recensement  de  1991.  avril  1995.  [290]  p.  En 
majeure  ptie  des  tables.  Publié  aussi  en  anglais 
sous  le  titre:  Profile  of  Ontario’s  provincial  electo- 
ral districts  based  on  1991  census  data. 

ISBN  0-7778-4099-5 
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A4992 

Le  progrès.  Vol.  I,  no  2 (printemps  1995).  ill. 
Titre  de  la  p.  de  t.  addit.:  Progress.  Titre  de  la 
couverture.  “La  revue  sur  les  innovations  dans  le 
secteur  parapublic”.  Texte  en  français  et  en 
anglais  disposé  tête-bêche. 

ISSN  1198-9750 

Pub.  Ont.  105611  (v.  1,  no.  2)  * 2,00$  ; 

A4993 

Le  projet  de  loi  134  et  les  mutuelles  agricoles. 

[1995?].  [2]  p.  sur  1 feuille.  (Renseignements 
généraux).  Publié  aussi  en  anglais  sous  le  titre: 
Bill  134  and  farm  mutuals. 

A4994 

Régime  d’épargne-logement  de  l’Ontario  : 
guide  d’information  : “pour  votre  premier  chez- 
vous”.  [Rev.],  cl 995. 12, 12  p.  Titre  de  la  couver- 
ture.  Texte  en  français  et  en  anglais  disposé  tête- 
bêche.  Titre  de  la  p.  de  t.  addit.:  Ontario  Home 
Ownership  Savings  Plan  : information  guide. 

ISBN  0-7778-3700-5 

A4995 

RELANCEjeunesse  : donner  un  air  de  jeu- 
nesse à votre  entreprise.  c1995.  15  p.  : ill. 
Publié  aussi  en  anglais  sous  le  titre:  JUMPstart  : 
giving  business  a youthful  advantage. 

ISBN  0-7778-4153-3 

Pub.  Ont.  001911  D Épuisé 

A4996 

Retour  au  travail  et  l’avenir  de  l’Ontario  : 
votre  guide  pour  la  préparation  du  budget  de  j 
1995.  [1995].  22,  [1]  p.  : ill.  Titre  de  la  couverture.  | 
Publié  aussi  en  anglais  sous  le  titre:  Ontario  on 
the  job  and  looking  ahead  : your  guide  to  the 
1995  budget. 

ISBN  0-7778-3587-8 

Pub.  Ont.  001532  D * Gratuit  II 

A4997 

Tax  enforcement  bulletin.  Inculpations  1994.  j 
6 p.  Titre  de  départ.  Texte  en  français.  Publié  | 
aussi  en  anglais  sous  le  même  titre. 

A4998 

Votre  guide  des  crédits  d’impôt  de  l’Ontario  N 
et  du  programme  de  réduction  de  l’impôt  de  j 
l’Ontario.  [1994].  12, 12  p.  Titre  de  la  couverture. 
Texte  en  français  et  en  anglais  disposé  tête-  H 
bêche.  Titre  de  la  p.  de  t.  addit.:  Your  guide  to 
Ontario  tax  credits  & the  Ontario  Tax  Reduction 
Program. 

ISBN  0-7778-3347-6 

Bureau  des  politiques  écono/miques 

A4999 

Comptes  économiques  de  l’Ontario,  janv.  1995- 
sept.  1995. 4 no.  ill.  Titre  de  départ.  Publié  aussi  en 
anglais  sous  le  titre:  Ontario  economic  accounts.  | 


MINISTÈRE  DES  RICHESSES  NATURELLES 

Caisse  d’épargne  de  l’Ontario 

A5000 

Dépôts  à court  terme  : planification  flexible, 
taux  concurrentiels,  choix  d’échéance,  options 
de  renouvellement  souples,  encaissables  : tous 
les  fonds  déposés  sont  garantis  par  la  province 
de  l’Ontario.  [1995?].  1 feuille  pli-ee.  Texte  en 
français  et  en  anglais;  le  texte  anglais  se  trouve 
au  verso.  Titre  au  verso:  Short  term  deposits. 

Direction  de  l’imposition  des 
compagnies 

A5001 

Bulletin  de  renseignements.  No  2745F  (sept. 
1993).  Irrégulier.  Publié  aussi  en  anglais  sous  le 
titre:  Information  bulletin.  Fait  suite  à:  Informa- 
tion bulletin  = Bulletin  de  renseignments. 

Direction  des  crédits  d’impôt  et 
des  subventions 

A5002 

GAINS  full  tables  = RRAG  tableaux  complets, 
avril  à juin  1995-oct.  à déc.  1995.  Trimestriel. 
“Régime  de  revenu  annuel  garanti  pour  les 
personnes-âgées  de  l’Ontario”. 

A5003 

GAINS  summary  tables  = RRAG  tableaux 
sommaires,  avril  à juin  1995-oct.  à déc.  1995. 
Trimestriel.  “Régime  de  revenu  annuel  garanti 
pour  les  personnes  âgées  de  l’Ontario”. 

Direction  des  services  aux  caisses 
populaires  et  aux  coopératives 

A5004 

Les  caisses  populaires  et  credit  unions  : insti- 
tutions financières  coopératives  de  l’Ontario. 

[1994],  8,  8 p.  Titre  de  la  couverture.  Texte  en 
: français  et  en  anglais  disposé  tête-bêche.  Titre  de 
la  p.  de  t.  addit.:  Credit  unions  and  caisses 
populaires  : Ontario’s  co-operative  financial  in- 
stitutions. 

ISBN  0-7778-3310-7 
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A5005 

Access  management  strategy  in  the  Magpie 
Forest  (Dubreuilville  area)  = Stratégie  de  ges- 
tion d’accès  dans  la  forêt  Magpie  (région  de 
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Dubreuilville).  Rev.  c1994. 1 feuille  (pliée)  : 1 car- 
te géographique  en  coul.  MNR  4637. 

ISBN  0-7778-3270-4 

A5006 

Actualités  de  la  chasse  à l’orignal.  1995.  [14, 
14]  p.  Titre  de  la  p.  de  t.  addit.:  Moose  hunter’s 
fact  sheet.  Titre  varie.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  MNR  4296. 

ISSN  0843-7580 

A5007 

Les  agentes  et  agents  de  protection-  c’est 
leur  nature.  c1995.  9,  9 p.  : ill.,  formules.  Titre  de 
la  couverture.  “Supplément  du  Programme  de 
formation  du  ministère  des  Richesses  naturelles 
pour  les  programmes  Atout-Faune,  Objectif  forêts 
et  Petit  poisson  deviendra  grand!”.  “Canada 
Ontario  entente  de  développement  du  nord  de 
l’Ontario”.  Texte  en  français  et  en  anglais  disposé 
tête-bêche.  Titre  de  la  p.  de  t.  addit.:  Conservation 
officers-  it’s  their  nature.  MNR  50247. 

ISBN  0-7778-3851-6 

A5008 

Algonquin  Provincial  Park  in  winter  = L’hiver 
dans  le  Parc  provincial  Algonquin.  1994/1995. 1 
feuille  (pliée)  : ill.,  cartes  géographiques  en  coul. 
Publié  en  collab.  avec  Algonquin  Outfitters  et 
Bear  Trail  Inn  Resort.  MNR  3981. 

ISSN  1183-0034 

A5009 

Les  arbres  à cavités  servent  de  refuge  à la 
faune.  c1995.  [4]  p.  : ill.  (Bulletin  de  diffusion, 
ISSN  1198-6360).  Titre  de  départ.  Publié  en  col- 
lab. avec  le  Centre  de  ressources  pour  proprié- 
taires fonciers.  “Agdex  487/365”.  MNR  50515-1. 
Publié  aussi  en  anglais  sous  le  titre:  Cavity  trees 
are  refuges  for  wildlife. 

A5010 

Awenda  Provincial  Park  : information  guide  = 

Le  parc  provincial  Awenda  : guide  d’information. 
1995.  30,  [2]  p.  : ill.,  cartes  géographiques  (1  en 
coul.).  Titre  de  la  couverture.  Publié  en  collab. 
avec  Star  Community  Newspapers.  MNR  4119. 
ISSN  1181-6007 

A5011 

Les  bienfaits  des  brise-vent,  cl 995.  [4]  p.  : ill. 
(Bulletin  de  diffusion,  ISSN  1198-6360).  Titre  de 
départ.  Publié  en  collab.  avec  le  Centre  de  res- 
sources pour  propriétaires  fonciers  et  avec  l’Uni- 
versité de  Toronto.  “Agdex  573”.  MNR  50515-1. 
Publié  aussi  en  anglais  sous  le  titre:  The  benefits 
of  windbreaks. 

A5012 

Bon  Echo  Provincial  Park  = Parc  provincial  Bon 
Echo.  Rev.  cl 995. 1 feuille  (pliée)  : ill.  (certaines  en 
coul.),  cartes  géographiques  en  coul.  MNR  5529. 
ISBN  0-7778-3471-5 
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A5013 

Brochure  du  Sentier  de  Lonesome  Bog  : Parc 
provincial  Esker  Lakes.  [1995].  15,  [1]  p.  : ill.,  1 
carte  géographique.  Titre  de  la  couverture.  MNR 
4222-1.  Publié  aussi  en  anglais  sous  le  titre:  A 
guide  to  Lonesome  Bog  Trail  : Esker  Lakes  Pro- 
vincial Park. 

ISBN  0-7778-4307-2 

A5014 

Bronte  Creek  Provincial  Park  = Parc  provincial 
Bronte  Creek.  Rev.  c1995.  1 feuille  (pliée)  : ill. 
(certaines  en  coul.),  cartes  géographiques  en 
coul.  MNR  5545. 

ISBN  0-7778-3472-3 

A5015 

Brûlage  dirigé  dans  les  cantons  de  Carmody 
et  de  Doucett  : rapport  préliminaire,  sept. 
1995.  16,  [33]  p.  : ill.,  cartes  géographiques,  1 
formule.  Titre  de  la  couverture.  Publié  aussi  en 
anglais  sous  le  titre:  Carmody  and  Doucett  pres- 
cribed burn  : preliminary  report. 

A5016 

Bulletin  d’actualités  : brûlages  dirigés,  oct. 
1995.  [2]  feuillets.  (Fact  sheet  = Actualités).  Titre 
de  départ.  Publié  aussi  en  anglais  sous  le  titre: 
Fact  sheet  : prescribed  burning. 

A5017 

Bulletin  d’actualités  sur  la  chasse  au  che- 
vreuil. 1995.  6,  6 p.  Annuel.  Titre  de  la  p.  de  t. 
addit.:  Deer  hunter’s  fact  sheet.  Titre  de  départ. 
Titre  varie.  Texte  en  français  et  en  anglais  dispo- 
sé tête-bêche.  MNR  5471. 

ISSN  0843-4999 

A5018 

Bulletin  de  foresterie.  No  1 (1994).  ill.  Trimes- 
triel. Sur  la  couverture:  SCF-Ontario.  Titre  de  la 
couverture.  “La  préparation  et  la  publication  du 
bulletin  sont  financées  grâce  au  Programme  de 
foresterie  du  Nord  de  l’Entente  de  développe- 
ment du  Nord  de  l’Ontario.”  Publié  en  collab. 
avec  Ressources  naturelles  Canada,  Service 
canadien  des  forêts.  Publié  aussi  en  anglais 
sous  le  titre:  Forestry  newsletter. 

ISSN  0825-1789  (corr.) 

A5019 

La  campagne  de  lutte  contre  la  rage  du  raton 
laveur  dans  la  région  du  Niagara,  mai  1995.  3 
feuillets.  Titre  de  départ.  En  tête  du  titre:  La  rage. 
Publié  aussi  en  anglais  sous  le  titre:  Anti- 
raccoon  rabies  campaign  in  Niagara  region. 

A5020 

Canisbay  campground  : Algonquin  Provin- 
cial Park  = Terrain  de  camping  Canisbay  : Parc 
provincial  Algonquin.  Rev.  c1995. 1 feuille  pliée  : 
cartes  géographiques  (1  en  coul.).  MNR  5944. 
ISBN  0-7778-3918-0 
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A5021 

Charges  de  grenaille  d’acier  pour  la  chasse 
au  gibier  d’eau,  août  1995.  [2]  p.  sur  1 feuille. 
“Reproduit ...  avec  la  permission  de  CONSEP  et 
du  Fish  and  Wildlife  Service  des  États-Unis.” 
Texte  en  français  et  en  anglais;  le  texte  anglais 
se  trouve  au  verso.  Titre  au  verso:  Proven  steel 
shot  loads  for  waterfowl. 

A5022 

Comment  empêcher  les  ratons  laveurs  de 
s’établir  sur  votre  propriété.  [Rev.],  mai  1995. 

2 feuillets.  Titre  de  départ.  En  tête  du  titre:  La 
rage.  Publié  aussi  en  anglais  sous  le  titre:  Dis- 
courage raccoons  from  moving  in. 

A5023 

Comment  reconnaître  les  symptômes  de  la 
rage  du  raton  laveur.  [Rev.],  mai  1995.  2 feuil- 
lets. Titre  de  départ.  En  tête  du  titre:  La  rage. 
Publié  aussi  en  anglais  sous  le  titre:  Reco- 
gnizing the  symptoms  of  raccoon  rabies. 

A5024 

Comment  s’appelle  ce  poisson?  [1993?].  [2]  p. 
sur  1 feuille  : ill.  Text  en  français  et  en  anglais;  le 
texte  anglais  se  trouve  au  verso.  Titre  au  verso: 
Name  that  fish! 

A5025 

Contrôle  de  la  végétation  à l’aide  d’un  vapori- 
sateur dorsal.  c1994.  [4]  p.  : ill.  (Bulletin  de  diffu- 
sion, ISSN  1198-6360  (corr.)).  Titre  de  départ. 
Publié  en  collab.  avec  le  Centre  de  ressources 
pour  propriétaires  fonciers.  “Agdex  327/645”.  ' 
MNR  50515-1.  Publié  aussi  en  anglais  sous  le 
titre:  Using  a backpack  herbicide  sprayer  to  con-  - 
trol  weeds.  Publié  par  l’unité  de  transmission  : 
des  résultats  scientifiques  et  techniques  du  sud 
de  l’Ontario. 

A5026 

Coon  Lake  campground  : Algonquin  Provin- 
cial Park  = Terrain  de  camping  Coon  Lake  : Parc 
provincial  Algonquin.  Rev.  c1995. 1 feuille  pliée  : 
ill.,  cartes  géographiques  en  coul.  MNR  5938. 
ISBN  0-7778-3923-7 

A5027 

Le  corbeau.  Vol.  3,  no  1 (27  avril  1995)-v.  3,  no 
12  (7  sept.  1995).  ill.  Titre  de  départ.  “Nouvelles 
du  parc  Algonquin”. 

A5028 

Darlington  Provincial  Park  = Parc  provincial 
Darlington.  Rev.  c1995. 1 feuille  pliée  : ill.  (certai-  ; 
nés  en  coul.),  cartes  géographiques  en  coul. 
MNR  5696. 

ISBN  0-7778-3444-8 

A5029 

Direction  90-  étape  1995.  c1994. 18, 18  p.  Titre 
de  la  couverture.  Texte  en  français  et  en  anglais 
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disposé  tête-bêche.  Titre  de  la  p.  de  t.  addit.: 
Direction  ’90s-  : moving  ahead  1995.  MNR  4434-1 . 
ISBN  0-7778-3253-4 

A5030 

Disponibilité  des  lots  de  la  Couronne  pour  la 
construction  de  chalets.  1995.  [6]  feuillets  : 1 
carte  géographique.  Titre  de  la  couverture. 
Publié  aussi  en  anglais  sous  le  titre:  Available 
Crown  cottage  lots. 

A5031 

Entente  de  développement  du  nord  de  l’Onta- 
rio, Programme  de  foresterie  du  nord  : recueil 
des  projets  : approuvés  en  vertu  de  la  première 
demande  de  propositions  faite  par  Forêts  Canada 
en  vertu  des  sous-programmes  suivants  : recher- 
che appliquée,  développement  et  transfert  de 
technologie,  et  systèmes  d’aide  à la  décision  / 
R.L.  Macnaughton.  1994.  xi,  72  p.  (EDNO/PFN 
rapport  technique,  ISSN  1195-2334  ; TR-1F). 
Comprend  un  résumé  en  anglais.  “Ce  rapport  a 
été  financé  grâce  au  Programme  de  foresterie  du 
Nord  (PFN)  découlant  de  l’Entente  de  développe- 
ment du  nord  de  l’Ontario  (EDNO).”  Publié  en 
collab.  avec  Ressources  naturelles  Canada,  Ser- 
vice canadien  des  forêts.  Publié  aussi  en  anglais 
sous  le  titre:  Northern  Ontario  Development 
Agreement,  Northern  Forestry  Program  : com- 
pendium of  projects. 

ISBN  0-662-99890-1 

A5032 

Ententes  de  gestion  forestière  : révisions 
quinquennales.  1987-1992.  272  p.  : ill.,  1 carte 
géographique.  Sous-titre  varie.  MNR  50684-1. 
Publié  aussi  en  anglais  sous  le  titre:  Forest 
management  agreements. 

ISSN  0838-3294 

A5033 

L’érable  à sucre,  cl 995.  [4]  p.  : ill.  (Bulletin  de 
diffusion,  ISSN  1198-6360).  Titre  de  départ. 
Publié  en  collab.  avec  le  Centre  de  ressources 
pour  propriétaires  fonciers  et  avec  le  Sir  Sandford 
Fleming  College.  “Agdex  330”.  MNR  50515-1. 
Publié  aussi  en  anglais  sous  le  titre:  Sugar  maple. 

A5034 

Esker  Lakes.  [1995].  3,  [2],  3 p.  : cartes  géogra- 
phiques. Titre  de  départ.  En  tête  du  titre:  Parc 
provincial  Esker  Lakes.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  Esker  Lakes.  MNR  4617. 

ISBN  0-7778-3971-7 

A5035 

Examen  du  programme  de  brûlage  dirigé, 
1995.  [1995],  19,  [66]  p.  : ill.  (certaines  en  coul.), 
cartes  géographiques.  Titre  de  la  couverture. 
Sommaire  inséré.  Publié  aussi  en  anglais  sous 
le  titre:  Prescribed  burn  program  review,  1995. 
Comprend  des  références  bibliogr. 


A5036 

Exponential  fertilization  of  white  spruce 
greenhouse  transplants  at  Orono  Nursery  = 

Fertilisation  exponentielle  de  plants  repiqués 
d’épinette  blanche  à la  pépinière  d’Orono  / par 
Brad  Miller ...  [et  al.].  c1995. 13  p.  (Nursery  notes 
= Bulletin  sur  les  pépinières,  ISSN  0228-3719  ; 
no  130).  Titre  de  départ.  MNR  5738.  Comprend 
des  références  bibliogr. 

A5037 

Ferris  Provincial  Park  = Parc  provincial  Ferris. 
Rev.  c1995.  1 feuille  pliée  : ill.  (certaines  en 
coul.),  cartes  géographiques  en  coul.  MNR  5679. 
ISBN  0-7778-3445-6 

A5038 

Fitzroy  Provincial  Park  = Parc  provincial  Fitz- 
roy.  Rev.  c1995. 1 feuille  pliée  : ill.  (certaines  en 
coul.),  cartes  géographiques.  MNR  5553. 

ISBN  0-7778-3446-4 

A5039 

Fonds  en  fiducie,  févr.  1995.  2 p.  sur  1 feuille. 
(Fact  sheet  = Actualités).  Publié  aussi  en  anglais 
sous  le  titre:  Trust  funds. 

A5040 

Forêt  ancienne  du  lac  Obabika  Nord.  févr. 
1995.  3,  [2]  p.  : cartes  géographiques.  (Fact 
sheet  = Actualités).  Titre  de  départ.  Publié  aussi 
en  anglais  sous  le  titre:  Obabika  Lake  North  old 
growth  forest. 

A5041 

Forêt  régionale  de  Durham,  zone  de  démons- 
tration. [1995].  1 feuille  pliée  : ill.,  cartes  géogra- 
phiques. Texte  en  français  et  en  anglais;  le  texte 
anglais  se  trouve  au  verso.  Titre  au  verso:  The 
Durham  Regional  Forest  and  demonstration 
area.  Publié  en  collab.  avec  Durham  Region  et 
avec  Durham  Board  of  Education.  MNR  50769. 
ISBN  0-7778-4561 -X 

A5042 

Fun  fishing  lines  = La  pêche  au  plaisir.  [1993?]. 
1 feuille  : ill. 

A5043 

Fushimi  Lake  Provincial  Park  = Parc  provin- 
cial Fushimi  Lake.  Rev.  c1995. 1 feuille  pliée  : ill., 
cartes  géographiques  en  coul.  MNR  5706. 

ISBN  0-7778-3447-2 

A5044 

Gestion  de  jeunes  peuplements  de  feuillus 
pour  produire  des  billes  de  sciage.  c1995. 
[4]  p.  : ill.  (Bulletin  de  diffusion,  ISSN  1198-6360). 
Titre  de  départ.  Publié  en  collab.  avec  le  Centre 
de  ressources  pour  propriétaires  fonciers. 
“Agdex  325”.  MNR  50515-1.  Publié  aussi  en 
anglais  sous  le  titre:  Managing  young  hardwood 
stands  for  sawlog  production.  Comprend  des 
références  bibliogr. 
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A5045 

Greenwater  Provincial  Park  = Parc  provincial 
Greenwater.  Rev.  cl 995. 1 feuille  pliée  : ill.  (certai- 
nes en  coul.),  cartes  géographiques.  MNR  5559. 
ISBN  0-7778-3448-0 

A5046 

Groupe  de  travail  sur  la  rage  du  raton  laveur 
en  Ontario,  mai  1995. 3 feuillets.  Titre  de  départ. 
En  tête  du  titre:  La  rage.  Publié  aussi  en  anglais 
sous  le  titre:  Ontario  Raccoon  Rabies  Task  Force. 

A5047 

Groupe  d’étude  sur  les  brûlages  dirigés,  oct. 
1995. 1 feuille.  (Fact  sheet  = Actualités).  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre: 
Prescribed  burn  review  team. 

A5048 

Guide  des  semaines  de  promotion  de  l’envi- 
ronnement. 1995.  [2]  p.  Titre  de  la  couverture. 
MNR  4805-1.  Publié  aussi  en  anglais  sous  le 
titre:  Guide  to  environmental  advocacy  weeks. 

A5049 

Guide  sur  la  moule  zébrée  à l’intention  des 
plaisanciers,  [réimprimé]  1995.  [7,  7]  p.  : ill.  Titre 
de  la  couverture.  Texte  en  français  et  en  anglais 
disposé  tête-bêche.  Titre  de  la  p.  de  t.  addit.: 
Zebra  mussels  : boater’s  guide.  MNR  4682. 
ISBN  0-7729-8708-4 

A5050 

A guide  to  common  plants  of  the  boreal  forest 
provincial  parks  : northeast  region  provincial 
parks  = Brochure  des  plantes  communes  de  la 
forêt  boréale  dans  les  parcs  provinciaux  : parcs 
provinciaux  de  la  région  nord-est.  c1995. 17  p.  : ill. 
Titre  de  la  couverture.  MNR  50733. 

ISBN  0-7778-4368-4 

A5051 

Halfway  Lake  Provincial  Park  = Parc  provincial 
Halfway  Lake.  Rev.  cl 995. 1 feuille  (pliée)  : ill.  (cer- 
taines en  coul.),  cartes  géographiques.  MNR  5566. 
ISBN  0-7778-3607-6 

A5052 

Hiking  trails  : Lake  Superior  Provincial  Park  = 

Sentiers  de  randonnée  : Parc  provincial  du  lac 
Supérieur.  [Rev.].  c1995.  1 feuille  (pliée)  : ill., 
1 carte  géographique  en  coul.  MNR  3111. 

ISBN  0-7778-4236-X 

A5053 

Homes  for  fish  = Chez  les  poissons.  [1993?].  1 
feuille  : ill.  Publié  en  collab.  avec  Pêches  et 
océans  Canada. 

A5054 

Info  PFN.  Vol.  3,  no  1 (1995).  ill.  Semestriel.  Titre 
de  départ.  “Un  bulletin  de  programme  de  fores- 
terie du  nord”.  Publié  en  collab.  avec  le  Service 
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canadien  des  forêts  des  Ressources  naturelles 
Canada.  Publié  aussi  en  anglais  sous  le  titre: 
The  NFP  newsline. 

ISSN  1192-6732 

A5055 

Ipperwash  Provincial  Park  = Parc  provincial 
Ipperwash.  Rev.  c1995.  1 feuille  pliée  : ill.  (cer- 
taines en  coul.),  cartes  géographiques  en  coul. 
MNR  5128. 

ISBN  0-7778-3449-9 

A5056 

Ivanhoe  Lake.  [1995].  5,  [3],  4 p.  : ill.,  cartes 
géographiques.  Titre  de  départ.  En  tête  du  titre: 
Parc  provincial  Ivanhoe  Lake.  Texte  en  français 
et  en  anglais  disposé  tête-bêche.  Titre  de  la  p. 
de  t.  addit.:  Ivanhoe  Lake.  MNR  4326. 

ISBN  0-7778-3970-9 

A5057 

Ivanhoe  Lake  Provincial  Park  = Parc  provincial 
Ivanhoe  Lake.  Rev.  c1995.  1 feuille  (pliée)  : ill. 
(certaines  en  coul.),  cartes  géographiques  en 
coul.  MNR  5685. 

ISBN  0-7778-3450-2 

A5058 

Kap  Kig  Iwan.  [1995].  [4]  p.  : 1 carte  géogra- 
phique. Titre  de  départ.  En  tête  du  titre:  Parc 
provincial  Kap  Kig  Iwan.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  Kap  Kig  Iwan.  MNR  4616. 

ISBN  0-7778-3972-5 

A5059 

Kearney  Lake  campground  : Algonquin  Pro- 
vincial Park  = Terrain  de  camping  Kearney 
Lake  : Parc  provincial  Algonquin.  Rev.  cl 995.  1 
feuille  pliée  : ill.,  1 carte  géographique  en  coul. 
MNR  5941. 

ISBN  0-7778-3921-0 

A5060 

Kettle  Lakes.  [1995].  7,  [3],  6 p.  : ill.,  formules, 
cartes  géographiques.  Titre  de  départ.  En  tête 
du  titre:  Parc  provincial  Kettle  Lakes.  Texte  en 
français  et  en  anglais  disposé  tête-bêche.  Titre 
de  la  p.  de  t.  addit.:  Kettle  Lakes.  MNR  50318. 
ISBN  0-7778-3740-4 

A5061 

Lake  of  the  Woods  Provincial  Park  = Parc  pro- 
vincial Lake  of  the  Woods.  Rev.  c1995. 1 feuille 
pliée  : ill.  (certaines  en  coul.),  cartes*  géogra- 
phiques en  coul.  MNR  5577. 

ISBN  0-7778-3451-0 

A5062 

Lake  of  Two  Rivers  campground  : Algonquin 
Provincial  Park  = Terrain  de  camping  Lake  of 
Two  Rivers  : Parc  provincial  Algonquin.  Rev. 
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c1995.  1 feuille  pliée  : ill.,  1 carte  géographique 
en  coul.  MNR  5942. 

ISBN  0-7778-3920-2 

A5063 

Lake  on  the  Mountain  Provincial  Park  = Parc 
provincial  Lake  on  the  Mountain.  Rev.  c1995.  1 
feuille  pliée  : ill.  (certaines  en  coul.),  cartes  géo- 
graphiques en  coul.  MNR  5573. 

ISBN  0-7778-3452-9 

A5064 

Lake  Superior  Provincial  Park  = Parc  provin- 
cial du  lac  Supérieur.  [1995].  15,  [1]  p.  : ill.  (cer- 
taines en  coul.),  cartes  géographiques  en  coul. 
Titre  de  la  couverture.  “Publié  par  Niijkiwen- 
hwag-Les  Amis  du  parc  du  lac  Supérieur  en  col- 
laboration avec  le  ministère”.  MNR  4141. 

ISSN  0838-5068 

A5065 

Limites  de  prise  et  de  possession  pour  les 
permis  de  pêche  écologiques  et  saisonniers 
de  trois  ans.  Nouvelle  version,  sept.  1995.  2 p. 
sur  1 feuille.  (Fact  sheet  = Actualités).  Publié 
aussi  en  anglais  sous  le  titre:  Catch  and  posses- 
sion limits  for  three-year  conservation  and  sea- 
sonal fishing  licences. 

A5066 

Liste  des  plans  de  gestion  du  bois  amorcés 
et  en  cours  d’élaboration  en  1995.  [1995?]. 
[3]  p.  : 1 carte  géographique.  Titre  de  départ. 
Publié  aussi  en  anglais  sous  le  titre:  List  of  tim- 
ber management  plans  being  initiated  and  under 
preparation  in  1995. 

A5067 

La  lutte  contre  la  rage  chez  le  renard,  mai 

1995.  3 feuillets.  Titre  de  départ.  En  tête  du  titre: 
La  rage.  Publié  aussi  en  anglais  sous  le  titre: 
Controlling  fox  rabies  in  Ontario. 

A5068 

Mai  : mois  de  sensibilisation  à la  rage,  mai 

1995.  2 feuillets.  Titre  de  départ.  En  tête  du  titre: 
La  rage.  Publié  aussi  en  anglais  sous  le  titre: 
May  is  rabies  awareness  month. 

A5069 

McRae  Point  Provincial  Park  = Parc  provincial 
McRae  Point.  c1995. 1 feuille  pliée  : ill.  (certaines 
en  coul.),  cartes  géographiques  en  coul.  MNR 
5533. 

ISBN  0-7778-3453-7 
A5070 

Mew  Lake  campground  : Algonquin  Provin- 
cial Park  = Terrain  de  camping  Mew  Lake  : Parc 
provincial  Algonquin.  Rev.  c1995. 1 feuille  pliée  : 
ill.,  1 carte  géographique  en  coul.  MNR  5939. 
ISBN  0-7778-3919-9  (corr.) 


A5071 

Middle  Falls  Provincial  Park  = Parc  provincial 
Middle  Falls.  Rev.  c1995. 1 feuille  pliée  : ill.  (cer- 
taines en  coul.),  cartes  géographiques  en  coul. 
MNR  5572. 

ISBN  0-7778-3473-1 

A5072 

Ministère  des  richesses  naturelles  : déclara- 
tions sur  les  valeurs  environnementales. 

[1995].  12  p.  Titre  de  la  couverture.  En  tête  du 
titre:  Charte  des  droits  environnementaux.  MNR 
50725.  Publié  aussi  en  anglais  sous  le  titre: 
Ministry  of  Natural  Resources  statement  of  envi- 
ronmental values. 

A5073 

Minnesing  Mountain  Bike  Trail  : Algonquin 
Provincial  Park  = Piste  cyclable  Minnesing  : 
Parc  provincial  Algonquin.  [Rev.].  c1995. 1 feuille 
pliée  : 1 carte  géographique.  MNR  4859. 

ISBN  0-7778-4121-5 

A5074 

Missinaibi.  [1995].  2,  [3],  3 p.  : ill.,  cartes  géogra- 
phiques. Titre  de  départ.  En  tête  du  titre:  Parc 
provincial  Missinaibi.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  Missinaibi.  MNR  4324. 

ISBN  0-7778-3969-5 

A5075 

Murphys  Point  Provincial  Park  = Parc  provin- 
cial Murphys  Point.  Rev.  c1995. 1 feuille  pliée  : ill. 
(certaines  en  coul.),  cartes  géographiques  en 
coul.  MNR  5772. 

ISBN  0-7778-3454-5 

A5076 

Nagagamisis  Provincial  Park  = Parc  provincial 
Nagagamisis.  c1995.  1 feuille  (pliée)  : ill.  (cer- 
taines en  coul.),  cartes  géographiques  en  coul. 
MNR  5581. 

ISBN  0-7778-3455-3 

A5077 

North  Beach  Provincial  Park  = Parc  provincial 
North  Beach.  Rev.  c1995. 1 feuille  pliée  : ill.  (cer- 
taines en  coul.),  cartes  géographiques  en  coul. 
MNR  5571. 

ISBN  0-7778-3456-1 

A5078 

Nos  ressources  : planifions  ensemble  pour 
l’avenir  : résumé  des  recommandations  du 
ministère,  mars  1995.  7 p.  Titre  de  la  couver- 
ture. Publié  aussi  en  anglais  sous  le  titre:  Our 
shared  resources  : planning  together  for  the 
future  : summary  of  ministry  recommendations. 


340 

A5079 

Obatanga.  Rev.  [1995].  3,  5 p.  : ill.,  cartes  géo- 
graphiques. Titre  de  départ.  En  tête  du  titre:  Parc 
provincial.  Texte  en  français  et  en  anglais  disposé 
tête-bêche.  Titre  de  la  p.  de  t.  addit.:  Obatanga. 
MNR  50317. 

ISBN  0-7778-3739-0 

A5080 

Obatanga  Provincial  Park  = Parc  provincial 
Obatanga.  Rev.  c1995. 1 feuille  pliée  : ill.,  cartes 
géographiques  en  coul.  MNR  5705. 

ISBN  0-7778-3457-X 

A5081 

Objectif  forêts.  Rev.  c1995. 1 feuille  pliée  : ill.  en 
coul.  Texte  en  français  et  en  anglais;  le  texte 
anglais  se  trouve  au  verso.  Titre  au  verso:  Focus 
on  forests.  Publié  en  collab.  avec  Ressources 
naturelles  Canada,  Service  canadien  des  forêts. 
MNR  4363. 

ISBN  0-7778-3443-X 

Pub.  Ont.  005706  * Gratuit 

A5082 

Ontario  provincial  parks  guide  = Ontario 
parcs  provinciaux,  guide.  1995.  63  p.  : ill.,  cartes 
géographiques  en  coul.  Annuel.  Titre  de  la  cou- 
verture. Titre  varie.  MNR  5403. 

ISSN  0828-1920 

Pub.  Ont.  005707  D Épuisé 

A5083 

Ontario  provincial  parks  : statistics  = Parcs 
provinciaux  de  l’Ontario  : statistiques.  1994. 
78  p.  : ill.,  1 carte  géographique.  Annuel.  En 
majeure  ptie  des  tables.  MNR  5628. 

ISSN  0704-2094 

A5084 

PAPO  II  : pour  la  durabilité  des  pêches  de 
l’Ontario  : rapport  d’étape  sur  le  Plan  d’amé- 
nagement des  pêches  de  l’Ontario.  [1995].  1 
feuille  pliée  : ill.  Texte  en  français  et  en  anglais;  le 
texte  anglais  se  trouve  au  verso.  Titre  au  verso: 
SPOF  II  : sustaining  Ontario’s  fisheries  : a pro- 
gress report  on  the  Strategic  Plan  for  Ontario’s 
Fisheries.  MNR  50593. 

ISBN  0-7778-3729-3 

A5085 

Parc  provincial  Algonquin.  Rev.  [1995].  1 feuil- 
le (pliée)  : ill.  (certaines  en  coul.),  cartes  géogra- 
phiques. Comprend  une  liste  des  publications  et 
un  bon  de  commande.  Publié  aussi  en  anglais 
sous  le  titre:  Algonquin  Provincial  Park.  MNR 
5021-1. 

ISBN  0-7778-3470-7 
A5086 

Parc  provincial  Algonquin  : corridor  de  la 
Route  60  : informations  à l’intention  des  visi- 
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teurs.  saison  1995.  12  p.  : ill.,  cartes  géogra- 
phiques en  coul.  Annuel.  Titre  courant:  Corridor 
de  la  Route  60.  Titre  de  départ.  Sous-titre  varie. 
MNR  4553-1 . Publié  aussi  en  anglais  sous  le  titre: 
Algonquin  Provincial  Park  : parkway  corridor. 
ISSN  1198-4953 

A5087 

Parc  provincial  Algonquin  : intérieur  du  parc  : 

informations  sur  la  zone  intérieure,  saison  1995. 
8 p.  : ill.,  cartes  géographiques  en  coul.  Annuel. 
Titre  courant:  Intérieur  du  parc.  Titre  de  départ. 
MNR  4554-1 . Publié  aussi  en  anglais  sous  le  titre: 
Algonquin  Provincial  Park  : the  park  interior. 
ISSN  1198-4961 

A5088 

Parc  provincial  Fitzroy  : guide  d’information 

= Fitzroy  Provincial  Park  : information  guide. 
[1995].  15,  [1]  p.  : ill.,  cartes  géographiques  en 
coul.  Titre  de  la  couverture. 

ISSN  1201-8260 

A5089 

Parc  provincial  Polar  Bear.  [1994?].  [2]  p.  sur  1 

feuille  : 1 carte  géographique.  (Fact  sheet  = 
Actualités).  Publié  aussi  en  anglais  sous  le  titre: 
Polar  Bear  Provincial  Park. 

A5090 

Les  parcs  provinciaux  de  l’Ontario  et  les  per- 
sonnes ayant  un  handicap,  juin  1995.  4 p. 
(Resources  report  = Rapport  sur  les  ressour- 
ces). Titre  de  départ.  Publié  aussi  en  anglais 
sous  le  titre:  Parks  Ontario  and  persons  with 
disabilities. 

A5091 

Pensons  poissons!  : activités  éducatives  sur 
les  poissons  et  leurs  besoins  : guide  de  l’ins- 
tructeur et  de  l’instructrice.  C1995.  32  p.  : ill.,  1 
formule.  En  tête  du  titre  de  la  couverture:  Week- 
end de  pêche  en  famille.  “Conçu  pour  Le  comité 
directeur,  Week-end  de  pêche  en  famille”.  MNR 
50536-1.  Publié  aussi  en  anglais  sous  le  titre: 
Fishy  business!  : active  education  about  fish  and 
their  needs. 

ISBN  0-7778-4034-0 

A5092 

Le  pin  blanc.  c1995.  1 feuille  pliée  ([6]  p.)  : ill. 
(Bulletin  de  diffusion,  ISSN  1198-6360).  Titre  de 
départ.  Publié  en  collab.  avec  le  Centre  de  res- 
sources pour  propriétaires  fonciers  et  avec  le 
collège  Sir  Sandford  Fleming.  “Agdex  330”. 
MNR  50515-1.  Publié  aussi  en  anglais  sous  le 
titre:  Eastern  white  pine.  Comprend  des  référen- 
ces bibliogr. 

A5093 

Plan  d’action  pour  la  durabilité  des  forêts. 

c1995.  6,  6 p.  Texte  en  français  et  en  anglais 
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disposé  tête-bêche.  Titre  de  la  p.  de  t.  addit.:  Plan 
d’action  pour  la  durabilité  des  forêts.  MNR  50726. 

| ISBN  0-7778-4315-3 

A5094 

Plan  du  gestion  du  Parc  provincial  du  lac 
Supérieur.  c1995.  iv,  37  p.  : ill.,  cartes  géogra- 
phiques (certaines  en  coul.).  MNR  4140-5.  Une 
carte  géographique  en  coul.  sur  1 feuille  pliée 
insérée.  Publié  aussi  en  anglais  sous  le  titre: 
Lake  Superior  Provincial  Park  management 
plan.  Comprend  des  références  bibliogr. 

ISBN  0-7778-0991-5 

A5095 

Planification  d’urgence  en  Ontario  : réponse 
communautaire  face  à la  menace  de  la  rage 
du  raton  laveur,  mai  1995.  6 feuillets.  Titre  de 
départ.  En  tête  du  titre:  La  rage.  Publié  aussi  en 
anglais  sous  le  titre:  Contingency  planning  in 
Ontario  : a community  response  to  the  threat  of 
raccoon  rabies. 

A5096 

Pog  Lake  campground  : Algonquin  Provin- 
cial Park  = Terrain  de  camping  Pog  Lake  : Parc 
provincial  Algonquin.  Rev.  c1995. 1 feuille  pliée  : 
ill.,  1 carte  géographique  en  coul.  MNR  5945. 
ISBN  0-7778-3922-9 

A5097 

Point  Farms  Provincial  Park  = Parc  provincial 
Point  Farms.  Rev.  c1995. 1 feuille  pliée  : ill.  (cer- 
taines en  coul.),  cartes  géographiques  en  coul. 
MNR  5773. 

ISBN  0-7778-3458-8 

A5098 

La  préservation  des  terres  humides  du  Cana- 
da dans  le  bassin  des  Grands  Lacs.  1995. 
8 p.  : ill.  (certaines  en  coul.),  1 carte  géogra- 
phique. (Fiche  d’information  sur  les  Grands 
Lacs).  Titre  de  départ.  Publié  en  collab.  avec 
l’Environnement  Canada.  Publié  aussi  en 
anglais  sous  le  titre:  Sustaining  wetlands  in  the 
Great  Lakes  basin. 

ISBN  0-662-23281 -X 

A5099 

Préservation  et  remise  en  valeur  des  rivages 
naturels.  c1995.  [4]  p.  : ill.  (Bulletin  de  diffusion, 
ISSN  1198-6360).  Titre  de  départ.  Publié  en  col- 
lab. avec  le  Centre  de  ressources  pour  proprié- 
taires fonciers  et  avec  Mutual  Association  for  the 
Protection  of  Lake  Environments  in  Ontario. 
“Agdex  570”.  MNR  50515-1.  Publié  aussi  en 
anglais  sous  le  titre:  Preserving  and  restoring 
natural  shorelines. 

A5100 

Production  domestique  du  sirop  d’érable. 

c1995.  [4]  p.  : ill.  (Bulletin  de  diffusion,  ISSN 
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1198-6360).  Titre  de  départ.  Publié  en  collab. 
avec  le  Centre  de  ressources  pour  propriétaires 
fonciers.  “Agdex  383”.  MNR  50515-1.  Publié 
aussi  en  anglais  sous  le  titre:  Backyard  maple 
syrup  production. 

A5101 

Le  programme  capture-vaccination-remise 
en  liberté  (CVR).  mai  1995.  2 feuillets.  Titre  de 
départ.  En  tête  du  titre:  La  rage.  Publié  aussi  en 
anglais  sous  le  titre:  Trap-Vaccinate-Release 
(TVR)  Program. 

A5102 

Programme  de  croissance  et  rendement 
forestier  : surveillance  et  modélisation  des 
forêts  de  l’Ontario.  c1995. 1 feuille  pliée  : ill.  en 
coul.  MNR  50739-1.  Publié  aussi  en  anglais 
sous  le  titre:  Forest  growth  and  yield  program  : 
monitoring  and  modelling  Ontario’s  forests. 
ISBN  0-7778-4562-8 

A5103 

Les  programmes  éducatifs  du  MRN.  [Rev.], 
févr.  1995.  5 p.  (Fact  sheet  = Actualités).  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre: 
MNR  and  education. 

A5104 

Projet  scolaire  de  plantation  d’arbres,  cl 995. 
[4]  p.  : ill.  (Bulletin  de  diffusion,  ISSN  1198-6360). 
Titre  de  départ.  Publié  en  collab.  avec  le  Centre 
de  ressources  pour  propriétaires  fonciers. 
“Agdex  322”.  MNR  50515-1.  Publié  aussi  en 
anglais  sous  le  titre:  Planning  a school  tree  plant. 

A5105 

Protéger  les  arbres  contre  les  campagnols. 

c1995.  [4]  p.  : ill.  (Bulletin  de  diffusion,  ISSN 
1198-6360).  Titre  de  départ.  Publié  en  collab. 
avec  le  Centre  de  ressources  pour  propriétaires 
fonciers.  “Agdex  681”.  MNR  50515-1.  Publié 
aussi  en  anglais  sous  le  titre:  Protecting  trees 
from  vole  damage.  Comprend  des  références 
bibliogr. 

A5106 

La  rage  du  raton  laveur-  les  faits.  [Rev.],  mai 
1995.  2 feuillets.  Titre  de  départ.  En  tête  du  titre: 
La  rage.  Publié  aussi  en  anglais  sous  le  titre: 
Racoon  rabies-  the  facts. 

A5107 

La  rage  du  raton  laveur  menace  le  sud  de 
l’Ontario  : trousse  d’information  et  d’activités  à 
l’intention  du  personnel  enseignant  au  cycle 
intermédiaire  en  Ontario  / Laura  S.  Bincik, 
rédaction  ; Amy  J.  Wallner,  illustrations.  c1995.  v, 
98,  [22]  p.  : ill.,  1 carte  géographique,  formules. 
Titre  de  la  couverture.  Publié  en  collab.  avec  le 
Ministère  de  la  santé,  le  Ministère  de  l’agricul- 
ture, de  l’alimentation  et  des  affaires  rurales, 
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le  Ministère  des  affaires  municipales  et  avec  la 
Direction  générale  du  développement  agro- 
alimentaire d’Agriculture  Canada.  Avec:  La 
rage-  protégez  vos  amis  sans  tarder.  MNR 
50727-1.  Publié  aussi  en  anglais  sous  le  titre: 
Raccoon  rabies  approaches  southern  Ontario. 
ISBN  0-7778-4419-2 

A5108 

La  rage  du  raton  laveur-  protéger  votre 
famille  et  vos  animaux  domestiques.  [Rev.], 
mai  1995.  2 feuillets.  Titre  de  départ.  En  tête  du 
titre:  La  rage.  Publié  aussi  en  anglais  sous  le 
titre:  Rabies  - protecting  your  family  and  your 
pets. 

A5109 

Rainbow  Falls  Provincial  Park  = Parc  provin- 
cial Rainbow  Falls.  Rev.  c1995. 1 feuille  pliée  : ill. 
(certaines  en  coul.),  cartes  géographiques  en 
coul.  MNR  5549. 

ISBN  0-7778-3459-6 

A5110 

Rapport  annuel.  1991/1992.  44,  44  p.  : ill.  Titre 
de  la  p.  de  t.  addit.:  Annual  report.  Texte  en  fran- 
çais et  en  anglais  disposé  tête-bêche.  L’année 
d’activité  se  termine  le  31  mars. 

ISSN  0383-5901 

Microfiche  5681-95  * f 1,00$  ( + TVP) 

A5111 

Recueil  II  : recueil  des  projets  approuvés  en 
vertu  de  demandes  de  propositions  faites 
par  le  Service  canadien  des  forêts,  Ressour- 
ces naturelles  Canada,  en  vertu  des  sous- 
programmes  suivants  : recherche  appliquée, 
développement  et  transfert  de  technologie, 
aide  à la  décision  et  analyse  socio- 
économique / R.L.  Macnaughton.  1994.  viii, 
53  p.  (EDNO/PFN  rapport  technique,  ISSN 
1195-2334  ; TR-5F).  Comprend  un  résumé  en 
anglais.  “Ce  rapport  a été  financé  grâce  au  Pro- 
gramme de  foresterie  du  Nord  (PFN)  découlant 
de  l’Entente  de  développement  du  nord  de 
l’Ontario  (EDNO).”  Publié  en  collab.  avec  Res- 
sources naturelles  Canada,  Service  canadien 
des  forêts.  Publié  aussi  en  anglais  sous  le  titre: 
Compendium  II  : projects  approved  under 
Natural  Resources  Canada,  Canadian  Forest 
Service’s  requests  for  proposals  under  the  appli- 
ed research,  technology  development  and  trans- 
fer, decision  support,  and  socio-economic  analy- 
sis components. 

ISBN  0-662-99153-2 

A5112 

Règlements  de  la  pêche  sportive  de 
l’Ontario  : résumé.  1995.  vi,  53  p.  : ill.,  cartes 
géographiques.  En  tête  du  titre:  Ontario.  Titre  de 
la  couverture.  Titre  varie.  Suivi  de:  Résumé  des 
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règlements  de  la  pêche  sportive.  MNR  5439-1. 
Publié  aussi  en  anglais  sous  le  titre:  Sport  fishing 
regulations  : summary. 

ISSN  0847-5601 

A5113 

Remise  en  valeur  de  la  zone  riveraine  avec 
des  saules.  c1995.  [4]  p.  : ill.  (Bulletin  de  diffu- 
sion, ISSN  1198-6360).  Titre  de  départ.  Publié  en 
collab.  avec  le  Centre  de  ressources  pour  pro- 
priétaires fonciers.  “Agdex  573”.  MNR  50515-1. 
Publié  aussi  en  anglais  sous  le  titre:  Restoring 
shorelines  with  willows. 

A5114 

Réserves  de  conservation  : politique  provi- 
soire aux  fins  d’examen.  [1995].  1 feuille  pliée. 
En  tête  du  titre:  À l’état  sauvage.  Texte  en  fran- 
çais et  en  anglais;  le  texte  anglais  se  trouve  au 
verso.  Titre  au  verso:  Conservation  reserves  : a 
draft  policy  for  review.  MNR  50660. 

ISBN  0-7778-3748-X 

A5115 

Ressources  actualités  : la  foresterie  durable 

c’est-  . [1995].  [4]  p.  : ill.,  1 carte  géographique. 
Titre  de  départ.  MNR  50708-2.  Publié  aussi  en 
anglais  sous  le  titre:  Resource  facts  : sustaina- 
ble forestry  is-  . 

ISBN  0-7778-4091 -X 

A5116 

Résumé  des  règlements  de  la  chasse,  auto- 
mne 1995-printemps  1996.  52  p.  : ill.,  cartes  géo- 
graphiques en  coul.  Annuel.  Titre  de  la  couver- 
ture. En  tête  du  titre:  Ontario.  MNR  5612-1.  Publié 
aussi  en  anglais  sous  le  titre:  Hunting  regulations  : 
summary. 

ISSN  0829-626X 

A5117 

Rideau  River  Provincial  Park  = Parc  provincial 
de  la  rivière  Rideau.  c1995.  1 feuille  pliée  : ill. 
(certaines  en  coul.),  cartes  géographiques  en 
coul.  MNR  5562. 

ISBN  0-7778-3460-X 

A5118 

Rock  Lake  campground  : Algonquin  Provin- 
cial Park  = Terrain  de  camping  Rock  Lake  : Parc 
provincial  Algonquin.  Rev.  c1995. 1 feuille  pliée  : 
ill.,  cartes  géographiques  en  coul.  MNR  5943. 
ISBN  0-7778-3924-5 

A5119 

The  ruffe  : bad  news  for  Ontario’s  fisheries!  = 

La  grémille  : coup  dur  pour  les  pêches  en  Onta- 
rio! Rev.  c1995. 1 feuille  pliée  : ill.,  1 carte  géogra- 
phique. Publié  en  collab.  avec  la  Garde  côtière 
canadienne  et  avec  Ontario  Federation  of 
Anglers  & Hunters.  MNR  4858. 

ISBN  0-7778-3966-0 
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A5120 

Sandbar  Lake  Provincial  Park  = Parc  provin- 
cial Sandbar  Lake.  Rev.  cl 995. 1 feuille  pliée  : ill. 
(certaines  en  coul.),  cartes  géographiques. 
MNR  5567. 

| ISBN  0-7778-3474-X 
A5121 

Sauble  Falls  Provincial  Park  = Parc  provincial 
| Sauble  Falls.  Rev.  c1995.  1 feuille  (pliée)  : ill. 
(certaines  en  coul.),  cartes  géographiques  en 
coul.  MNR  5556. 

ISBN  0-7778-3461-8 

j A5122 

Sentier  de  gestion  forestière  : Station  fores- 
tière G.  Howard  Ferguson.  c1994. 18, 18  p.  : ill., 
1 carte  géographique.  Titre  de  la  couverture. 
Texte  en  français  et  en  anglais  disposé  tête- 
I bêche.  Titre  de  la  p.  de  t.  addit.:  The  G.  Howard 
Ferguson  Forest  Station  management  trail. 
MNR  50529. 

ISBN  0-7778-2678-X 

A5123 

Sentier  du  ruisseau  Pennock.  [1995?].  16, 
44  p.  : ill.,  cartes  géographiques.  Titre  de  la  cou- 
| verture.  Texte  en  français  et  en  anglais  disposé 
tête-bêche.  Titre  de  la  p.  de  t.  addit.:  Pennock 
Creek  Trail.  MNR  50629. 

ISBN  0-7778-3411-1 

A5124 

Sentiers  de  longue  randonnée  du  Parc  pro- 
vincial Algonquin  [carte  géographique].  Échel- 
le [1:50  688].  c1995.  4 cartes  géographiques  : 
coul.  Comprend  du  texte.  Publié  en  collab.  avec 
les  Amis  du  parc  Algonquin.  Publié  aussi  en 
anglais  sous  le  titre:  Backpacking  trails  of  Algon- 
t quin  Provincial  Park.  MNR  4556-1. 

ISBN  0-7778-3881-8 

A5125 

Serpent  Mounds  Provincial  Park  = Parc  pro- 
vincial Serpent  Mounds.  Rev.  cl 995.  1 feuille 
pliée  : ill.  (certaines  en  coul.),  cartes  géogra- 
phiques en  coul.  MNR  5532. 

ISBN  0-7778-3464-2 

A5126 

The  Shoals.  [1995].  [4]  p.  : 1 carte  géogra- 
phique. Titre  de  départ.  En  tête  du  titre:  Parc 
provincial.  Texte  en  français  et  en  anglais  dispo- 
sé tête-bêche.  Titre  de  la  p.  de  t.  addit.:  The 
Shoals.  MNR  4323. 

ISBN  0-7778-3968-7 

A5127 

The  Shoals  Provincial  Park  = Parc  provincial 
The  Shoals.  Rev.  c1995. 1 feuille  pliée  : ill.  (cer- 
taines en  coul.),  cartes  géographiques.  MNR  5588. 
ISBN  0-7778-3464-2 


A5128 

Si  la  rage  du  raton  laveur  se  répand  en  Onta- 
rio. [Rev.],  mai  1995.  [2]  feuillets.  Titre  de  départ. 
En  tête  du  titre:  La  rage.  Publié  aussi  en  anglais 
sous  le  titre:  If  raccoon  rabies  is  confirmed  in 
Ontario. 

A5129 

Si  vous,  ou  un  membre  de  votre  famille,  avez 
été  exposé  à la  rage.  [Rev.],  mai  1995.  2 feuil- 
lets. En  tête  du  titre:  La  rage.  Publié  aussi  en 
anglais  sous  le  titre:  If  you  or  a family  member 
has  been  exposed  to  rabies. 

A5130 

Si  vous  soupçonnez  que  votre  animal  do- 
mestique a été  exposé  à la  rage.  [Rev.],  mai 
1995.  2 feuillets.  Titre  de  départ.  En  tête  du  titre: 
La  rage.  Publié  aussi  en  anglais  sous  le  titre:  If 
you  suspect  your  family  pet  has  been  exposed  to 
rabies. 

A5131 

Sleeping  Giant  Provincial  Park  = Parc  provin- 
cial Sleeping  Giant.  Rev.  c1995. 1 feuille  (pliée)  : 
ill.  (certaines  en  coul.),  cartes  géographiques  en 
coul.  MNR  5687. 

ISBN  0-7778-3463-4 

A5132 

Tea  Lake  campground  : Algonquin  Provincial 
Park  = Terrain  de  camping  Tea  Lake  : Parc  pro- 
vincial Algonquin.  Rev.  c1995.  1 feuille  pliée  : 1 
carte  g-eographique  en  coul.  MNR  5940. 

ISBN  0-7778-3917-2 

A5133 

Voici  le  refuge  de  286  sortes  d’oiseaux, 
l’habitat  de  309  autres  espèces  animales,  le 
terrain  où  poussent  3 320  types  de  plantes. 
Une  forêt  tropicale?  Non.  [1995?].  1 feuille 
(pliée)  : ill.  en  coul.  Publié  aussi  en  anglais  sous 
le  titre:  It’s  home  to  286  species  of  birds,  it  shel- 
ters 309  other  kinds  of  animals,  it  supports  3,320 
types  of  plants,  but  it’s  not  rainforest. 

A5134 

Wakami  Lake.  [1995].  3,  [2],  3 p.  : ill.,  cartes 
géographiques.  Titre  de  départ.  En  tête  du  titre: 
Parc  provincial  Wakami  Lake.  Texte  en  français 
et  en  anglais  disposé  tête-bêche.  Titre  de  la  p. 
de  t.  addit.:  Wakami  Lake.  MNR  50698. 

ISBN  0-7778-3967-9 

A5135 

White  Lake.  Rev.  [1995].  5,  [2],  5 p.  : ill.,  cartes 
géographiques,  formules.  Titre  de  départ.  En 
tête  du  titre:  Parc  provincial  White  Lake.  Texte  en 
français  et  en  anglais  disposé  tête-bêche.  Titre 
de  la  p.  de  t.  addit.:  White  Lake.  MNR  50316. 
ISBN  0-7778-3741-2 
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A5136 

White  Lake  Provincial  Park  = Parc  provincial 
White  Lake.  c1995.  1 feuille  pliée  : ill.,  cartes 
géographiques  en  coul.  MNR  5697. 

ISBN  0-7778-3475-8 

A5137 

Whitefish  Lake  group  campground  : Algon- 
quin Provincial  Park  = Terrain  de  camping  col- 
lectif Whitefish  Lake  : Parc  provincial  Algonquin. 
c1995.  1 feuille  pliée  : ill.,  1 carte  géographique 
en  coul.,  1 formule.  MNR  50548. 

ISBN  0-7778-2814-6 
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A5138 

L’aide  sociale  en  Ontario,  juin  1994.  2 feuillets. 
(JobLink  Ontario  fact  sheet  = objectifEmploi 
Ontario  fiche  d’information).  Titre  de  départ. 
Publié  aussi  en  anglais  sous  le  titre:  Social 
assistance  in  Ontario. 

A5139 

Cadre  de  restructuration  du  Ministère  des 
services  sociaux  et  communautaires  : guide 
de  discussion,  oct.  1994.  1 v.  (pag.  multiple). 
Titre  de  la  couverture.  Publié  aussi  en  anglais 
sous  le  titre:  MOSS  restructuring  framework  : 
discussion  guide. 

A5140 

Cadre  de  restructuration  du  Ministère  des 
services  sociaux  et  communautaires  : un 
projet  en  marche,  juil.  1994.  23  p.  Titre  de  la 
couverture.  Publié  aussi  en  anglais  sous  le  titre: 
MOSS  restructuring  framework  : a work  in  pro- 
gress. Comprend  des  références  bibliogr. 

A5141 

Cadre  stratégique  des  services  financés  aux 
termes  de  la  Loi  sur  les  services  à l’enfance 
et  à la  famille  : directives  pour  la  mise  en 
oeuvre,  mars  1995. 83  p.  Publié  aussi  en  anglais 
sous  le  titre:  Policy  framework  for  services  fun- 
ded under  the  Child  and  Family  Services  Act  : 
directions  for  implementation. 

ISBN  0-7778-4322-6 

A5142 

Centres  de  ressources,  juin  1994.  2 feuillets. 
(JobLink  Ontario  fact  sheet  = objectifEmploi  Onta- 
rio fiche  d’information).  Titre  de  départ.  Publié 
aussi  en  anglais  sous  le  titre:  Resource  centres. 

A5143 

Coordination  des  services  objectifEmploi 
Ontario,  juin  1994.  2 feuillets.  (JobLink  Ontario 
fact  sheet  = objectifEmploi  Ontario  fiche  d’infor- 


mation). Titre  de  départ.  Publié  aussi  en  anglais 
sous  le  titre:  Co-ordinating  jobLink  Ontario  services. 


A5144 

Directives  techniques  de  préparation  du  rap- 
prochement annuel  des  dépenses  relatives 
aux  programmes.  1994/1995.  42  p.  Titre  de  la 
couverture.  Publié  aussi  en  anglais  sous  le  titre: 
Instructions  for  annual  program  expenditure 
reconciliation  (APER). 


A5145 

Enhanced  verification  and  case  file  investi- 
gation : forms  package  = Vérification  approfon- 
die et  enquête  sur  les  dossiers  : formulaires, 
cl 994.  [25]  p.  : tout  en  formules. 


A5146 

La  gestion  de  l’aide  sociale  en  Ontario  : pro- 
blèmes et  solutions,  oct.  1994.  8 feuillets.  Titre 
de  la  couverture.  Publié  aussi  en  anglais  sous  le 
titre:  Managing  social  assistance  in  Ontario. 

A5147 

[Le  gouvernement  s’attaque  à la  fraude  et 
restreint  l’admissibilité  à l’aide  sociale]. 

[1995],  [8]  feuillets.  Publié  aussi  en  anglais  sous 
le  titre:  Government  combats  fraud  and  tightens  ; 
welfare  rules.  Dépouillement:  Cohabitation  avec 
un(e)  conjoint(e)  - Non-admissibilité  en  cas  de 
départ  volontaire  ou  de  congédiement  - 
Échange  de  renseignements  - Non-admissi- 
bilité en  cas  de  départ  volontaire  ou  de  congé- 
diement - Restriction  de  l’admissibilité  des  jeu-  \ 
nés  de  16  et  17  ans  à l’ASG  - Changements  aux  i 
allocations  de  logement  - Prévention  centrali- 
sée de  la  fraude  et  lignes  téléphoniques. 

A5148 

Notes  documentaires  : services  aux  per- 
sonnes ayant  un  handicap  de  développe- 
ment. [1994?].  2 feuillets.  (Fact  sheet  = Fiche  de  . 
renseignements).  Titre  de  départ.  Publié  aussi  * 
en  anglais  sous  le  titre:  Background  : services  £ 
for  people  with  developmental  disabilities. 

A5149 

ObjectifEmploi  Ontario  - la  perspective  des 
bénéficiaires,  juin  1994.  3 feuillets.  (JobLink 
Ontario  fact  sheet  = objectifEmploi  Ontario  fiche 
d’information).  Titre  de  départ.  Publié  aussi  en 
anglais  sous  le  titre:  JobLink  Ontario  from  a 
client’s  perspective. 

A5150 

L’obligation  de  signaler  les  cas  d’enfants  mal- 
traités : la  Loi  sur  les  services  à l’enfance  et  à la 
famille  de  l’Ontario  en  fait  votre  responsabilité. 
c1995. 11  p.  Titre  de  la  couverture.  Publié  aussi  en 
anglais  sous  le  titre:  Reporting  child  abuse. 

ISBN  0-7778-4545-8  (corr.) 

Pub.  Ont.  005735  D * Gratuit 
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A5151 

On  aidera  les  bénéficiaires  à créer  des  peti- 
tes entreprises  et  à obtenir  des  emplois  dans 
des  projets  communautaires  novateurs,  juin 
1994.  2 feuillets.  (JobLink  Ontario  fact  sheet  = 
objectifEmploi  Ontario  fiche  d’information).  Titre 
| de  départ.  Publié  aussi  en  anglais  sous  le  titre: 
Helping  recipients  create  small  businesses  and 
| get  jobs  through  innovative  community  projects. 

A5152 

Principles  for  social  assistance  service  deli- 
very = Principes  régissant  la  prestation  de  l’aide 
sociale,  cl 995.  [5]  p.  Titre  de  la  couverture. 
ISBN  0-7778-3952-0 

A5153 

Programmes  existants,  juin  1994.  3 feuillets. 
(JobLink  Ontario  fact  sheet  = objectifEmploi  Onta- 
rio fiche  d’information).  Titre  de  départ.  Publié 
aussi  en  anglais  sous  le  titre:  Existing  programs. 

A5154 

Publications,  juin  1995.  7 p.  Titre  de  la  couver- 
ture. 

A5155 

Rapprochement  annuel  des  dépenses  rela- 
tives aux  programmes.  1994/1995.  [7]  feuil- 
lets : tout  en  formules.  Titre  de  la  couverture. 
Publié  aussi  en  anglais  sous  le  titre:  Annual  pro- 
gram expenditure  reconciliation. 

A5156 

Recevez-vous  de  l’aide  sociale  générale  ou 
des  prestations  familiales?  : le  Programme 
d’intégration  sociale  et  de  transition  à l’emploi 
(PISTE)  vous  permet  d’augmenter  votre  revenu 
et  d’acquérir  une  plus  grande  autonomie.  c1995. 
12  p.  Titre  de  la  couverture.  Publié  aussi  en 
anglais  sous  le  titre:  Are  you  on  welfare  or  family 
benefits? 

! ISBN  0-7778-3954-7 
| A5157 

Services  destinés  aux  personnes  ayant  un 
handicap  de  développement  et  financés  par 
le  Ministère  des  services  sociaux  et  commu- 
nautaires. [1994?].  3,  [2]  feuillets  : ill.  (Fact  sheet 
= Fiche  de  renseignements).  Titre  de  départ. 
Publié  aussi  en  anglais  sous  le  titre:  Back- 
ground : services  for  people  with  developmental 
disabilities  funded  by  the  Ministry  of  Community 
& Social  Services. 

A5158 

Services  particuliers  à domicile  et  prestation 
pour  enfants  handicapés  : quelques  rensei- 
gnements utiles.  c1995.  1 feuille  pliée.  Publié 
aussi  en  anglais  sous  le  titre:  Special  services  at 
! home  and  handicapped  children’s  benefit. 

ISBN  0-7778-4112-6 


A5159 

Services  sociaux  et  communautaires  de 
l’Ontario.  c1995.  [5,  5]  p.  Titre  de  la  couverture. 
Texte  en  français  et  en  anglais  disposé  tête- 
bêche.  Titre  de  la  p.  de  t.  addit.:  Ontario’s  com- 
munity and  social  services. 

ISBN  0-7778-3332-8 

A5160 

Social  assistance  and  you  = L’aide  sociale  et 
vous.  c1995.  [9]  p.  Titre  de  la  couverture. 

ISBN  0-7778-3951-2 

A5161 

Tes  droits  et  tes  obligations  en  tant  qu’ado- 
lescent ou  adolescente  dans  un  programme 
de  placement  sous  garde  ou  de  détention. 

c1995. 10, 10  p.  : formules.  Titre  de  la  couverture. 
Texte  en  français  et  en  anglais  disposé  tête- 
bêche.  Titre  de  la  p.  de  t.  addit.:  Your  rights  and 
responsibilities  as  a young  person  in  a custody 
or  detention  facility. 

ISBN  0-7778-4359-5 

A5162 

Vérification  approfondie  et  enquête  sur  les 
dossiers  de  l’aide  sociale  générale,  cl  994. 33, 
[1]  p.  : formules.  Publié  aussi  en  anglais  sous  le 
titre:  Enhanced  verification  and  case  file  investi- 
gation for  general  welfare  assistance. 

ISBN  0-7778-3264-X 

A5163 

Vérification  approfondie  et  enquête  sur  les 
dossiers  de  prestations  familiales,  cl 994. 
67  p.  : formules.  Publié  aussi  en  anglais  sous  le 
titre:  Enhanced  verification  and  case  file  investi- 
gation for  family  benefits. 

ISBN  0-7778-3263-1 

Direction  des  communications  et 
de  la  commercialisation 

A5164 

Nouvelles.  Vol.  4,  no  10  (déc.  1994/janv.  1995)- 
v.  5,  no  2 (mars  1995).  Dix  fois  par  année.  Titre 
de  départ.  Cessé  de  paraître.  Publié  aussi  en 
anglais  sous  le  titre:  News. 

ISSN  1183-6458 

Direction  des  services  aux  personnes 
ayant  un  handicap  de  développement 

A5165 

Cadre  stratégique  des  services  aux  per- 
sonnes ayant  un  handicap  de  développe- 
ment : ébauche,  mars  1995.  43,  3 p.  : ill.  Publié 
aussi  en  anglais  sous  le  titre:  Developmental 
services  framework  : draft  paper. 
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Direction  des  services  de  garde 
d’enfants 

A5166 

Rapport  sur  l’initiative  de  coordination  des 
ministères  des  services  sociaux  et  commu- 
nautaires, de  l’éducation  et  de  la  formation  et 
de  la  culture,  du  tourisme  et  des  loisirs  : som- 
maire des  commentaires  reçus.  [1995?].  13  p. 
Publié  aussi  en  anglais  sous  le  titre:  The  minis- 
tries of  Community  and  Social  Services,  Educa- 
tion and  Training  and  Culture,  Tourism  and 
Recreation  coordination  initiative  report. 


MINISTÈRE  DES  TRANSPORTS 

A5167 

Annual  report  = Rapport  annuel.  1993/1994. 
19  p.  (pliées)  : ill.,  portr.  Titre  de  la  couverture. 
L’année  d’activité  se  termine  le  31  mars. 

ISSN  0843-4042 

Pub.  Ont.  105633  D * 2,50$ 

Microfiche  5649-95  * f 1 ,00$  ( + TVP) 

A5168 

L’art  du  cyclisme  : guide  à l’usage  des  cyclis- 
tes adolescents  et  adultes.  [Rev.].  [1995]. 
46  p.  : ill.  Titre  de  la  couverture.  Publié  aussi  en 
anglais  sous  le  titre:  Cycling  skills  : a guide  for 
teen  and  adult  cyclists. 

ISBN  0-7778-3885-0 

A5169 

Bulletin  du  MTO  sur  la  logistique,  avril/mai/ 
juin  1995-oct./nov./déc.  1995.  Fait  suite  à:  Bulle- 
tin sur  la  distribution.  Trimestriel.  Titre  de  la  p.  de 
t.  addit.:  MTO  logistics  newsletter.  Titre  de 
départ.  Texte  en  français  et  en  anglais  disposé 
tête-bêche.  “Pour  informer  les  petites  entre- 
prises et  l’industrie  des  questions  touchant  la 
logistique.” 

A5170 

Bulletin  sur  la  distribution,  janv./févr./mars 
1995.  Trimestriel.  Titre  de  la  p.  de  t.  addit.:  Physi- 
cal distribution  newsletter.  Titre  de  départ.  Texte 
en  français  et  en  anglais  disposé  tête-bêche. 
“Pour  informer  les  petites  entreprises  et  l’indus- 
trie des  questions  touchant  les  transports.”  Suivi 
de:  Bulletin  du  MTO  sur  la  logistique. 

A5171 

Ce  que  vous  devez  savoir  sur  les  ceintures 
de  sécurité.  [Rev.].  [1995].  8,  8 p.  : ill.  en  coul. 
Titre  de  la  couverture.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  What  you  should  know  about  seat  belts. 
ISBN  0-7778-3718-8 


A5172 

Document  d’information  sur  le  budget  des 
dépenses.  1995/1996.  88  p.  : ill.  (certaines  en 
coul.).  Annuel.  Titre  courant:  Budget  des  dépen- 
ses. Publié  aussi  en  anglais  sous  le  titre:  Estima- 
tes briefing  book.  Publié  par  Direction  de  la  pla- 
nification financière  et  de  l’évaluation  des 
programmes. 

ISSN  1198-4376 

A5173 

Guide  des  jeunes  cyclistes.  Rev.  [1995].  12  p.  : 
ill.  en  coul.  Titre  de  la  couverture.  Publié  aussi  en 
anglais  sous  le  titre:  Bicyclist’s  handbook  : a 
guide  for  young  drivers. 

ISBN  0-7778-3933-4 

A5174 

Guide  sur  la  délivrance  graduelle  des  permis 
de  conduire  à l’intention  des  nouveaux  Onta- 
riens : sur  la  bonne  voie,  en  Ontario!  - : com- 
ment obtenir  un  permis  de  conduire  de  l’Ontario. 
[1995].  [18, 18]  p.  Titre  de  la  couverture.  Texte  en 
français  et  en  anglais  disposé  tête-bêche.  Titre  de 
la  p.  de  t.  addit.:  Newcomers  guide  to  graduated 
licensing  : ready  for  Ontario’s  roads-  . 

ISBN  0-7778-3824-9 

A5175 

L’intégration  des  transports  en  commun 
dans  la  région  du  Grand  Toronto  : rapport 
provisoire  / Comité  directeur  de  l’intégration 
des  transports  en  commun,  sept.  1995.  22, 
[6]  p.  : ill.  Titre  de  la  couverture.  Président:  Louis 
H.  Parsons.  Comprend  du  texte  en  anglais.  Sou- 
mis au  Ministre  des  transports.  Publié  aussi  en 
anglais  sous  le  titre:  Transit  integration  in  the 
Greater  Toronto  Area  : interim  report. 

A5176 

Nouvelles  sur  l’intégration  des  transports  en 
commun.  No  5 (été  1995)-no  6 (automne  1995). 
ill.  Titre  de  départ.  Publié  aussi  en  anglais  sous 
le  titre:  Transit  integration  news.  Publié  par  le 
Groupe  de  travail  sur  l’intégration  des  transports 
en  commun. 

A5177 

Official  road  map,  1994-1995  [carte  géogra- 
phique] = Carte  routière,  1 994-1 995.  Échelle  1 :700 
000  et  1:1  600  000.  [réimprimé  1995].  2 cartes 
géographiques  : coul.  En  tête  du  titre:  Ontario. 
Publié  en  collab.  avec  Ministère  de  la  culture,  du 
tourisme  et  des  loisirs.  Comprend  un  index.  “Ren- 
seignements recueillis  au  1er  janvier  1994”. 

Pub.  Ont.  106023  * 2,95$  (+ TVP) 

A5178 

Ontario  airports  [carte  géographique]  = Aéro- 
ports de  l’Ontario.  Échelle  1:800  000  et  1:1  600 
000.  c1995. 2 cartes  géographiques  : coul.  “Ren- 
seignements recueillis  au  juin  1995”. 
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A5179 

Ontario  transportation  map  series,  map  1 : 
southwestern  Ontario  [carte  géographique]  = 
Série  des  cartes  de  transport  de  l’Ontario,  carte 
1 : sud-ouest  de  l’Ontario.  Échelle  1:250  000. 
cl 993.  1 carte  géographique  : coul.  Plans  de 
villes  au  verso.  “Renseignements  recueillis  au 
1er  juin  1983”. 

Pub.  Ont.  106024  * 7,00$  (+ TVP) 

A5180 

Ontario  transportation  map  series,  map  2 : 
Lake  Huron-Georgian  Bay  area  [carte  géogra- 
phique] = Série  des  cartes  de  transport  de  l’Onta- 
rio, carte  2 : région  de  lac  Huron  et  de  la  baie 
Géorgienne.  Échelle  1:250  000.  c1991.  1 carte 
géographique  : coul.  Plans  de  villes  au  verso. 
“Renseignements  recueillis  au  1er  avril  1988”. 
Pub.  Ont.  106025  *7,00$(+TVP) 

A5181 

Ontario  transportation  map  series,  map  4 : 
central  Ontario  [carte  géographique]  = Série  des 
cartes  de  transport  de  l’Ontario,  carte  4 : centre  de 
l’Ontario.  Échelle  1:250  000.  cl  991.  1 carte 
géographique  : coul.  Plans  de  villes  au  verso. 
“Renseignements  recueillis  au  1er  janvier  1990”. 
Pub.  Ont.  106027  *7,00$(  + TVP) 

A5182 

Ontario  transportation  map  series,  map  5 : 
south  central  Ontario  = Série  des  cartes  de 
transport  de  l’Ontario,  carte  5 : centre-sud  de 
l’Ontario  [carte  géographique].  Échelle  1:250 
000.  cl 994.  1 carte  géographique  : coul.  Plans 
de  villes  au  verso.  “Renseignements  recueillis 
au  1er  juin  1984”. 

Pub.  Ont.  106028  * 7,00$  ( + TVP) 

A5183 

Ontario  transportation  map  series,  map  6 : 
upper  Ottawa  Valley  [carte  géographique]  = 
Série  des  cartes  de  transport  de  l’Ontario,  carte 
6 : vallée  du  Haut  Ottawa.  Échelle  1:250  000. 
c1991. 1 carte  géographique  : coul.  Plans  de  vil- 
les au  verso.  “Renseignements  recueillis  au  1er 
mars  1989”. 

Pub.  Ont.  106029  * 7,00$  ( + TVP) 

A5184 

Ontario  transportation  map  series,  map  7 : 
eastern  Lake  Ontario  = Série  des  cartes  de 
transport  de  l’Ontario,  carte  7 : partie  est  du  lac 
Ontario  [carte  géographique].  Échelle  1 :250  000. 
c1991. 1 carte  géographique  : coul.  Plans  de  vil- 
les au  verso.  “Renseignements  recueillis  au  1er 
mars,  1988”. 

Pub.  Ont.  106030  * 7,00$  (+ TVP) 

A5185 

Ontario  transportation  map  series,  map  8 : 
eastern  Ontario  [carte  géographique]  = Série 


des  cartes  de  transport  de  l’Ontario,  carte  8 : est 
de  l’Ontario.  Échelle  1:250  000.  1991.  1 carte 
géographique  : coul.  Plans  de  villes  au  verso. 
“Renseignements  recueillis  au  1er  janvier  1984”. 
Pub.  Ont.  106031  * 7,00$  ( + TVP) 

A5186 

Pelee  Island  transportation  service  sailing 
schedule,  1995  : M.V.  Jiimaan,  M.V.  Pelee  Islan- 
der = Service  de  transport  Pelee  Island  : horaire 
du  traversiez  1995  : M.V.  Jiimaan,  M.V.  Pelee 
Islander.  [1995?].  1 feuille  pliée. 

A5187 

Projet  de  train  rapide  Québec-Ontario  : rap- 
port final,  août  1995.  ix,  97,  [11]  p.  : ill.,  cartes 
géographiques.  Publié  en  collab.  avec  Trans- 
ports Canada  et  avec  le  Ministère  des  transports 
du  Québec.  Publié  aussi  en  anglais  sous  le  titre: 
Ontario-Québec  high  speed  rail  project  : final 
report.  Comprend  des  références  bibliogra- 
phiques. 

A5188 

Sur  la  bonne  voie!  : tout  ce  que  vous  devez 
savoir  sur  le  permis  de  conduire  dans  le  cadre  du 
système  de  délivrance  graduelle  des  permis  de 
conduire  de  l’Ontario.  [Rev.].  [1995].  [6,  6]  p.  : ill. 
en  coul.  Texte  en  français  et  en  anglais  disposé 
tête-bêche.  Titre  de  la  p.  de  t.  addit.:  Ready  for 
the  road- . 

ISBN  0-7778-3849-4 

A5189 

Sur  la  bonne  voie!  : journal  de  bord.  [Rev.]. 
[1995].  16, 16  p.  : ill.  en  coul. , formules.  Texte  en 
français  et  en  anglais  disposé  tête-bêche.  Titre 
de  la  p.  de  t.  addit.:  Ready  for  the  road-  . 

ISBN  0-7778-3848-6 


Direction  de  la  conformité  aux  normes 


A5190 

Dimensions  et  limites  de  poids  des  véhicules 
en  Ontario.  [Rev.].  1995,  c1988.  93  p.  : ill.  Titre 
de  la  couverture.  Publié  aussi  en  anglais  sous  le 
titre:  Vehicle  dimensions  and  weight  limits  in 
Ontario. 

ISBN  0-7778-4177-0 

Pub.  Ont.  005688  * Gratuit 

Direction  de  la  planification  des 
systèmes  de  transport 

A5191 

Transfocus  2021  : plan  stratégique  de  trans- 
port pour  la  région  de  Niagara  et  du  lac  Érié. 
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avril  1995.  ii,  29,  [20]  p.  : ill.  (certaines  en  coul.), 
cartes  géographiques.  Publié  aussi  en  anglais 
sous  le  titre:  Transfocus  2021  : a strategie  trans- 
portation plan  for  the  Niagara-Lake  Erie  area. 
Comprend  des  références  bibliogr.  Publié  par  le 
Bureau  de  la  planification  à l’échelle  provinciale. 
ISBN  0-7778-4129-0 

Direction  de  l’élaboration  des 
programmes 

A5192 

Provincial  highways  : distance  table  : King’s, 
secondary  highways  and  tertiary  roads  = 

Routes  provinciales  : tables  des  distances  : rou- 
tes principales,  secondaires  et  tertiaires.  1993. 
138  p.  “Distances  routières  officielles  utilisées 
par  le  ministère  ...  en  date  du  1er  juillet  1993.” 
Publié  antérieurement  par  le  Ministère,  Direction 
des  immobilisations.  Publié  par  le  Bureau  des 
routes  provinciales. 

ISSN  0825-5350 

Pub.  Ont.  106050  * 7,95$ 
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A5193 

Bulletin  INFOTER.  Numéro  3 (printemps  1995). 
Titre  du  no  3:  ERLIS  = INFOTER.  Publié  aussi 
en  anglais  sous  le  titre:  ERLIS  bulletin. 

A5194 

Call  on  us  = Appelez-nous.  1995.  [96]  p.  Titre  de 
la  couverture. 

A5195 

Catalogue  de  données  numériques.  6 mars 
1995.  Accompagne  aussi  le  numéro  pour  juin  de: 
Publications  : avis  de  parution.  Titre  de  départ. 
Publié  aussi  en  anglais  sous  le  titre:  Digital  data 
catalogue.  Publié  par  la  Commission  géologique 
de  l’Ontario  et  par  le  Centre  des  services  GEO 
Ontario. 

A5196 

Cuivre  de  l’Ontario,  mars  1995. 4 p.  : ill.,  1 carte 
géographique.  (Mines  et  minéraux  circulaire 
d’information  ; C2).  Titre  de  départ.  “Cette  publi- 
cation a été  réalisée  grâce  à l’aide  financière  de 
l’Entente  de  développement  du  nord  de  l’Onta- 
rio.” “Rédigé  février  1995  par  le  [sic]  section  de 
l’information  et  de  la  politique  minérale,  Direction 
de  l’analyse  du  secteur  minéral”.  Publié  aussi  en 
anglais  sous  le  titre:  Ontario  copper.  Comprend 
des  références  bibliogr. 


A5197 

Des  ressources  à redécouvrir  : vers  une  plus 
forte  valeur  ajoutée  dans  le  secteur  ontarien 
des  minéraux,  mai  1994.  iii,  62  p.  : ill.  Titre  de  la 
couverture.  Publié  aussi  en  anglais  sous  le  titre: 
Rediscovering  our  resources  : achieving  higher 
value-added  in  Ontario’s  mineral  sector. 

A5198 

Direction  de  l’analyse  du  secteur  minéral. 

[1994?].  4 p.  : ill.  Titre  de  départ.  Publié  aussi  en 
anglais  sous  le  titre:  Mineral  Sector  Analysis 
Branch. 

A5199 

EDNO  info.  Vol.  3 (automne  1994)-v.  4 (automne 
1995).  ill.  Titre  de  la  p.  de  t.  addit.:  NODA  news. 
Titre  de  départ.  “Travaillant  ensemble  pour 
l’industrie”.  Texte  en  français  et  en  anglais  dis- 
posé tête-bêche.  Publié  en  collab.  avec  Res- 
sources naturelles  Canada. 

A5200 

MDNM  - centres  d’aide  aux  nouvelles  entre- 
prises. [1994].  2 p.  Titre  de  départ.  Comprend 
des  renseignements  pour  le  nord  de  l’Ontario. 
Publié  aussi  en  anglais  sous  le  titre:  MNDM  - 
business  self-help  offices.  Publié  par  le  Centre 
de  services  aux  entreprises  Canada-Ontario. 

A5201 

MDNM  - Programme  d’aide  au  secteur  des 
services  échangeables.  [1994],  2 p.  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre: 
MNDM  - Tradeable  Service  Assistance  Pro- 
gram. Publié  par  le  Centre  de  services  aux 
entreprises  Canada-Ontario. 

A5202 

MDNM  - Programme  d’aide  aux  prospecteurs 
de  l’Ontario  (PAPO).  [1994].  1 feuille.  Publié 
aussi  en  anglais  sous  le  titre:  MNDM  - Ontario 
Prospectors  Assistance  program  (OPAP). 
Publié  par  le  Centre  de  services  aux  entreprises 
Canada-Ontario. 

A5203 

MDNM  - Programme  de  développement  du 
tourisme.  [1994].  1 feuille.  Publié  aussi  en 
anglais  sous  le  titre:  MNDM  - Tourism  Develop- 
ment Program.  Publié  par  le  Centre  de  services 
aux  entreprises  Canada-Ontario. 

A5204 

MDNM  - Programme  de  diversification  et  de 
développement  des  richesses  naturelles. 

[1994].  1 feuille.  Publié  aussi  en  anglais  sous  le 
titre:  MNDM  - Resource  Diversification  and 
Development  Program.  Publié  par  le  Centre  de 
services  aux  entreprises  Canada-Ontario. 
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A5205 

MDNM  - Programme  de  formation  profes- 
sionnelle pour  les  jeunes  du  nord.  [1994].  2 p. 
Titre  de  départ.  Publié  aussi  en  anglais  sous  le 
titre:  MNDM  - Northern  Training  Opportunities 
Program  (NORTOP).  Publié  par  le  Centre  de 
services  aux  entreprises  Canada-Ontario. 

A5206 

MDNM  - Programme  d’encouragement  au  dé- 
veloppement commercial.  [1994].  1 feuille. 
Publié  aussi  en  anglais  sous  le  titre:  MNDM  - 
Business  Incentive  Program.  Publié  par  le  Cen- 
tre de  services  aux  entreprises  Canada-Ontario. 

A5207 

MDNM  - Programme  des  stagiaires  autochto- 
nes. [1994],  2 p.  Titre  de  départ.  Publié  aussi  en 
anglais  sous  le  titre:  MNDM  - Aboriginal  Interns- 
hip Program  (AIP).  Publié  par  le  Centre  de  servi- 
ces aux  entreprises  Canada-Ontario. 

A5208 

MDNM  - Programme  d’infrastructure  indus- 
trielle. [1994].  1 feuille.  Titre  de  départ.  Publié 
aussi  en  anglais  sous  le  titre:  MNDM  - Industrial 
Infrastructure  Program.  Publié  par  le  Centre  de 
services  aux  entreprises  Canada-Ontario. 

A5209 

MDNM  - Programme  ontarien  d’encourage- 
ment à l’exploitation  minière.  [1994].  1 feuille. 
Publié  aussi  en  anglais  sous  le  titre:  MNDM  - 
Ontario  Minerai  Incentive  program  (OMIP). 
Publié  par  le  Centre  de  services  aux  entreprises 
Canada-Ontario. 

A5210 

MDNM  - Services  de  consultation  pour  les 
petites  entreprises.  [1994],  1 feuille.  Publié  aus- 
si en  anglais  sous  le  titre:  MNDM  - business 
Consulting  services.  Publié  par  le  Centre  de  ser- 
vices aux  entreprises  Canada-Ontario. 

A5211 

MDNM  - Société  de  gestion  du  fonds  du  patri- 
moine du  nord  de  l’Ontario.  [1994],  1 feuille. 
Publié  aussi  en  anglais  sous  le  titre:  MNDM  - 
Northern  Ontario  Heritage  Fund  Corporation 
(NOHFC).  Publié  par  le  Centre  de  services  aux 
entreprises  Canada-Ontario. 

A5212 

Ontario,  Canada  : “des  possibilités  à explo- 
rer”. [1995?].  36  p.  : ill.  (certaines  en  coul.),  car- 
tes géographiques.  Titre  de  la  couverture.  Dans 
une  pochette:  Properties  with  mineral  invento- 
ries not  currently  being  mined  : Ontario,  Canada 
(Feb.  1995).  Publié  aussi  en  anglais  sous  le  titre: 
Ontario,  Canada  : explore  the  opportunities. 


A5213 

Ontario,  Canada  dimension  stone  : produ- 
cers and  advanced  projects  = Pierre  d’échan- 
tillon Ontario,  Canada  : producteurs  et  projets 
avancés.  [1995?].  [71]  p.  : ill.  en  coul.,  1 carte 
géographique.  Titre  de  la  couverture. 

A5214 

Ontario  minerai  score  = Statistiques  minières 
de  l’Ontario.  1993.  xii,  201  p.  : ill.  En  majeure  ptie 
des  tables. 

ISSN  0714-122X 

Pub.  Ont.  105612  * 11,00$ 

A5215 

Or  de  l’Ontario.  [Rev.],  déc.  1994.  4 p.  : ill.,  1 
carte  géographique.  (Mines  et  minéraux  circulai- 
re d’information  ; Cl).  Titre  de  départ.  “Rédigé 
novembre  1994  par  le  [sic]  section  de  l’informa- 
tion et  de  la  politique  minérale,  Direction  de 
l’analyse  du  secteur  minéral”.  Publié  aussi  en 
anglais  sous  le  titre:  Ontario  gold.  Comprend 
des  références  bibliogr. 

A5216 

Or  de  l’Ontario.  [Rev.],  mars  1995.  4 p.  : ill.,  1 
carte  géographique.  (Mines  et  minéraux  circulai- 
re d’information  ; Cl).  Titre  de  départ.  “Cette 
publication  a été  réalisée  grâce  à l’aide  financiè- 
re de  l’Entente  de  développement  du  nord  de 
l’Ontario.”  “Rédigé  février  1995  par  le  [sic]  sec- 
tion de  l’information  et  de  la  politique  minérale, 
Direction  de  l’analyse  du  secteur  minéral”. 
Publié  aussi  en  anglais  sous  le  titre:  Ontario 
gold.  Comprend  des  références  bibliogr. 

A5217 

POEEM  : Programme  ontarien  d’encourage- 
ment à l’exploration  minière  : guide  et  formules 
de  demandes.  1995. 1 v.  (pag.  multiple)  : formules. 
Titre  de  la  p.  de  t.  addit.:  OMIP  : Ontario  Minerai 
Incentive  Program.  Titre  de  la  couverture.  Sous- 
titre  varie  légèrement.  Texte  en  français  et  en 
anglais  disposé  tête-bêche.  Une  feuille  ci-jointe: 
1995  incitations  financières  de  l’Ontario  pour 
l’exploration  et  l’exploitation  minières. 

A5218 

Programme  d’aide  au  secteur  des  services 
échangeables.  [1994?].  15, 13  p.  Titre  de  la  cou- 
verture. Texte  en  français  et  en  anglais  disposé 
tête-bêche.  Titre  de  la  p.  de  t.  addit.:  Tradeable 
Service  Assistance  Program.  Publié  par  la 
Société  de  gestion  du  fonds  du  patrimoine  du 
Nord  de  l’Ontario. 

A5219 

Programme  d’amélioration  des  installations 
des  petites  localités.  Rev.  [1995].  6,  6 p.  Titre 
de  la  couverture.  Texte  en  français  et  en  anglais 
disposé  tête-bêche.  Titre  de  la  p.  de  t.  addit.: 
Small  Communities  Improvement  Program. 
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A5220 

Programme  de  développement  du  tourisme. 

[1994?].  13, 13  p.  Titre  de  la  couverture.  Texte  en 
français  et  en  anglais  disposé  tête-bêche.  Titre 
de  la  p.  de  t.  addit.:  Tourism  development  pro- 
gram. Publié  par  la  Société  de  gestion  du  fonds 
du  patrimoine  du  Nord  de  l’Ontario. 

A5221 

Programme  de  formation  professionnelle  dans 
le  nord  (PFPN)  : guide  et  formulaire  de  demande. 
1995.  5,  [6],  5 p.  : formules.  Titre  de  la  p.  de  t. 
addit.:  Northern  Training  Opportunities  Program 
(NORTOP).  Titre  de  la  couverture.  Titre  varie 
légèrement.  “BoulotOntario  Emplois  d’été”.  Texte 
en  français  et  en  anglais  disposé  tête-bêche. 

A5222 

Programme  d’infrastructure  industrielle. 

[1994?].  5,  5 p.  Titre  de  la  couverture.  Texte  en 
français  et  en  anglais  disposé  tête-bêche.  Titre 
de  la  p.  de  t.  addit.:  Industrial  infrastructure  pro- 
gram. Publié  par  la  Société  de  gestion  du  fonds 
du  patrimoine  du  Nord  de  l’Ontario. 

A5223 

Publications  reliées  à Geology  of  Ontario. 

[1994?].  1 feuille  pliée  : formules.  Titre  de  départ. 
Texte  en  français  et  en  anglais;  le  texte  anglais 
se  trouve  au  verso.  Titre  au  verso:  The  Geology 
of  Ontario  publications. 

A5224 

Rationalisation  du  réseau  ferroviaire  de 
Canadien  national  et  de  Canadien  Pacifique 
dans  le  nord  de  l’Ontario  : étude  d’impacts  sur 
la  population  / par  David  Hackston,  Richard 
Lake  et  Christopher  Rees.  juil.  1994.  xxvi, 
257  p.  : ill.  Titre  de  la  couverture.  Publié  aussi  en 
anglais  sous  le  titre:  Canadian  National  and 
Canadian  Pacific  rail  rationalization  in  northern 
Ontario.  Comprend  des  références  bibliogr. 

A5225 

Répertoire  des  compagnies  d’exploration  et 
d’exploitation  minière  en  Ontario.  1995.  iv, 
67  p.  : cartes  géographiques.  Publié  aussi  en 
anglais  sous  le  titre:  Ontario  mining  and  explora- 
tion directory. 

Pub.  Ont.  105883  * 2,00$ 

A5226 

Société  de  gestion  du  fonds  du  patrimoine 
du  nord  de  l’Ontario  : rapport  annuel.  1993/ 
1994. 20, 20  p.  : ill.,  portr.  Titre  de  la  p.  de  t.  addit.: 
Northern  Ontario  Heritage  Fund  Corporation  : 
annual  report.  Titre  de  la  couverture.  Texte  en 
français  et  en  anglais  disposé  tête-bêche. 
L’année  d’activité  se  termine  le  31  mars.  Publié 
en  collab.  avec  la  Société  de  gestion  du  fonds  du 
patrimoine  du  nord  de  l’Ontario. 

ISSN  0847-5628 

Pub.  Ont.  001895  D * Gratuit 


Commission  géologique  de  l’Ontario 

A5227 

Publications  : avis  de  parution.  Liste  no  1 (6 
mars  1995)-liste  no  4 (11  déc.  1995).  Numéro 
pour  juin  accompagné  de:  Catalogue  de  don- 
nées numériques.  Titre  de  départ.  Titre  varie  h 
légèrement.  Publié  aussi  en  anglais  sous  le  titre: 
Publications  release  notice. 

ISSN  1181-8638 

A5228 

Sommaire  des  publications  parues.  1994. 
Titre  de  départ.  Publié  aussi  en  anglais  sous  le 
titre:  Summary  of  publications  released.  Publié 
par  le  Centre  des  services  GEO  Ontario. 

ISSN  1201-7558  (corr.) 

Direction  de  l’analyse  du  secteur 
minéral 

A5229 

Explore  report  = Rapport  d’exploration.  1993. 
vi,  62  p.  : ill.,  1 carte  géographique.  “L’explora-  ; 
tion  et  l’exploitation  minières  en  Ontario  en  1993  j 
selon  les  donnés  reçues  jusqu’en  décembre  1994”. 
ISSN  1180-0089 

Pub.  Ont.  105614  * 5,00$ 

Division  des  mines  et  des  minéraux 

A5230 

Appelez-nous,  mars  1995.  21,  29  p.  : 1 carte 
géographique.  Titre  de  la  p.  de  t.  addit.:  Call  on 
us.  Titre  de  la  couverture.  Texte  en  français  et  en 
anglais  disposé  tête-bêche. 

ISSN  0847-3307 

A5231 

Publications  price  list  = Prix  des  publications, 
avril  1995.  viii,  144  p.  Irrégulier.  Titre  de  la  cou-  j 
verture. 

ISSN  11 95-521 X 

Pub.  Ont.  001993  * Gratuit  I 
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A5232 

CAECO  : si  vous  vous  péparez  [sic]  à af- 
fronter l’avenir,  appelez-nous  aujourd’hui. 

[1995?].  1 feuille  pliée.  Texte  en  français  et  en 
anglais;  le  texte  anglais  se  trouve  au  verso.  Titre 
au  verso:  COBCC  : if  you’re  planning  for  tomor- 
row, call  us  today.  Publié  en  collab.  avec  Indus- 
trie Canada.  Publié  par  le  Centre  d’appels  pour 
les  entreprises  Canada-Ontario. 
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A5233 

Catalogue  FaxBack  du  Centre  de  services  aux 
entreprises  Canada-Ontario  - aérospatiale. 

[1995].  [2]  feuillets.  Titre  de  départ.  Publié  aussi  en 
anglais  sous  le  titre:  Canada-Ontario  Business 
Service  Centre  space  FaxBack  catalogue. 

A5234 

Catalogue  FaxBack  du  Centre  de  services 
aux  entreprises  Canada-Ontario  - agricultu- 
re. [1995].  1 feuille.  Publié  aussi  en  anglais  sous 
le  titre:  Canada-Ontario  Business  Service  Cen- 
tre agriculture  FaxBack  catalogue. 

A5235 

Catalogue  FaxBack  du  Centre  de  services 
aux  entreprises  Canada-Ontario  - aide  aux 
entreprises.  [1994].  3 feuillets.  Titre  de  départ. 
Publié  aussi  en  anglais  sous  le  titre:  Canada- 
Ontario  Business  Service  Centre  on-going  busi- 
ness support  FaxBack  catalogue. 

A5236 

Catalogue  FaxBack  du  Centre  de  services 
aux  entreprises  Canada-Ontario  - alliances 
stratégiques.  [1995].  3 feuillets.  Titre  de  départ. 
Publié  aussi  en  anglais  sous  le  titre:  Canada- 
Ontario  Business  Service  Centre  strategie 
alliances  FaxBack  catalogue. 

A5237 

Catalogue  FaxBack  du  Centre  de  services 
aux  entreprises  Canada-Ontario  - commerce. 

[1995].  7 feuillets.  Titre  de  départ.  Publié  aussi 
en  anglais  sous  le  titre:  Canada-Ontario  Busi- 
ness Service  Centre  trade  FaxBack  catalogue. 

A5238 

Catalogue  FaxBack  du  Centre  de  services 
aux  entreprises  Canada-Ontario  - communi- 
cations. [1995],  3 feuillets.  Titre  de  départ. 
Publié  aussi  en  anglais  sous  le  titre:  Canada- 
Ontario  Business  Service  Centre  communica- 
tions FaxBack  catalogue. 

A5239 

Catalogue  FaxBack  du  Centre  de  services 
aux  entreprises  Canada-Ontario  - démarrage 
d’entreprise.  [1995].  [3]  feuillets.  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre: 
Canada-Ontario  Business  Service  Centre  busi- 
ness start-up  FaxBack  catalogue. 

A5240 

Catalogue  FaxBack  du  Centre  de  services 
aux  entreprises  Canada-Ontario  - environne- 
ment. [1995].  3 feuillets.  Titre  de  départ.  Publié 
aussi  en  anglais  sous  le  titre:  Canada-Ontario 


Business  Service  Centre  environment  FaxBack 
catalogue. 

A5241 

Catalogue  FaxBack  du  Centre  de  services  aux 
entreprises  Canada-Ontario  - formation  et  res- 
sources humaines.  [1995].  6 feuillets.  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre: 
Canada-Ontario  Business  Service  Centre  training 
and  human  resources  FaxBack  catalogue. 

A5242 

Catalogue  FaxBack  du  Centre  de  services 
aux  entreprises  Canada-Ontario  - gestion 
d’entreprise.  [1995],  4 feuillets.  Titre  de  départ. 
Publié  aussi  en  anglais  sous  le  titre:  Canada- 
Ontario  Business  Service  Centre  business 
management  FaxBack  catalogue. 

A5243 

Catalogue  FaxBack  du  Centre  de  services  aux 
entreprises  Canada-Ontario  - impôt.  [1995].  [3] 
feuillets.  Titre  de  départ.  Publié  aussi  en  anglais 
sous  le  titre:  Canada-Ontario  Business  Service 
Centre  taxation  FaxBack  catalogue. 

A5244 

Catalogue  FaxBack  du  Centre  de  services  aux 
entreprises  Canada-Ontario  - marketing. 

[1995].  [2]  feuillets.  Titre  de  départ.  Publié  aussi  en 
anglais  sous  le  titre:  Canada-Ontario  Business 
Service  Centre  marketing  FaxBack  catalogue. 

A5245 

Catalogue  FaxBack  du  Centre  de  services 
aux  entreprises  Canada-Ontario  - organis- 
mes régionaux.  [1995].  6 feuillets.  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre: 
Canada-Ontario  Business  Service  Centre  regio- 
nal agencies  FaxBack  catalogue. 

A5246 

Catalogue  FaxBack  du  Centre  de  services  aux 
entreprises  Canada-Ontario  - pêches.  [1995].  4 
feuillets.  Titre  de  départ.  Publié  aussi  en  anglais 
sous  le  titre:  Canada-Ontario  Business  Service 
Centre  fisheries  FaxBack  catalogue. 

A5247 

Catalogue  FaxBack  du  Centre  de  services  aux 
entreprises  Canada-Ontario  - propriété  intel- 
lectuelle. [1995].  1 feuille.  Publié  aussi  en  anglais 
sous  le  titre:  Canada-Ontario  Business  Service 
Centre  intellectual  property  FaxBack  catalogue. 

A5248 

Catalogue  FaxBack  du  Centre  de  services 
aux  entreprises  Canada-Ontario  - recherche- 
développement.  [1995].  7 feuillets.  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre: 
Canada-Ontario  Business  Service  Centre 
research  and  development  FaxBack  catalogue. 
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A5249 

Catalogue  FaxBack  du  Centre  de  services 
aux  entreprises  Canada-Ontario  - services 
d’information.  [1995].  13  feuillets.  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre: 
Canada-Ontario  Business  Service  Centre  infor- 
mation services  FaxBack  catalogue. 

A5250 

Catalogue  FaxBack  du  Centre  de  services 
aux  entreprises  Canada-Ontario  - technolo- 
gie. [1995].  6 feuillets.  Titre  de  départ.  Publié 
aussi  en  anglais  sous  le  titre:  Canada-Ontario 
Business  Service  Centre  technology  FaxBack 
catalogue. 

A5251 

Catalogue  FaxBack  du  Centre  de  services  aux 
entreprises  Canada-Ontario  - tourisme.  [1995]. 
[2]  feuillets.  Titre  de  départ.  Publié  aussi  en 
anglais  sous  le  titre:  Canada-Ontario  Business 
Service  Centre  tourism  FaxBack  catalogue. 

A5252 

Catalogue  FaxBack  du  Centre  de  services  aux 
entreprises  Canada-Ontario  - transports. 

[1995].  [2]  feuillets.  Titre  de  départ.  Publié  aussi  en 
anglais  sous  le  titre:  Canada-Ontario  Business 
Service  Centre  transportation  FaxBack  catalogue. 

A5253 

Centre  de  ressources  pour  le  secteur  de 
l’informatique.  [1994],  1 feuille.  Publié  aussi  en 
anglais  sous  le  titre:  Computing  Sector  Resour- 
ce Facility.  Publié  par  le  Centre  de  services  aux 
entreprises  Canada-Ontario. 

A5254 

Conseil  pour  une  infrastructure  de  l’informa- 
tion en  Ontario.  [1994].  1 feuille.  Publié  aussi  en 
anglais  sous  le  titre:  Council  for  an  Ontario  Infor- 
mation Infrastructure.  Publié  par  le  Centre  de 
services  aux  entreprises  Canada-Ontario. 

A5255 

Direction  de  l’infrastructure  de  l’information. 

[1994],  1 feuille.  Publié  aussi  en  anglais  sous  le 
titre:  Information  Infrastructure  Branch.  Publié 
par  le  Centre  de  services  aux  entreprises 
Canada-Ontario. 

A5256 

Éléments  fondamentaux  de  l’exportation. 

[1994].  1 feuille.  Publié  aussi  en  anglais  sous  le 
titre:  Export  essentials  - exporting,  are  you  ready? 
Publié  par  le  Centre  de  services  aux  entreprises 
Canada-Ontario. 

A5257 

Fonds  d’entrepreneuriat  pour  les  projets 
innovateurs.  [1995?].  [2,  2]  p.  Titre  de  départ. 
Texte  en  français  et  en  anglais  disposé  tête- 
bêche.  Titre  de  la  p.  de  t.  addit.:  Innovative 
Entrepreneurship  Fund. 


A5258 

Guide  du  mentorat  pour  jeunes  entrepre- 
neurs/Lynne  Allen,  Lori  Cranson.  janv.  1994.  9, 
[2],  9 p.  Titre  de  la  couverture.  Texte  en  français 
et  en  anglais  disposé  tête-bêche.  Titre  de  la  p. 
de  t.  addit.:  Guide  to  mentoring  young  entrepre- 
neurs. Publié  en  collab.  avec  Council  for  Entre- 
preneurship Education  in  Ontario. 

A5259 

Institut  ontarien  des  échanges  électro- 
niques. [1994].  1 feuille.  Publié  aussi  en  anglais 
sous  le  titre:  Electronic  Commerce  Institute  of 
Ontario  (ECIO).  Publié  par  le  Centre  de  services 
aux  entreprises  Canada-Ontario. 

A5260 

MDEC  - centres  d’aide  aux  nouvelles  entre- 
prises. [1994],  2 feuillets.  Titre  de  départ.  Com- 
prend des  renseignements  pour  le  sud-ouest  de 
l’Ontario.  Publié  aussi  en  anglais  sous  le  titre: 
MEDT  - business  self-help  offices.  Publié  par  le 
Centre  de  services  aux  entreprises  Canada- 
Ontario. 

A5261 

MDEC  - centres  d’aide  aux  nouvelles  entre- 
prises. [1994].  2 feuillets.  Titre  de  départ.  Com- 
prend des  renseignements  pour  l’est  de  l’Onta- 
rio. Publié  aussi  en  anglais  sous  le  titre:  MEDT  - 
business  self-help  offices.  Publié  par  le  Centre 
de  services  aux  entreprises  Canada-Ontario. 

A5262 

MDEC  - centres  d’aide  aux  nouvelles  entre- 
prises. [1994].  2 feuillets.  Titre  de  départ.  Com- 
prend des  renseignements  pour  le  centre  de 
l’Ontario.  Publié  aussi  en  anglais  sous  le  titre: 
MEDT  - business  self-help  offices.  Publié  par  le 
Centre  de  services  aux  entreprises  Canada- 
Ontario. 

A5263 

MDEC  - comment  rentabiliser  les  exposi- 
tions. [1994],  1 feuille.  Publié  aussi  en  anglais 
sous  le  titre:  MEDT  - making  trade  shows  work. 
Publié  par  le  Centre  de  services  aux  entreprises 
Canada-Ontario. 

A5264 

MDEC  - conférences  pour  les  petites  entre- 
prises. [1994],  2 feuillets.  Titre  de  départ.  Publié 
aussi  en  anglais  sous  le  titre:  MEDT  - small  busi- 
ness seminars.  Publié  par  le  Centre  de  services 
aux  entreprises  Canada-Ontario. 

A5265 

MDEC  - Fonds  de  développement  du  com- 
merce extérieur.  [1994].  2 feuillets.  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre: 
MEDT  - Trade  Expansion  Fund  (TEF).  Publié 
par  le  Centre  de  services  aux  entreprises 
Canada-Ontario. 
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A5266 

MDEC  - Fonds  de  partenariat  sectoriel. 

[1994].  1 feuille.  Publié  aussi  en  anglais  sous  le 
titre:  MEDT  - Sector  Partnership  Fund  (SPF). 
Publié  par  le  Centre  de  services  aux  entreprises 
Canada-Ontario. 

A5267 

MDEC  - Fonds  des  projets  internationaux. 

[1994],  1 feuille.  Publié  aussi  en  anglais  sous  le 
titre:  MEDT  - International  Projects  Fund  (IPF). 
Publié  par  le  Centre  de  services  aux  entreprises 
Canada-Ontario. 

A5268 

MDEC  - Programme  Bon  départ  de  formation 
à la  petite  entreprise  à l’intention  des  auteurs 
de  demandes  de  prêts  des  programmes  Nou- 
velles entreprises  et  Jeunes  entrepreneurs. 

[1994].  2 feuillets.  Titre  de  départ.  Publié  aussi 
en  anglais  sous  le  titre:  MEDT  - Running  Start 
small  business  training  for  New  Venture  and 
Youth  Venture  loan  applicants.  Publié  par  le  Cen- 
! tre  de  services  aux  entreprises  Canada-Ontario. 

I A5269 

MDEC  - Programme  boulotOntario  Action 
communautaire.  [1994].  1 feuille.  Publié  aussi 
en  anglais  sous  le  titre:  MEDT  - jobsOntario 
Community  Action  Program  (jOCA).  Publié  par 
I le  Centre  de  services  aux  entreprises  Canada- 
, Ontario. 

A5270 

MDEC  - Programme  de  débouchés  commer- 
ciaux. [1994].  1 feuille.  Publié  aussi  en  anglais 
sous  le  titre:  MEDT  - Business  Opportunities 
Program.  Publié  par  le  Centre  de  services  aux 
! entreprises  Canada-Ontario. 

A5271 

MDEC  - Programme  de  formation  “Vers  le 
sommet”  sur  l’expansion  commerciale  pour 
les  entrepreneuses.  [1994],  1 feuille.  Publié 
aussi  en  anglais  sous  le  titre:  MEDT  - step  up  : 
business  expansion  training  for  women  entre- 
preneurs. Publié  par  le  Centre  de  services  aux 
entreprises  Canada-Ontario. 

A5272 

MDEC  - Programme  de  personnel  technique. 

[1994].  1 feuille.  Publié  aussi  en  anglais  sous  le 
titre:  MEDT  - Technical  Personnel  Program 
(TPP).  Publié  par  le  Centre  de  services  aux 
entreprises  Canada-Ontario. 

A5273 

MDEC  - Programme  des  investisseurs  étran- 
gers. [1994].  1 feuille.  Publié  aussi  en  anglais 
sous  le  titre:  MEDT  - Immigrant  Investor  Pro- 
gram. Publié  par  le  Centre  de  services  aux 
entreprises  Canada-Ontario. 


A5274 

MDEC  - Programme  des  nouveaux  exporta- 
teurs vers  les  états  limitrophes.  [1994],  1 feuil- 
le. Publié  aussi  en  anglais  sous  le  titre:  MEDT  - 
New  Exporters  to  Border  States  (NEBS).  Publié 
par  le  Centre  de  services  aux  entreprises 
Canada-Ontario. 

A5275 

MDEC  - programme  d’immigration  des  gens 
d’affaires.  [1994].  1 feuille.  Publié  aussi  en 
anglais  sous  le  titre:  MEDT  - Business  Immigra- 
tion Program.  Publié  par  le  Centre  de  services 
aux  entreprises  Canada-Ontario. 

A5276 

MDEC  - Programme  Étudiants  entrepre- 
neurs. [1994].  1 feuille.  Publié  aussi  en  anglais 
sous  le  titre:  MEDT  - Student  Venture  Capital 
Program  (SVC).  Publié  par  le  Centre  de  services 
aux  entreprises  Canada-Ontario. 

A5277 

MDEC  - Programme  Visions  de  modèles  d’en- 
trepreneuriat.  [1994],  1 feuille.  Publié  aussi  en 
anglais  sous  le  titre:  MEDT  - Visions  Entrepreneu- 
rial Role  Modelling  Program.  Publié  par  le  Centre 
de  services  aux  entreprises  Canada-Ontario. 

A5278 

MDEC  - publications  pour  les  petites  entre- 
prises. [1994].  1 feuillet.  Titre  de  départ.  Publié 
aussi  en  anglais  sous  le  titre:  MEDT  - small  busi- 
ness publications.  Publié  par  le  Centre  de  servi- 
ces aux  entreprises  Canada-Ontario. 

A5279 

MDEC  - service  de  consultation  en  matière 
d’investissement.  [1994].  1 feuille.  Publié  aussi 
en  anglais  sous  le  titre:  MEDT  - investment 
counselling  service.  Publié  par  le  Centre  de  ser- 
vices aux  entreprises  Canada-Ontario. 

A5280 

MDEC  - Service  ontarien  d’innovation  et  de 
productivité.  [1994],  1 feuille.  Publié  aussi  en 
anglais  sous  le  titre:  MEDT  - Ontario  Innovation 
& Productivity  Service  (OIPS).  Publié  par  le  Cen- 
tre de  services  aux  entreprises  Canada-Ontario. 

A5281 

MDEC  - services  de  consultation  pour  les 
petites  entreprises.  [1995],  2 feuillets.  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre: 
MEDT  - business  consulting  services.  Publié  par 
le  Centre  de  services  aux  entreprises  Canada- 
Ontario. 

A5282 

MDEC  - services  techniques  en  matière  d’im- 
migration. [1994].  1 feuille.  Publié  aussi  en 
anglais  sous  le  titre:  MEDT  - technical  immigra- 
tion services.  Publié  par  le  Centre  de  services 
aux  entreprises  Canada-Ontario. 
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A5283 

MDEC  - Stratégie  du  secteur  des  plastiques. 

[1994].  1 feuille.  Publié  aussi  en  anglais  sous  le 
titre:  MEDT  - Plastics  Sector  Strategy.  Publié  par 
le  Centre  de  services  aux  entreprises  Canada- 
Ontario. 

A5284 

MDEC  - Stratégie  ontarienne  du  secteur  des 
machines,  des  outils,  des  matrices  et  des 
moules.  [1994].  1 feuille.  Publié  aussi  en  anglais 
sous  le  titre:  MEDT  - Machinery,  Tool  Die  and 
Mould  (TDM)  Strategy.  Publié  par  le  Centre  de 
services  aux  entreprises  Canada-Ontario. 

A5285 

MDEC/COFAM/AMC  - ateliers  ISO  9000  pour 
cadres.  [1994].  1 feuille.  Publié  aussi  en  anglais 
sous  le  titre:  MEDT/OTAB/CMA  - ISO  9000  exe- 
cutive workshops.  Publié  par  le  Centre  de  servi- 
ces aux  entreprises  Canada-Ontario. 

A5286 

MDEC/OCOC  - certificats  de  reconnaissance 
de  la  qualité.  [1994],  1 feuille.  Publié  aussi  en 
anglais  sous  le  titre:  MEDT/OCOC  - commit- 
ment to  quality  certificates.  Publié  par  le  Centre 
de  services  aux  entreprises  Canada-Ontario. 

A5287 

ORTECH  Corporation.  [1995].  1 feuille.  Publié 
aussi  en  anglais  sous  le  même  titre.  Publié  par  le 
Centre  de  services  aux  entreprises  Canada- 
Ontario. 

A5288 

Les  partenariats  sectoriels  en  Ontario,  cl 995. 
1 portefeuille  (25  pièces).  Toutes  les  pièces  por- 
tent le  titre:  Gros  plan  sectoriel.  Publié  aussi  en 
anglais  sous  le  titre:  Ontario  sector  partnerships. 
Dépouillement:  Aérospatiale  - Biotechnologie  - 
Commerce  au  détail  - Conditionnement  alimen- 
taire - Construction  - Courses  de  chevaux  - 
Design  - Génie-conseil  - Industries  culturelles 
- Industries  de  la  santé  - Industrie  des  produits 
forestiers  - Informatique  - Machines,  outils, 
matrices  et  moules  - Matériaux  nouveaux  - 
Mines  et  minéraux  - Mobilier  résidentiel  - 
Pièces  d’automobile  - Plastique  - Préparations 
et  produits  chimiques  spéciaux  - Produits  élec- 
triques et  électroniques  - Secteur  de  l’éco- 
industrie  - Télécommunications  - Tourisme  - 
Vin  et  raison. 

A5289 

Programme  de  radio  communautaire  de 
l’Ontario.  [1994].  1 feuille.  Publié  aussi  en 
anglais  sous  le  titre:  Community  Radio  Ontario 
Program  (CROP).  Publié  par  le  Centre  de  servi- 
ces aux  entreprises  Canada-Ontario. 


A5290 

Programme  d’investissement  dans  les 
réseaux  télématiques  de  l’Ontario.  [1994].  1 
feuille.  Publié  aussi  en  anglais  sous  le  titre: 
Ontario  Network  Infrastructure  Program  (ONIP). 
Publié  par  le  Centre  de  services  aux  entreprises 
Canada-Ontario. 

A5291 

Rapport  annuel.  1993/1994.  27,  25  p.  : portr. 
Titre  de  la  p.  de  t.  addit.:  Annual  report.  Titre  de  la 
couverture.  Texte  en  français  et  en  anglais  dis- 
posé tête-bêche.  L’année  d’activité  se  termine  le 
31  mars. 

ISSN  1198-1628 

Pub.  Ont.  105726  D * 3,00$ 

Microfiche  5655-95  * 1 1,00$  (+ TVP) 

A5292 

SDO  - parcs  industriels.  [1994].  1 feuille.  Publié 
aussi  en  anglais  sous  le  titre:  DCO  - industrial 
parks.  Publié  par  le  Centre  de  services  aux 
entreprises  Canada-Ontario. 

A5293 

SDO  - prêts/garanties  d’emprunt.  [1994].  2 
feuillets.  Titre  de  départ.  Publié  aussi  en  anglais 
sous  le  titre:  DCO  - loans/loan  guarantees. 
Publié  par  le  Centre  de  services  aux  entreprises 
Canada-Ontario. 

A5294 

SDO  - Programme  de  prêts  et  d’aide  à l’expor- 
tation. [1994].  2 feuillets.  Titre  de  départ.  Publié 
aussi  en  anglais  sous  le  titre:  DCO  - Export  Sup- 
port Loan  Program  (ESL).  Publié  par  le  Centre  de 
services  aux  entreprises  Canada-Ontario. 

A5295 

SDO  - Programme  Entrepreneurs  autochto- 
nes. [1994],  2 feuillets.  Titre  de  départ.  Publié  aus- 
si en  anglais  sous  le  titre:  DCO  - Aboriginal  Busi- 
ness Ventures  Program.  Publié  par  le  Centre  de 
services  aux  entreprises  Canada-Ontario. 

A5296 

SDO  - Programme  Jeunes  entrepreneurs. 

[1994].  1 feuille.  Publié  aussi  en  anglais  sous  le  titre: 
DCO  - Youth  Ventures  Program.  Publié  par  le  Cen- 
tre de  services  aux  entreprises  Canada-Ontario. 

A5297 

SDO  - Programme  Nouvelles  entreprises. 

[1994].  1 feuille.  Publié  aussi  en  anglais  sous  le  titre: 
DCO  - New  Ventures  Program.  Publié  par  le  Centre 
de  services  aux  entreprises  Canada-Ontario. 

A5298 

SIO  - capital  de  risque.  [1994].  1 feuille.  Publié 
aussi  en  anglais  sous  le  titre:  IOC  - venture  capi- 
tal. Publié  par  le  Centre  de  services  aux  entre- 
prises Canada-Ontario. 
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A5299 

Stratégie  du  secteur  de  la  construction. 

[1994].  1 feuille.  Publié  aussi  en  anglais  sous  le 
titre:  Construction  Industry  Sector  Strategy. 
Publié  par  le  Centre  de  services  aux  entreprises 
Canada-Ontario. 

A5300 

Stratégie  du  secteur  de  l’électricité  et  de 
l’électronique.  [1994].  1 feuille.  Publié  aussi  en 
anglais  sous  le  titre:  Electrical  & Electronics  Sec- 
tor Strategy.  Publié  par  le  Centre  de  services  aux 
entreprises  Canada-Ontario. 

A5301 

Stratégie  du  secteur  de  l’informatique.  [1994], 
1 feuille.  Publié  aussi  en  anglais  sous  le  titre: 
Computer  sector  strategies.  Publié  par  le  Centre 
de  services  aux  entreprises  Canada-Ontario. 

A5302 

Stratégie  du  secteur  des  pièces  d’automobi- 
le. [1994],  1 feuille.  Publié  aussi  en  anglais  sous 
le  titre:  Automotive  Parts  Sector  Strategy.  Publié 
par  le  Centre  de  services  aux  entreprises 
Canada-Ontario. 

A5303 

Stratégie  du  secteur  des  télécommunications. 

[1994].  1 feuille.  Publié  aussi  en  anglais  sous  le 
titre:  Telecom  Sector  Strategy.  Publié  par  le  Cen- 
tre de  services  aux  entreprises  Canada-Ontario. 

A5304 

Stratégie  du  secteur  du  commerce  de  détail. 

[1994],  1 feuille.  Publié  aussi  en  anglais  sous  le 
titre:  Retail  Sector  Strategy.  Publié  par  le  Centre 
de  services  aux  entreprises  Canada-Ontario. 

A5305 

Stratégie  du  secteur  du  génie-conseil.  [1994]. 
1 feuille.  Publié  aussi  en  anglais  sous  le  titre: 
Consulting  Engineering  Sector  Strategy.  Publié 
par  le  Centre  de  services  aux  entreprises 
Canada-Ontario. 

A5306 

Stratégie  du  secteur  du  vêtement.  [1994],  1 
feuille.  Publié  aussi  en  anglais  sous  le  titre: 
Apparel  Sector  Strategy.  Publié  par  le  Centre  de 
services  aux  entreprises  Canada-Ontario. 

A5307 

Stratégie  ontarienne  des  préparations  et  des 
produits  chimiques  spéciaux.  [1994].  1 feuille. 
Publié  aussi  en  anglais  sous  le  titre:  Ontario’s 
Formulated  Products  and  Specialty  Chemicals 
Sector  Strategy.  Publié  par  le  Centre  de  services 
aux  entreprises  Canada-Ontario. 

A5308 

Succès  des  prêts  : étudiants  entrepreneurs. 

[1995?].  [21]  p.  : ill.  Titre  de  la  couverture.  “Tra- 


vaillez à votre  compte  ce  été  et  devenez  votre 
propre  patron  à vie”.  Publié  aussi  en  anglais 
sous  le  titre:  Student  venture  loans  : success 
stories. 

Activités  des  petites  entreprises  et 
des  bureaux  régionaux 

A5309 

Étudiants  entrepreneurs  : instructions  et 
demande  pour  obtenir  un  prêt  allant  jusqu’à 
3 000  [dollars]  pour  lancer  votre  propre 
entreprise  estivale  : devenez  chef  d’entreprise. 
[Rev.],  cl  995. 15p.:  formules.  Titre  de  la  couver- 
ture. Comprend  un  formulaire  de  demande. 
Publié  aussi  en  anglais  sous  le  titre:  Student 
venture  : guidelines  and  application  to  obtain  a 
loan  of  up  to  3000  [dollars]  to  start  up  your  own 
summer  business. 

ISBN  0-7778-4070-7 
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A5310 

Bulletin.  16  janv.  1995-13  sept.  1995.  6 no.  Irré- 
gulier. Titre  de  départ.  Publié  aussi  en  anglais 
sous  le  titre:  Newsletter.  Publié  dorénavant  par 
le  Ministère  des  affaires  municipales  et  du  loge- 
ment. 

A5311 

Bulletin  d’information  : données  sur  les  reve- 
nus et  les  prix  des  logements  abordables 
pour  1995.  avril  1995.  [7]  p.  : 1 carte  géogra- 
phique. Titre  de  la  couverture.  Publié  en  collab. 
avec  Ministère  des  affaires  municipales.  Publié 
aussi  en  anglais  sous  le  titre:  Information 
bulletin  : 1995  income  and  affordable  housing 
price  data. 

Pub.  Ont.  001918  Épuisé 

A5312 

Cette  loi  s’applique-t-elle  à ma  maison  de 
soins?  cl 995.  [3]  p.  Titre  de  départ.  En  tête  du  titre: 
Fiche  d’information  sur  la  Loi  sur  les  droits  des 
résidents.  “Maisons  de  soins”.  Publié  aussi  en 
anglais  sous  le  titre:  Is  your  care  home  covered? 
Pub.  Ont.  001928  D * Gratuit 

A5313 

Conflit  d’intérêts  : guide  à l’intention  des 
fournisseurs  de  logements  à but  non  lucratif. 

juin  1995.  34  p.  : ill.,  formules.  Titre  de  la  couver- 
ture. Publié  aussi  en  anglais  sous  le  titre:  Con- 
flict of  interest  handbook  for  non-profit  housing 
providers. 
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A5314 

Des  appartements  dans  les  maisons  : infor- 
mation à l’intention  des  locataires.  [1994]. 
[10]  p.  Titre  de  la  couverture.  En  tête  du  titre:  Ce 
que  vous  devez  savoir  au  sujet  de  la  Loi  sur  les 
droits  des  résidents  de  l’Ontario.  Publié  aussi  en 
anglais  sous  le  titre:  Apartments  in  houses  : 
information  for  tenants. 

ISBN  0-7778-3638-6 

Pub.  Ont.  001539  D Épuisé 

A5315 

Des  appartements  dans  les  maisons  : infor- 
mation à l’intention  des  propriétaires.  [1994], 
[12]  p.  Titre  de  la  couverture.  En  tête  du  titre:  Ce 
que  vous  devez  savoir  au  sujet  de  la  Loi  sur  les 
droits  des  résidents  de  l’Ontario.  Publié  aussi  en 
anglais  sous  le  titre:  Apartments  in  houses  : 
information  for  homeowners. 

ISBN  0-7778-3637-8  (corr.) 

Pub.  Ont.  001541  D Épuisé 

A5316 

Le  droit  à la  vie  privée  dans  les  maisons  de 
soins.  c1995.  [2]  p.  sur  1 feuille.  En  tête  du  titre: 
Fiche  d’information  sur  la  Loi  sur  les  droits  des 
résidents.  “Maisons  de  soins”.  Publié  aussi  en 
anglais  sous  le  titre:  Tenants’  right  to  privacy  in 
care  home  units. 

Pub.  Ont.  001926  D * Gratuit 

A5317 

Les  évictions  dans  les  maisons  de  soins. 

[1995?].  [4]  p.  Titre  de  départ.  En  tête  du  titre: 
Fiche  d’information  sur  la  Loi  sur  les  droits  des 
résidents.  “Maisons  de  soins”.  Publié  aussi  en 
anglais  sous  le  titre:  Evictions  in  care  homes. 
Pub.  Ont.  001924  D * Gratuit 

A5318 

Guide  de  la  Loi  sur  la  location  immobilière  : 
quatrième  partie  (locaux  d’habitation).  Rev. 
[janv.]  1995. 17  p.  (Contrôle  des  loyers).  Titre  de 
la  couverture.  Publié  aussi  en  anglais  sous  le 
titre:  A guide  to  the  Landlord  and  Tenant  Act  : 
part  IV  (residential  premises). 

ISBN  0-7778-3606-8 

A5319 

La  Loi  sur  la  protection  des  logements  loca- 
tifs. Rev.  [janv.]  1995. 15  p.  (Contrôle  des  loyers). 
Titre  de  la  couverture.  Publié  aussi  en  anglais 
sous  le  titre:  Rental  Housing  Protection  Act. 

ISBN  0-7778-3604-1 

A5320 

Parcs  de  maisons  mobiles  et  communautés 
situées  sur  des  terrains  loués  : vos  droits  et 
vos  responsabilités.  [1994?].  20  p.  Titre  de  la 
couverture.  Publié  aussi  en  anglais  sous  le  titre: 
Mobile  home  parks  and  land  lease  communities. 
ISBN  0-7778-2288-1 


A5321 

Les  pavillons-jardins  : information  à l’inten- 
tion des  propriétaires.  [1994],  [5]  p.  Titre  de  la 
couverture.  En  tête  du  titre:  Ce  que  vous  devez 
savoir  au  sujet  de  la  Loi  sur  les  droits  des  rési- 
dents de  l’Ontario.  Publié  aussi  en  anglais  sous  le 
titre:  Garden  suites  : information  for  homeowners. 
ISBN  0-7778-3636-X 

Pub.  Ont.  001537  D * Gratuit 

A5322 

Le  taux  légal  d’augmentation  des  loyers  de 
1995.  [1994].  [2]  p.  sur  1 feuille.  (Contrôle  des 
loyers).  Publié  aussi  en  anglais  sous  le  titre:  The 
1995  rent  control  guideline. 
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A5323 

Le  bulletin  action  construction.  No  17  (févr. 
1995).  Irrégulier.  Titre  de  la  p.  de  t.  addit.:  Buil- 
ding action  newsletter.  Titre  de  départ.  Texte  en 
français  et  en  anglais  disposé  tête-bêche.  Publié 
dorénavant  par  le  Ministère  des  affaires  munici- 
pales et  du  logement. 

ISSN  0830-1409 
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A5324 

L’aide  juridique  en  bref.  No  98  (janv.  1995)-no 
105  (nov.  1995).  Titre  de  la  p.  de  t.  addit.:  Legal  : 
aid  bulletin.  Texte  en  français  et  en  anglais.  Fait 
suite  à:  Bulletin  de  l’aide  juridique.  Publié  par  le  J 
Barreau  du  Haut-Canada. 

A5325 

Bureau  d’évaluation  de  la  capacité.  Vol.  1.1 
(janv.  1995).  Titre  de  la  p.  de  t.  addit.:  Capacity 
Assessment  Office.  Titre  de  départ.  Texte  en  é 
français  et  en  anglais  disposé  tête-bêche.  Publié  j 
par  le  Bureau  d’évaluation  de  la  capacité. 

A5326 

Programme  des  mesures  de  rechange  : déju- 
diciarisation à l’intention  des  adolescents  : 

guide  d’information.  [1995].  1 feuille  pliée.  Texte 
en  français  et  en  anglais;  le  texte  anglais  se 
trouve  au  verso.  Titre  au  verso:  Alternative  Mea- 
sures Program  : diversion  for  young  persons.  5 
Publié  en  collab.  avec  le  Ministère  du  solliciteur 
général  et  des  services  correctionnels  et  avec  le 
Ministère  des  services  sociaux  et  communau- 
taires. 
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A5327 

Projets  de  loi  et  motions  d’amendement  : 
guide  des  services  offerts  aux  députés  par  le 
Bureau  des  conseillers  législatifs.  [1995?].  7, 
7 p.  Titre  de  la  couverture.  Texte  en  français  et 
en  anglais  disposé  tête-bêche.  Titre  de  la  p.  de  t. 
addit.:  Bills  and  motions  : the  services  of  the 
Office  of  Legislative  Counsel  : a guide  for  private 
members.  Publié  par  le  Bureau  des  conseillers 
législatifs. 

A5328 

Questions  et  réponses  sur  la  Cour  de  l’Onta- 
rio (Division  générale),  Cour  de  la  famille. 

[1995?].  1 feuille  pliée.  Texte  en  français  et  en 
anglais;  le  texte  anglais  se  trouve  au  verso.  Titre 
au  verso:  Questions  & answers  about  Ontario 
Court  (General  Division),  Family  Court. 

A5329 

Rapport  annuel.  1993/1994.  43,  43  p.  : portr. 
Titre  de  la  p.  de  t.  addit.:  Annual  report.  Titre  de  la 
couverture.  Texte  en  français  et  en  anglais  dis- 
posé tête-bêche.  L’année  d’activité  se  termine  le 
31  mars. 

Pub.  Ont.  105631  Épuisé 

Microfiche  5650-95  * 1 1 ,00$  ( + TVP) 

A5330 

Les  recours  collectifs.  [1995?].  [2]  p.  sur  1 feuil- 
le. Publié  aussi  en  anglais  sous  le  titre:  Class 
proceedings. 

A5331 

Révision  de  la  justice  civile  : premier  rapport. 

mars  1995.  425,  [3]  p.  : ill.  “Publié  par  Révision  de 
la  justice  civile  de  l’Ontario.”  Coprésident:  Robert 
A.  Blair.  Coprésidente:  Sandra  Lang.  Soumis  à la 
Cour  de  justice  de  l’Ontario.  Publié  aussi  en 
anglais  sous  le  titre:  Civil  Justice  Review  : first 
report.  Comprend  des  références  bibliogr. 

Pub.  Ont.  001922  * Gratuit 

Tuteur  et  Curateur  public 

A5332 

Bulletin  : Loi  sur  la  prise  de  décisions  au  nom 
d’autrui.  [1995].  4 p.  Titre  de  départ.  Publié  aus- 
si en  anglais  sous  le  titre:  A factsheet  : Substitute 
Decisions  Act. 


MINISTÈRE  DU  SOLLICITEUR 
GÉNÉRAL  ET  DES  SERVICES 
CORRECTIONNELS 


A5333 

Faire  équipe  : encadrement  des  jeunes  par  la 
police  / préparé  ...  par  Dowrich  Management 


Services.  [1994?].  27,  27  p.  Publié  en  collab. 
avec  le  Solliciteur  général  du  Canada.  Texte  en 
français  et  en  anglais  disposé  tête-bêche.  Titre 
de  la  p.  de  t.  addit.:  One  to  one  : a guide  to  police- 
youth  mentoring.  Comprend  des  références 
bibliogr. 

ISBN  0-7778-2821-9 
A5334 

Mesures  d’urgence  Ontario  : pour  un  lende- 
main plus  sûr.  [1994],  1 feuille  pliée.  Publié  aus- 
si en  anglais  sous  le  titre:  Emergency  Measures 
Ontario  : preparing  for  a safer  tomorrow. 

ISBN  0-7778-3589-4 

A5335 

La  police  et  les  jeunes  : “un  regard  vers  l’ave- 
nir” : sommaire  du  rapport  final  du  projet  pilote 
du  programme  d’encadrement  des  jeunes  par  la 
police  / préparé  par  Dowrich  Management  Ser- 
vices. déc.  1993. 18,  [2],  16  p.  Sur  la  couverture: 
Rapport  pour  spécialistes.  Publié  en  collab.  avec 
le  Solliciteur  général  du  Canada.  Texte  en  fran- 
çais et  en  anglais  disposé  tête-bêche.  Titre  de 
la  p.  de  t.  addit.:  Police  and  youth  : “looking  to  the 
future”. 

ISBN  0-662-21461-7 
A5336 

Voix  de  femmes,  choix  de  femmes  : rapport 
du  Groupe  de  travail  sur  la  condition  des 
femmes  dans  le  système  correctionnnel. 

janv.  1995.  49,  [12]  p.  Titre  de  la  couverture.  Co- 
présidents: Elizabeth  White,  Marg  Welch.  Publié 
aussi  en  anglais  sous  le  titre:  Women’s  voices, 
women’s  choices  : report  of  the  Women’s  Issues 
Task  Force.  Comprend  des  références  bibliogr. 
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A5337 

L’adaptation  au  travail  : parlons-en!  : une 
nouvelle  approche.  1994. 1 portefeuille  (8  piè- 
ces) : formules.  Publié  aussi  en  anglais  sous  le 
titre:  Let’s  talk  employment  accommodation  : a 
new  approach.  Dépouillement  partiel:  Fiche  sur 
l’adaptation  - Quelques  lois  visant  l’emploi  des 
personnes  handicapées  en  Ontario  - Décisions 
du  Code  des  droits  de  la  personne  faisant  juris- 
prudence relativement  aux  besoins  d’adaptation 
au  travail  - Décisions  de  la  CAT  de  l’Ontario 
faisant  jurisprudence  relativement  aux  besoins 
d’adaptation  au  travail  - Sujets  possibles  de  dis- 
cussions concernant  les  besoins  d’adaptation  - 
Exemples  d’adaptation  - Où  trouver  de  l’aide 
additionnelle.  Publié  par  le  Programme  d’emploi 
pour  les  personnes  handicapées. 
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A5338 

Attaches-supports  pour  poutres  (mécanisme 
à levier).  [1995].  [2]  p.  sur  1 feuille.  (Alerte,  ISSN 
1195-5228  ; #C7).  “Construction”.  Texte  en  fran- 
çais et  en  anglais;  le  texte  anglais  se  trouve 
au  verso.  Titre  au  verso:  Beam  clamps  (lever- 
action).  Publié  par  les  Services  professionnels  et 
spécialisés. 

A5339 

Avis  à l’industrie  minière  - exploration. 

[1995].  [2]  p.  sur  1 feuille.  Texte  en  français  et  en 
anglais;  le  texte  anglais  se  trouve  au  verso.  Titre 
au  verso:  Notice  to  the  exploration  industry. 

A5340 

Avis  : programmes  de  formation  en  vue  de 
l’accréditation.  1995.  [2]  p.  sur  1 feuille.  Texte 
en  français  et  en  anglais;  le  texte  anglais  se 
trouve  au  verso.  Titre  au  verso:  Notice  : certifica- 
tion training  programs. 

A5341 

Chargement  et  déchargement  des  grumiers. 

[1995].  [2]  p.  sur  1 feuille.  (Alerte,  ISSN 
1195-5228  ; #111).  “Industrie”.  Texte  en  français 
et  en  anglais;  le  texte  anglais  se  trouve  au  verso. 
Titre  au  verso:  Loading  and  unloading  logging 
trucks.  Publié  par  le  Programme  de  santé  et  de 
sécurité  dans  l’industrie. 

A5342 

Chariots  aériens  Asplundh  : modèles  LR-40, 
LR-42,  LR-45,  LR-50,  LRII-45,  LRII-50,  numéros 
de  série  86-8600  à 91-0138.  [1995],  [2]  p.  sur  1 
feuille  : ill.  (Alerte,  ISSN  1195-5228  ; #11).  Texte 
en  français  et  en  anglais;  le  texte  anglais  se 
trouve  au  verso.  Titre  au  verso:  Asplundh  aerial 
lifts.  Publié  par  le  Programme  de  santé  et  de 
sécurité  dans  la  construction. 

A5343 

Chariots  élévateurs  Clark,  modèles  ECS  et 
GCS.  [1995],  [2]  p.  sur  1 feuille.  (Alerte,  ISSN 
1195-5228  ; #110).  “Industrie”.  Texte  en  français 
et  en  anglais;  le  texte  anglais  se  trouve  au  verso. 
Titre  au  verso:  Clark  model  ECS  and  GCS  forklift 
trucks.  Publié  par  le  Programme  de  santé  et  de 
sécurité  dans  l’industrie. 

A5344 

Clinical  measures,  smoking,  radon  exposure 
and  lung  cancer  risk  among  Elliot  Lake  ura- 
nium miners  : executive  summary  = Mesures 
cliniques,  tabagisme,  exposition  au  radon  et  ris- 
que de  cancers  du  poumon  chez  les  travailleurs 
des  mines  d’uranium  à Elliot  Lake  : résumé  / 
Murray  Finkelstein,  Robert  A.  Kusiak.  mai  1995. 
[8]  p.  Publié  par  l’Unité  des  études  sur  la  santé  et 
la  sécurité. 

ISBN  0-7778-4394-3 


A5345 

Contrainte  thermique,  coup  de  chaleur  et  tra- 
vail à l’extérieur.  [1995].  [2]  p.  sur  1 feuille.  (Aler- 
te, ISSN  1195-8770  (corr.)  ; #C6).  “Construc- 
tion”. Publié  aussi  en  anglais  sous  le  titre:  Heat 
stress  and  heat  stroke  in  outdoor  work.  Publié  ! 
par  le  Programme  de  santé  et  de  sécurité  dans 
la  construction. 

A5346 

Défaillance  d’un  boulon  à oeil  dans  l’équipe- 
ment de  montage  et  de  levage.  [1995].  [2]  p. 
sur  1 feuille  : ill.  (Alerte,  ISSN  1195-5228  ; #13). 
Publi-e  aussi  en  anglais  sous  le  titre:  Eye  bolt  I 
failure  in  rigging  and  hoisting.  Publié  par  les  Ser-  ■ 
vices  professionnels  et  spécialisés. 

A5347 

Échafaudage  avec  chevalet  de  pompage. 

[1995],  [2]  p.  sur  1 feuille.  (Alerte,  ISSN  , 
1195-5228  ; #C9).  “Construction”.  Texte  en  fran- 
çais et  en  anglais;  le  texte  anglais  se  trouve  au 
verso.  Titre  au  verso:  Pump  jack  scaffolds.  Publié 
par  les  Services  professionnels  et  spécialisés. 

A5348 

Examen  ministériel  de  l’Agence  pour  la  santé 
et  la  sécurité  au  travail  / Carolyn  Hughes  Tuohy.  ' 
févr.  1995.  xix,  93  p.  Titre  de  la  couverture.  Publié 
aussi  en  anglais  sous  le  titre:  Ministerial  review  of 
the  Workplace  Health  and  Safety  Agency.  Com- 
prend des  références  bibliogr. 

ISBN  0-7778-3939-3 

A5349 

Exposition  à l’acide  fluorhydrique  émanant 
de  décapants  à l’acide.  [1995].  [2]  p.  sur  1 feuil- 
le. (Alerte,  ISSN  1198-8770  (corr.)  ; #9).  Publié 
aussi  en  anglais  sous  le  titre:  Hydrofluoric  acid 
exposure  from  acidic  cleaning  agents.  Publié  par 
les  Services  professionnels  et  spécialisés. 

A5350 

Faites-vous  de  l’exploitation  forestière  sur 
une  terre  de  la  Couronne  ou  une  terre  pri- 
vée? : si  vous  faites  de  l’exploitation  forestière, 
sur  une  terre  de  la  Couronne  ou  une  terre  privée, 
vous  devez  connaître  vos  responsabilités  en 
vertu  de  la  Loi  sur  la  santé  et  la  sécurité  au  travail 
de  l’Ontario,  août  1995.  1 feuille  pliée.  Publié 
aussi  en  anglais  sous  le  titre:  Are  you  logging  on 
Crown  or  private  land? 

ISBN  0-7778-4554-7 

A5351 

Grues  HIAB  : modèles  190  (260/19),  205,  215, 
220,  260  et  290.  [1995],  [2]  p.  sur  1 feuille  : ill. 
(Alerte,  ISSN  1195-5228  ; #12).  Texte  en  français 
et  en  anglais;  le  texte  anglais  se  trouve  au  verso. 
Titre  au  verso:  HIAB  cranes.  Publié  par  le  Pro-  j 
gramme  de  santé  et  de  sécurité  dans  la  cons- 
truction. 
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A5352 

Grues  mobiles  montées  sur  camion.  [1995]. 
[2]  p.  sur  1 feuille.  (Alerte,  ISSN  1195-5228  ; #10). 
Texte  en  français  et  en  anglais;  le  texte  anglais 
se  trouve  au  verso.  Titre  au  verso:  Truck- 
mounted  mobile  cranes.  Publié  par  les  Services 
professionnels  et  spécialisés. 

A5353 

Heures  de  travail.  1995.  [4]  p.  (Normes  d’emploi 
fiche  de  renseignements,  ISSN  1195-9282 
(corr.)).  Titre  de  départ.  Publié  aussi  en  anglais 
sous  le  titre:  Hours  of  work. 

A5354 

L’industrie  de  la  construction  en  Ontario  : ce 
que  devraient  savoir  les  travailleurs  de  la 
construction  du  Québec  s’ils  veulent  travail- 
ler dans  l’industrie  de  la  construction  en 
Ontario.  [1994?].  43  p.  Titre  de  la  couverture. 
Publié  aussi  en  anglais  sous  le  titre:  Ontario’s 
construction  industry  : what  Quebec  construc- 
tion workers  need  to  know  to  work  in  Ontario. 
ISBN  0-7778-3467-7 

A5355 

L’industrie  du  bâtiment  et  de  la  construction 
en  Ontario  : ce  que  devraient  savoir  les  entre- 
preneurs et  les  sous-traitants  du  Québec 
s’ils  veulent  exercer  des  activités  en  Ontario. 

[1994?].  51  p.  Titre  de  la  couverture.  Publié  aussi 
en  anglais  sous  le  titre:  Ontario’s  building  and 
construction  industry  : what  Quebec  contractors 
and  sub-contractors  need  to  know  to  carry  on 
business  in  Ontario. 

ISBN  0-7778-3673-4 

A5356 

Inspection  et  documents  relatifs  à la  ventila- 
tion dans  les  établissements  de  santé  et 
dans  les  établissements  résidentiels,  mars 
1995.  4 p.  (Directives  concernant  la  santé  et  la 
sécurité,  ISSN  1201-1452).  Titre  de  départ. 
Publié  aussi  en  anglais  sous  le  titre:  Ventilation 
inspection  and  records  for  health  care  and  resi- 
dential facilities.  Publié  par  les  Services  profes- 
sionnels et  spécialisés. 

A5357 

Manuel  des  procédures  de  soudage  dans  les 
mines  de  l’Ontario  : guide  pour  compagnies 
minières  de  l’Ontario  pour  la  certification  au 
standard  CSA  W47.1,  soudage  par  fusion  des 
structures  en  acier  / préparé  par  le  Groupe  de 
travail  sur  les  mines.  1994- . 1 v.  (feuillets  mobi- 
les) : ill.  Titre  de  la  couverture  varie  légèrement. 
Le  groupe  de  travail  comprend  des  représen- 
tants du  Ministère  du  travail,  du  Bureau  cana- 
dien de  soudage  et  de  l’industrie  minière  de 
l’Ontario.  Publié  aussi  en  anglais  sous  le  titre: 
Ontario  mine  welding  procedure  manual. 


A5358 

Postes  de  travail  avec  terminal  à écran  de 
visualisation  : disposition  et  éclairage,  août 
1995.  9,  [1]  p.  : ill.  (Directives  concernant  la  santé 
et  la  sécurité,  ISSN  1201-1452  (corr.)).  Titre  de  la 
couverture.  Publié  aussi  en  anglais  sous  le  titre: 
VDT  workstations  : layout  and  lighting.  Com- 
prend des  références  bibliogr.  Publié  par  les 
Services  professionnels  et  spécialisés. 

A5359 

Prévention  et  protection  contre  les  chutes. 

[1995].  [2]  p.  sur  1 feuille  : ill.  (Alerte,  ISSN 
1198-8770  ; #C8).  “Construction”.  Publié  aussi 
en  anglais  sous  le  titre:  Fall  prevention  and  pro- 
tection. Publié  par  le  Programme  de  santé  et  de 
sécurité  dans  la  construction. 

A5360 

Les  produits  chimiques  dans  votre  lieu  de 
travail.  [1995].  [2]  p.  sur  1 feuille.  (Alerte,  ISSN 
1195-5228  ; #14).  Texte  en  français  et  en  anglais; 
le  texte  anglais  se  trouve  au  verso.  Titre  au  ver- 
so: You  and  chemicals  in  the  workplace.  Publié 
par  le  Programme  de  santé  et  de  sécurité  dans 
l’industrie. 

A5361 

Protection  contre  les  chutes  durant  les  travaux 
de  chaudronnerie,  déc.  1994.  33  p.  : ill.,  cartes 
géographiques.  Titre  de  la  couverture.  Publié  aussi 
en  anglais  sous  le  titre:  Fall  protection  for  boiler- 
maker work.  Publié  par  le  Programme  de  la  santé 
et  de  la  sécurité  dans  la  construction. 

A5362 

Protection  contre  les  chutes  pour  le  montage 
de  l’acier  de  construction,  août  1995. 18  p.  : ill., 
cartes  géographiques.  (Directives  concernant  la 
santé  et  la  sécurité,  ISSN  1201-1452).  Titre  de  la 
couverture:  Protection  contre  les  chutes  pour  le 
montage  de  l’acier  de  structure.  “Construction”. 
Publié  aussi  en  anglais  sous  le  titre:  Fall  protection 
for  structural  steel  erection.  Publié  par  le  Program- 
me de  santé  et  de  sécurité  dans  la  construction. 

A5363 

Rapport  annuel.  74e  (1992/1993).  [8,  7]  p.  Titre 
de  la  p.  de  t.  addit.:  Annual  report.  Titre  varie. 
Texte  en  français  et  en  anglais  disposé  tête- 
bêche.  L’année  d’activité  se  termine  le  31  mars. 
Disponible  sur  microfiche. 

ISSN  0318-4641 

Microfiche  5634-95  * f 1,00$  ( + taxe) 

A5364 

Recharge  de  bouteilles  d’oxygène.  [1995]. 
[2]  p.  sur  1 feuille.  (Alerte,  ISSN  1195-5228  ; #6). 
Texte  en  français  et  en  anglais;  le  texte  anglais 
se  trouve  au  verso.  Titre  au  verso:  Recharging 
oxygen  cylinders.  Publié  par  le  programme  de 
santé  et  de  sécurité  dans  les  mines. 
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A5365 

Renseignements  à l’attention  des  étudiants 
travaillant  en  Ontario  : Quels  sont  mes  droits  et 
obligations  en  matière  de  santé  et  de  sécurité 
dans  mon  lieu  de  travail?  Quels  sont  mes  droits 
et  obligations  en  matière  d’emploi?  oct.  1995.  1 
feuille  pliée.  Publié  aussi  en  anglais  sous  le  titre: 
Information  for  students  working  in  Ontario. 
ISBN  0-7778-4741-8 

A5366 

Salaire  minimum.  1995.  [4]  p.  (Normes  d’emploi 
fiche  de  renseignements,  ISSN  1195-9282 
(corr.)).  Titre  de  départ.  Publié  aussi  en  anglais 
sous  le  titre:  Minimum  wage. 

A5367 

Salaire  pour  les  heures  supplémentaires. 

1995.  [4]  p.  (Normes  d’emploi  fiche  de  rensei- 
gnements, ISSN  1195-9282  (corr.)).  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre: 
Overtime  pay. 

A5368 

Scies  articulées  Stihl.  [1995].  [2]  p.  sur  1 feuille. 
(Alerte,  ISSN  1195-5228  ; #19).  “Industrie”.  Texte 
en  français  et  en  anglais;  le  texte  anglais  se 
trouve  au  verso.  Titre  au  verso:  Stihl  chain  saws. 
Publié  par  le  Programme  de  santé  et  de  sécurité 
dans  l’industrie. 

A5369 

Soudage  de  contenants.  [1995],  [2]  p.  sur  1 
feuille.  (Alerte,  ISSN  1195-5228  ; #112).  Texte  en 
français  et  en  anglais;  le  texte  anglais  se  trouve 
au  verso.  Titre  au  verso:  Welding  on  containers. 
Publié  par  le  programme  de  santé  et  de  sécurité 
dans  l’industrie  et  par  les  Services  profession- 
nels et  spécialisés. 

A5370 

Soulèvement  des  civières  no  30.  juil.  1995. 
[2]  p.  sur  1 feuille.  (Directives  concernant  la  santé 
et  la  sécurité).  Texte  en  français  et  en  anglais;  le 
texte  anglais  se  trouve  au  verso.  Titre  au  verso: 
Lifting  of  #30  stretchers.  Publié  par  les  Services 
professionnels  et  spécialisés. 

A5371 

Surveillance  des  bouches  d’accès  d’égout. 

[1995].  [2]  p.  sur  1 feuille.  (Alerte,  ISSN 
1195-5228  ; #113).  “Industrie”.  Texte  en  français 
et  anglais;  le  texte  anglais  se  trouve  au  verso. 
Titre  au  verso:  Guarding  sewer  access  holes. 
Publié  par  le  Programme  de  santé  et  de  sécurité 
dans  l’industrie. 

A5372 

Travailler  en  Ontario  : guide  de  la  législation 
du  travail.  Réimprimé  avec  corrections.  1994. 
170  p.  Sur  la  couverture:  Conditions  de  travail, 
droits  de  la  personne,  santé  et  sécurité  au  tra- 


MINISTÈRE  DU  TRAVAIL 

vail,  syndicats,  accidents  du  travail,  juste  salaire  i 
pour  les  femmes,  équité  salariale  pour  la  femme. 
Publié  aussi  en  anglais  sous  le  titre:  Working  in 
Ontario  : a guide  to  workplace  law. 

ISBN  0-7778-2377-2 

A5373 

Les  travailleurs  à domicile.  1994.  [4]  p.  (Nor- 
mes d’emploi  fiche  de  renseignements,  ISSN 
1195-9282  ; no  14).  Titre  de  départ.  Publié  aussi 
en  anglais  sous  le  titre:  Homeworkers. 

A5374 

Treuils  et  grues  suspendus  : utilisation  et 
pratiques  de  montage  réglementaires.  [1995].  j 
[2]  p.  sur  1 feuille  : ill.  (Alerte,  ISSN  1198-8770  I 
(corr.)  ; #8).  Publié  aussi  en  anglais  sous  le  titre:  |i 
Overhead  hoists  and  cranes  : correct  use  and  j ' 
rigging  practices.  Publié  par  les  Services  profes-  | j 
sionnels  et  spécialisés. 

A5375 

Utilisation  sur  les  chantiers  de  construction 
de  bétonnières  pourvues  d’un  protège- 
trémie.  [1995].  [2]  p.  sur  1 feuille.  (Alerte,  ISSN  j 
1195-5228  ; #C10).  “Construction”.  Texte  en  i 
français  et  en  anglais;  le  texte  anglais  se  trouve  « 
au  verso.  Titre  au  verso:  Hopper  guards  for  con- 
crete ready-mix  trucks  in  use  on  construction  ; 
projects.  Publié  par  le  Programme  de  santé  et  de 
sécurité  dans  la  construction. 

A5376 

Vos  droits  et  responsabilités  en  vertu  de  la 
Loi  sur  les  relations  de  travail  de  l’Ontario  : 
brochure  factuelle  à l’intention  des  em- 
ployeur(euse)s.  [Rev.].  [1994],  25  p.  Titre  de  la 
couverture.  Publié  aussi  en  anglais  sous  le  titre:  I 
Your  rights  and  responsibilities  under  Ontario’s  ,, 
Labour  Relations  Act  : a fact  book  for  employers.  1 
ISBN  0-7778-3340-9 

Direction  de  la  santé  et  de  la 
sécurité  au  travail 

A5377 

Avis  de  danger  : chicots,  déc.  1994.  [2]  p.  sur  1 
feuille  : ill.  Publié  aussi  en  anglais  sous  le  titre:  d 
Hazard  alert  : chicots. 

A5378 

Avis  de  danger  : descente  à la  corde,  nov.  i 
1993.  [2]  p.  sur  1 feuille  : ill.  Texte  en  français  et 
en  anglais;  le  texte  anglais  se  trouve  au  verso. 
Titre  au  verso:  Hazard  alert  : zipline  ride. 

A5379 

Avis  de  danger  : explosion  de  pneus  pendant 
la  réparation,  nov.  1993.  [2]  p.  suri  feuille.  Texte 
en  français  et  en  anglais;  le  texte  anglais  se 
trouve  au  verso.  Titre  au  verso:  Hazard  alert  : j 
explosion  of  tires  during  repair. 
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A5380 

Avis  de  danger  : isocyanates  : ateliers  de 
débosselage.  mai  1994.  [2]  p.  sur  1 feuille. 
Publié  aussi  en  anglais  sous  le  titre:  Hazard 
alert  : isocyanates  : auto  body  shops. 

A5381 

Avis  de  danger  : machines  à équilibrer  rota- 
tives. nov.  1993.  [2]  p.  sur  1 feuille  : ill.  Publié 
aussi  en  anglais  sous  le  titre:  Hazard  alert  : ro- 
tating balancing  machines. 

A5382 

Champs  magnétiques  d’ondes  mégamétri- 
ques de  fond  dans  les  bureaux  de  l’Ontario  / 

Maurice  Bitran,  David  Charron  et  John  Nishio. 
oct.  1995. 2 p.  sur  1 feuille.  Sommaire  de  l’édition 
anglaise  publiée  sous  le  titre:  Background  ELF  : 
magnetic  fields  in  Ontario  offices.  Publié  par  le 
Service  de  radioprotection. 

ISBN  0-7778-4732-9 

A5383 

Laboratoire  de  la  santé  au  travail.  [1995?]. 
[2]  p.  sur  1 feuille.  Texte  en  français  et  en  anglais; 
le  texte  anglais  se  trouve  au  verso.  Titre  au  ver- 
so: Occupational  Health  Laboratory  services. 
Publié  par  le  Laboratoire  de  la  santé  au  travail. 

A5384 

Laboratoire  d’essaie  des  matériaux  : pro- 
duits et  services  offerts,  avril  1994.  [2]  p.  sur  1 

feuille.  Publié  aussi  en  anglais  sous  le  titre: 
Materials  Testing  Laboratory  : products  and  ser- 
vices offered. 

A5385 

Protection  des  travailleurs  contre  l’hépatite 
B sur  les  lieux  de  travail.  [1995].  5,  [1]  p.  (Direc- 
tives concernant  la  santé  et  la  sécurité,  ISSN 
1201-1452).  Publié  aussi  en  anglais  sous  le  titre: 
Protection  of  workers  from  hepatitis  B in  the 
workplace. 

A5386 

Soudage  et  autre  travail  à chaud  sur  les  réci- 
pients. mars  1995.  4 p.  (Fiche  technique  ; 4-14). 
(Directives  concernant  la  santé  et  la  sécurité, 
ISSN  1201-1452).  Titre  de  départ.  Publié  aussi 
en  anglais  sous  le  titre:  Welding  and  other  hot 
work  on  containers.  Comprend  des  références 
bibliogr.  Publié  par  les  Services  professionnels 
et  spécialisés. 

A5387 

Unité  des  études  sur  la  santé  et  la  sécurité. 

sept.  1995. 1 feuille  pliée.  Texte  en  français  et  en 
anglais;  le  texte  anglais  se  trouve  au  verso.  Titre 
au  verso:  The  Health  and  Safety  Studies  Unit. 
ISBN  0-7778-4659-4 

A5388 

Zones  non  aerées  dans  les  mines  souterrai- 
nes. [1995],  [2]  p.  sur  1 feuille.  (Alerte  ; #M3). 


“Mines”.  Texte  en  français  et  en  anglais;  le  texte 
anglais  se  trouve  au  verso.  Titre  au  verso: 
Unventilated  areas  in  underground  mines. 
Publié  par  le  Programme  de  santé  et  de  sécurité 
dans  les  mines. 


Relations  patronales-syndicales 

A5389 

Négociations  collectives  : faits  saillants  en 
Ontario,  janv.  1995-déc.  1995.  ill.  Mensuel. 
Publié  aussi  en  anglais  sous  le  titre:  Collective 
bargaining  : Ontario  highlights.  Publié  par  le 
Bureau  d’information  sur  les  conventions  collec- 
tives. 

Services  d’information  et  de 
bibliothèque 

A5390 

Infolink  : labour  relations  and  employment  = 

Infolink  : relations  de  travail  et  emploi.  B-Vol.  7, 
#1  ([20  janv.]  1995)  - B-v.  7,  #7  ([14  juil.  1995]). 
Mensuel.  Titre  de  la  couverture.  Comprend: 
Labour  topics  = Sujets  se  rapportant  au  travail. 
ISSN  0836-1525 

A5391 

Infolink  : occupational  health  and  safety  = 

Infolink  : santé  et  sécurité  au  travail.  A-Vol.  7,  #1 
([20  janv.]  1995)  - A-v.  7,  #12  ([15  déc.]  1995). 
Mensuel.  Titre  de  la  couverture.  Comprend: 
Occupational  health  and  safety  topics  = Sujets 
se  rapportant  à la  santé  et  la  sécurité  au  travail. 
ISSN  0836-1525 
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A5392 

Annual  report  = Rapport  annuel.  44e  (1993/ 
1994).  84  p.  : ill.  L’année  d’activité  se  termine  le 
30  juin. 

ISSN  0082-5115 
A5393 

Apprenez  à identifier  les  différentes  parties 
d’une  araignée  : les  araignées!  : Musée  royal 
de  l’Ontario,  du  22  octobre  au  14  janvier.  [1995?]. 
[2]  p.  sur  1 feuille  : ill.  en  coul.  Publié  aussi  en 
anglais  sous  le  titre:  Learn  the  parts  of  a spider. 

A5394 

Ce  n’est  pas  tous  les  jours  que  l’on  découvre 
une  planète  : planète  X,  la  découverte  de 
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nouveaux  mondes.  [1995].  [2]  p.  sur  1 feuille. 
“Venez  faire  un  tour  au  Planétarium  McLaughlin 
du  Musée.”  Publié  aussi  en  anglais  sous  le  titre: 
It’s  not  everyday  you  stumble  across  an  entire 
planet. 

A5395 

Explorez  mille  et  une  merveilles-  : ROM, 
Toronto,  Canada.  [1995].  1 feuille  (pliée)  : ill.  en 
coul.,  1 carte  géographique.  En  tête  du  titre: 
Musée  royal  de  l’Ontario,  Planétarium  McLaugh- 
lin, Musée  de  l’art  céramique  George  R.  Gardi- 
ner. Publié  aussi  en  anglais  sous  le  titre:  See 
what  the  world  had  to  offer. 

A5396 

Make  a wish  with  Sharon,  Lois  & Bram  : un 

spectacle  musical  intergalactique  pour  toute  la 
famille.  [1995].  [2]  p.  sur  1 feuille.  En  tête  du  titre: 
Venez  faire  un  tour  au  planétarium  et  vous  serez 
transporte  au  septième  ciel!  Publié  aussi  en 
anglais  sous  le  même  titre. 

A5397 

Pic  et  pic  et  maiasaure.  [1995?].  [2]  p.  sur  1 
feuille  : ill.  Texte  en  français  et  en  anglais;  le 
texte  anglais  se  trouve  au  verso.  Titre  au  verso: 
Watch  us  hammer  out  our  newest  exhibit. 

A5398 

La  sculpture  de  Georges  Jeanclos  : du  1er 

mars  au  8 août  1995.  [1995?].  1 feuille  pliée  : ill. 
Texte  en  français  et  en  anglais;  le  texte  anglais 
se  trouve  au  verso.  Titre  au  verso:  The  sculpture 
of  Georges  Jeanclos.  Publié  par  le  Musée  de 
l’art  céramique  George  R.  Gardiner. 


OFFICE  DES  AFFAIRES 
FRANCOPHONES 


A5399 

Annuaire  franco-ontarien  [fichier  d’ordinateur]. 
1995.  1 disque  d’ordinateur  ; 3 1/2  po.  Titre  de 
l’étiquette.  Formats:  WordPerfect  5.1,  dBase  IV. 
Comprend  des  renseignements  pour  décompri- 
mer les  fichiers  sur  la  disquette. 

A5400 

Coup  d’oeil,  janv.  1995-nov.  1995.  4 no.  ill.  Titre 
de  la  p.  de  t.  addit.:  At  a glance.  Titre  de  départ. 
Texte  en  français  et  en  anglais  disposé  tête-bêche. 
ISSN  0704-3120 

A5401 

Les  médias  francophones  de  l’Ontario  [fichier 
d’ordinateur],  déc.  1994. 1 disque  d’ordinateur  ; 3 
1/2  po.  Titre  de  l’écran-titre.  Titre  sur  l’étiquette: 
Francophone  médias  = Médias  francophones. 
Avec:  The  francophone  media  of  Ontario. 


OFFICE  DES  AFFAIRES  FRANCOPHONES 
A5402 

Rapport  annuel.  1993/1994.  27,  24  p.  : ill.,  portr. 
Titre  de  la  p.  de  t.  addit.:  Annual  report.  Titre  de  la 
couverture.  Texte  en  français  et  en  anglais  dis- 
posé tête-bêche.  L’année  d’activité  se  termine  le 
31  mars. 

ISSN  0832-7262 

Pub.  Ont.  105616  * 3,00$ 

Microfiche  5641-95  * f 1,00$  (+ taxe) 


OFFICE  DU  PREMIER  MINISTRE 

A5403 

[Ontario-Quebec  bilateral  agreement  re 
construction  workers  and  contractors,  and 
public  sector  procurement].  [1994?].  1 porte- 
feuille (12  pièces).  Texte  en  français  et  en 
anglais.  Dépouillement  partiel:  Accord  de  libéra- 
lisation des  marchés  publics  de  l’Ontario  et  du 
Québec  - Accord  sur  la  reconnaissance  mutuel- 
le des  compétences  et  des  expériences  de  tra- 
vail dans  les  métiers  et  les  occupations  du  sec- 
teur de  la  construction  entre  la  province  de 
l’Ontario  et  la  province  de  Québec  - Accord 
Ontario-Quebec  : les  marchés  publics  - État  de 
la  question  - La  mobilité  de  la  main-d’oeuvre 
dans  le  domaine  de  la  construction  : renseigne- 
ments généraux  - Santé  et  sécurité  au  travail  : 
renseignements  généraux. 


OMBUDSMAN 


A5404 

Ce  que  fait  Ombudsman  Ontario.  [1995?].  1 
feuille  pliée  : portr.  Publié  aussi  en  anglais  sous 
le  titre:  Ombudsman  Ontario  : how  it  works. 

A5405 

Rapport  annuel.  1994/1995.  60  p.  : portr.,  1 car- 
te géographique.  Sur  la  couverture:  Perspective 
en  ce  20e  anniversaire  du  service.  Titre  de  la 
couverture.  Titre  varie.  L’année  d’activité  se  ter- 
mine le  31  mars.  Disponible  sur  disquette,  sur 
cassette  et  en  gros  caractères.  Publié  aussi  en 
anglais  sous  le  titre:  Annual  report. 

Pub.  Ont.  005645  Épuisé 

Microfiche  5661  -95  * 1 1 ,00$  ( + TVP) 

A5406 

Vous  devez  faire  des  prouesses  à Queen’s 
Park?  [1994?]  [13]  p.  : 1 portr.  Titre  de  la  couver- 
ture. Publié  aussi  en  anglais  sous  le  titre:  Getting 
nowhere  with  the  provincial  government?  : call 
the  Ombudsman. 


ONTARIO  HYDRO 
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A5407 

Comment  gérer  au  mieux  votre  consomma- 
tion d’électricité.  [1995?].  48  p.  : ill.  en  coul. 
Titre  de  la  couverture.  Publié  aussi  en  anglais 
sous  le  titre:  How  to  manage  your  electricity  bill 
for  value  and  comfort. 

A5408 

Rapport  annuel.  1994.  60  p.  : ill.,  portr.  Titre  de 
la  couverture.  Publié  aussi  en  anglais  sous  le 
titre:  Annual  report. 

Pub.  Ont.  001979  * Gratuit 


RÉGIE  DES  ALCOOLS  DE 
L’ONTARIO 


A5409 

À bon  verre,  bonne  table,  printemps  1995-noël 
1995.  ill.  Trimestriel.  Titre  de  la  couverture.  “Le 
magazine  RAO  de  l’hôte  responsable”.  Publié 
aussi  en  anglais  sous  le  titre:  Food  & drink. 
ISSN  1201-2890  (corr.) 

A5410 

L’alcool  illégal  : ce  n’est  pas  un  crime  sans 
victimes.  [1994?].  1 feuille  pliée  : ill.  Publié  en 
collab.  avec  la  Commission  des  permis  de  vente 
d’alcool  de  l’Ontario.  Publié  aussi  en  anglais 
sous  le  titre:  Illegal  alcohol  : not  a victimless 
crime. 

A5411 

Bienvenue  à la  LCBO  de  Manulife,  déc.  1995. 1 
feuille  pliée  : 1 carte  géographique.  Publié  aussi 
en  anglais  sous  le  titre:  Welcome  to  LCBO 
Manulife. 

A5412 

Catalogue  vintages  “les  classiques”  : les  plus 
grands  vins  et  spiritueux  au  monde,  printemps/ 
été  1995  - automne/hiver  1995/1996.  ill.  Titre  de 
la  couverture.  Publié  aussi  en  anglais  sous  le 
titre  : Vintages  classics  catalogue. 

A5413 

Ce  n’est  pas  un  crime  sans  victimes  : l’alcool 
de  contrebande  et  de  production  illégale 

[enregistrement  vidéo].  c1994.  1 vidéocassette 
(17  min)  : son.,  coul.  Publié  aussi  en  anglais  sous 
le  titre:  Not  a victimless  crime  : liquor  smuggling 
and  illegal  alcohol  manufacturing.  “Une  réalisa- 
tion des  Communications  de  l’entreprise  avec  la 
collaboration  du  Service  des  enquêtes  et  des 
Services  en  français”. 


A5414 

Événements  spéciaux  à la  Succursale  vins  et 
spiritueux  Queen’s  Quay.  janv.  1995-déc. 
1995.  Mensuel.  Texte  en  français  et  en  anglais; 
le  texte  anglais  se  trouve  au  verso.  Titre  au  verso: 
Special  events  at  Queen’s  Quay  LCBO  Store. 
Suivi  de:  Événements  spéciaux  : LCBO  Queen’s 
Quay. 

ISSN  1192-3601 
A5415 

Événements  spéciaux  à la  Succursale  vins  et 
spiritueux  rue  Bank.  janv.  1995-déc.  1995. 
Mensuel.  Texte  en  français  et  en  anglais;  le  texte 
anglais  se  trouve  au  verso.  Titre  au  verso:  Spe- 
cial events  at  Bank  Street  LCBO  store.  Suivi  de: 
Événements  spéciaux  : LCBO  rue  Bank. 

ISSN  1188-5505 

A5416 

LCBO  products  & services  = RAO  produits  et 
services,  hiver  1995-automne  1995.  2 no.  Titre 
de  la  couverture.  Suivi  de:  The  price  book  : a 
guide  to  products  and  services  at  the  LCBO  = 
Liste  de  prix  : répertoire  des  produits  et  services 
à la  LCBO. 

ISSN  1185-9032 

A5417 

The  price  book  : a guide  to  products  and  servi- 
ces at  the  LCBO  = Liste  de  prix  ; répertoire  des 
produits  et  services  à la  LCBO.  Temps  des  Fêtes 
1995.  Titre  de  la  couverture.  Fait  suite  à:  LCBO 
products  & services  = RAO  produits  et  services. 

A5418 

Rapport  annuel  de  la  RAO.  1993/1994.  27  p.  : 
ill.  en  coul.,  1 portr.  En  tête  du  titre:  Face  à l’ave- 
nir. Titre  varie.  L’année  d’activité  se  termine  le  31 
mars.  Publié  aussi  en  anglais  sous  le  titre:  LCBO 
annual  report. 

A5419 

Rapport  financier  trimestriel.  [4e  trimestre  (1er 
janv.-31  mars  1995)].  ill.  Titre  de  la  couverture. 
Texte  en  français  et  en  anglais;  le  texte  anglais 
se  trouve  au  verso.  Titre  au  verso:  Quarterly 
financial  report.  Errata  insérés. 

A5420 

Vintages  livraison  des  fêtes,  nov.  1995.  48  p.  : 
ill.  en  coul.,  portr.  Titre  de  la  couverture.  “Circu- 
laire no  187”.  Publié  aussi  en  anglais  sous  le 
titre:  Vintages  holiday  release. 


RÉSEAU  GO 


A5421 

GO  Transit  annual  report  = Rapport  annuel  du 
Réseau  GO.  1994/1995.  44  p.  : ill.,  1 carte  géo- 
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SCIENCE  NORD 


graphique,  portr.  Sur  la  couverture:  Service, 
sécurité,  croissance.  Titre  de  la  couverture. 
L’année  d’activité  se  termine  le  31  mars. 

ISSN  1188-3782 

Pub.  Ont.  106116  D * 2,50$ 


SCIENCE  NORD 


A5422 

Partez  à la  découverte  d’un  monde  nouveau. 

[1994?].  1 feuille  pliée  : ill.  en  coul.,  1 carte  géo- 
graphique. Publié  aussi  en  anglais  sous  le  titre: 
Experience  a whole  different  world. 

A5423 

Rapport  annuel.  1993/1994.  25  feuillets  : ill., 
portr.  L’année  d’activité  se  termine  le  31  mars. 
Publié  aussi  en  anglais  sous  le  titre:  Annual 
report. 

A5424 

Tout  sous  le  ciel  boréal,  févr./mars  1995-Noël 
1995. 6 no.  Numéro  pour  Noël  1995  se  trouve  au 
milieu  de  publication:  Des  cadeaux  pour  le  fêtes, 
1995.  ill.  Titre  de  la  p.  de  t.  addit.:  Everything 
under  the  northern  sky.  Titre  de  départ.  “Le  bul- 
letin de  nouvelles  des  membres  de  Science  Nord”. 

A5425 

Visitor’s  guide  = Guide  du  visiteur.  1995/1996. 
48  p.  : ill.,  1 carte  géographique.  Titre  de  la  cou- 
verture. 


SECRÉTARIAT  DES  AFFAIRES 
AUTOCHTONES  DE  L’ONTARIO 


A5426 

Consultations  publiques.  [1995].  [2]  p.  sur  1 

feuille.  (Bulletin  d’information).  Publié  aussi  en 
anglais  sous  le  titre:  Public  consultations.  Publié 
par  la  Direction  des  communications  et  de  la 
sensibilisation  du  public. 

A5427 

Info-Traités  Williams  : information  et  commen- 
taires. Numéro  1 (hiver  1994/1995).  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre:  Wil- 
liams Treaty  report. 

A5428 

Notre  organisation  et  nos  actions.  [1995].  1 
feuille.  (Bulletin  d’information).  Publié  aussi  en 
anglais  sous  le  titre:  Who  we  are,  what  we  do. 
Publié  par  la  Direction  des  communications  et 
de  la  sensibilisation  du  public. 


A5429 

Le  processus  de  négociation  d’une  revendi- 
cation territoriale.  [1995].  [2]  p.  sur  1 feuille. 
(Bulletin  d’information).  Publié  aussi  en  anglais 
sous  le  titre:  The  steps  to  negotiating  a land 
claim.  Publié  par  la  Direction  des  communica- 
tions et  de  la  sensibilisation  du  public. 

A5430 

Les  revendications  territoriales  en  Ontario. 

[1995].  [2]  p.  sur  1 feuille.  (Bulletin  d’information). 
Publié  aussi  en  anglais  sous  le  titre:  Land  daims 
in  Ontario.  Publié  par  la  Direction  des  communi- 
cations et  de  la  sensibilisation  du  public. 


SECRÉTARIAT  DU  CONSEIL 
DE  GESTION 


A5431 

À l’heure  du  vert  : une  culture  de  l’environne- 
ment dans  la  fonction  publique  de  l’Ontario. 

[1994?].  vi,  120  p.  : 1 formule.  Titre  de  la  couver- 
ture. En  tête  du  titre:  Action  écologique.  Publié 
aussi  en  anglais  sous  le  titre:  Get  a grip  on 
greening  : how  the  Ontario  public  service  han- 
dles its  greening. 

A5432 

Action  écologique  au  travail.  [1994?].  [2]  p.  sur 

1 feuille.  En  tête  du  titre:  Action  écologique. 
Publié  aussi  en  anglais  sous  le  titre:  The  green 
workplace  : it’s  working. 

A5433 

Action  écologique  : compte-rendu  des  résul- 
tats. 1993/1994.  35  p.  : ill.  Titre  courant:  Rapport 
annuel  du  Bureau  d’action  écologique  au  travail. 
Titre  de  la  couverture.  Publié  aussi  en  anglais 
sous  le  titre:  Green  workplace  results  report. 

A5434 

Budget  des  dépenses  de  la  province  de 
l’Ontario  pour  l’année  financière  se  terminant 
le  31  mars  ...  : volume  1.  1995/1996.  vii,  311  p. 
Titre  de  la  couverture:  Budget  des  dépenses  : 
volume  1.  Publié  antérieurement  par  le  Ministère 
des  finances.  En  majeure  ptie  des  tables.  Publié 
aussi  en  anglais  sous  le  titre:  Expenditure  estima- 
tes of  the  Province  of  Ontario  for  the  fiscal  year 
ending  March  31  ...  : volume  1. 

ISSN  0835-5576 

Pub.  Ont.  005697  D * Gratuit 

Microfiche  5690-95  * t 3,00$  (+TVP) 

A5435 

Budget  des  dépenses  supplémentaire.  1995/ 
1996. 11  p.  Titre  de  la  couverture.  Publié  aussi  en 
anglais  sous  le  titre:  Supplementary  expenditure 
estimates. 

ISSN  0838-2069 
Pub.  Ont.  005700 


D * Gratuit 
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i A5436 

! Écolotransport.  [1994?].  [2]  p.  sur  1 feuille.  En 
; tête  du  titre:  Action  écologique.  Publié  aussi  en 
| anglais  sous  le  titre:  Green  transportation. 

I A5437 

Faisons  de  l’Ontario  une  valeur  impérissa- 
ble. [1994?].  [9]  p.  : ill.  en  coul.  Titre  de  la  couver- 
| ture.  Sur  le  rabat:  Avantages.  Publié  aussi  en 
' anglais  sous  le  titre:  Let’s  hear  it  for  the  stones- . 
Pub.  Ont.  001942  D * Gratuit 

A5438 

!|  L’information-vie  privée  bulletin,  été  1995. 
Titre  de  départ.  Publié  aussi  en  anglais  sous  le 
titre:  Access-privacy  bulletin.  Publié  par  le 
Bureau  de  l’accès  à l’information  et  de  la  protec- 
tion de  la  vie  privée. 

ISSN  1192-8379  (corr.) 

A5439 

La  législation  ontarienne  sur  l’accès  à l’infor- 
mation et  la  protection  de  la  vie  privée  : notes 
explicatives,  janv.  1995.  1 v.  (pag.  multiple). 
Annuel.  Titre  varie  légèrement.  Publié  aussi  en 
anglais  sous  le  titre:  Ontario’s  access  and  pri- 
vacy legislation  : an  annotation. 

ISSN  1187-8436 

Pub.  Ont.  105619  * 20,00$ 

A5440 

Ministerial  responsibility  for  acts  = La  respon- 
sabilité ministérielle  pour  les  lois.  1995.  20, 25  p. 
“Renseignements  à jour  au  31  décembre  1994”. 
Publié  antérieurement  par  le  Ministère  des  servi- 
ces gouvernementaux. 

ISSN  0705-4483 

Pub.  Ont.  105692  D * 7,50$ 

A5441 

Modernisation  du  gouvernment  grâce  à 
l’informatisation  des  services.  [1994?].  [15] 
feuillets  : ill.  Titre  tiré  de  l’introduction.  Publié 
aussi  en  anglais  sous  le  titre:  Government  rene- 
wal through  information  technology.  Publié  par  le 
Comité  d’orientation  des  services  informatiques. 

A5442 

Ontario  Government  publications  annual 
catalogue  = Publications  du  gouvernement  de 
l’Ontario,  catalogue  annuel.  1994.  xxvi,  594  p. 
“Compilé  et  rédigé  par  le  Service  de  compilation 
et  de  catalogage,  Bibliothèque  de  l’Assemblée 
législative”.  “Il  comprend  ...  les  publications  qui 
figurent  dans  les  douze  numéros  de  la  Liste 
mensuelle  publiés  en  1994  avec  rajouts  et  autres 
modifications.” 

ISSN  0227-2628 

Pub.  Ont.  105816  D * 18,75$  ( + TVP) 

Microfiche  5662-95  * f 7,00$  (+TVP) 


A5443 

Ontario  Government  publications  monthly 
checklist  = Publications  du  gouvernement  de 
l’Ontario,  liste  mensuelle.  Vol.  25,  no  1 (janv. 
1995)-v.  25,  no.  12  (déc.  1995).  Compilé  et  rédigé 
par  le  Service  de  compilation  et  de  catalogage, 
Bibliothèque  de  l’Assemblée  législative. 

ISSN  0316-1617  * abonnement  14,02$  par  année 

A5444 

Que  faisons-nous?  Pour  quelles  raisons? 

[1994?].  [2]  p.  sur  1 feuille.  En  tête  du  titre:  Action 
écologique.  Publié  aussi  en  anglais  sous  le  titre: 
What  we’re  doing-  why  we’re  doing  it. 

A5445 

Répertoire  des  services  offerts  au  public. 

1996.  808  p.  : 1 carte  géographique.  Irrégulier. 
Publié  antérieurement  par  le  Ministère  des  servi- 
ces gouvernementaux.  Publié  aussi  en  anglais 
sous  le  titre:  KWIC  index  to  services. 

ISSN  0848-4872 

Pub.  Ont.  106117  D * 9,00$  ( + TVP) 

Direction  des  finances  et  des 
services  de  bureau 

A5446 

Document  d’information  sur  le  budget  des 
dépenses.  1994/1995.  57  p.  : ill.  Annuel.  Titre 
courant:  Budget  des  dépenses.  Titre  de  la  cou- 
verture. Publié  aussi  en  anglais  sous  le  titre: 
Estimates  briefing  book.  Publié  par  Section  de  la 
planification  et  de  la  gestion  financière. 

ISSN  1198-7863 
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A5447 

Le  groupe  de  l’Ontario  MIP-TV.  1995.  51  p. 
Titre  de  la  couverture.  Publié  aussi  en  anglais 
sous  le  titre:  The  Ontario  Group  MIP-TV. 

ISSN  1183-983X 


SOCIÉTÉ  DE  L’ÉNERGIE  DE 
L’ONTARIO 


A5448 

Rapport  annuel.  1993.  [12, 11]  p.  Titre  de  la  p.  de 
t.  addit.:  Annual  report.  Texte  en  français  et  en 
anglais  disposé  tête-bêche. 
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SOCIÉTÉ  DE  LOGEMENT 
DE  L’ONTARIO 


A5449 

Commissions  locales  de  logement.  [1995]. 
[2]  p.  sur  1 feuille.  Publié  aussi  en  anglais  sous  le 
titre:  Local  housing  authorities. 

A5450 

Logement  à loyer  indexé  sur  le  revenu. 

[1995].  [2]  p.  sur  1 feuille.  Publié  aussi  en  anglais 
sous  le  titre:  Rent-geared-to-income  housing. 

A5451 

Programme  de  supplément  au  loyer  de  la 
CLCUT.  août  1994.  1 feuille  pliée.  Publié  aussi 
en  anglais  sous  le  titre:  MTHA  rent  supplement 
program.  Publié  par  la  Commission  de  logement 
de  la  communauté  urbaine  de  Toronto. 

A5452 

Société  de  logement  de  l’Ontario.  [1995].  1 
feuille.  Publié  aussi  en  anglais  sous  le  titre: 
Ontario  Housing  Corporation. 


SOCIÉTÉ  DES  CASINOS 
DE  L’ONTARIO 


A5453 

Rapport  sur  Windsor,  déc.  1994.  ill.  Titre  de 
départ.  Publié  aussi  en  anglais  sous  le  titre: 
Windsor  report. 


SOCIÉTÉ  DES  LOTERIES 
DE  L’ONTARIO 


A5454 

3 cards  up  : grattez  cet  instant!  [1995].  [2]  p.  sur 
1 feuille.  En  tête  du  titre:  Guid^  du  joueur.  Publié 
aussi  en  anglais  sous  le  même  titre. 

ISBN  0-7778-3720-X 

A5455 

3 to  win  : grattez  cet  instant!  [1995].  [2]  p.  sur  1 
feuille.  En  tête  du  titre:  Guide  du  joueur.  Publié 
aussi  en  anglais  sous  le  même  titre. 

ISBN  0-7778-3329-8 

A5456 

5,000  [dollars]  cash  match  : grattez  cet  instant! 
[1995].  [2]  p.  sur  1 feuille.  En  tête  du  titre:  Guide 
du  joueur.  Publié  aussi  en  anglais  sous  le  même 
titre. 

ISBN  0-7778-4580-6 


A5457 

Avec  les  loteries,  tout  le  monde  est  gagnant! 

[Rev.].  [1994],  [2]  p.  sur  1 feuille  : ill.  en  coul. 
Publié  aussi  en  anglais  sous  le  titre:  Playing  lot- 
teries makes  us  all  winners! 

ISBN  0-7778-3513-4 

A5458 

Ballpark  bucks  : grattez  cet  instant!  [1995]. 
[2]  p.  sur  1 feuille.  En  tête  du  titre:  Guide  du 
joueur.  Publié  aussi  en  anglais  sous  le  même 
titre. 

ISBN  0-7778-4139-8 
A5459 

Banco  : grattez  cet  instant!  Rev.  [1995].  [2]  p.  sur 
1 feuille.  En  tête  du  titre:  Guide  du  joueur.  Publié 
aussi  en  anglais  sous  le  même  titre. 

ISBN  0-7778-4707-8 

A5460 

Be  my  lucky  valentine  : grattez  cet  instant! 
Rev.  [1994],  [2]  p.  sur  1 feuille.  En  tête  du  titre: 
Guide  du  joueur.  Publié  aussi  en  anglais  sous  le 
même  titre. 

ISBN  0-7778-3065-5 

A5461 

Beat  the  heat  : grattez  cet  instant!  [1995].  [2]  p. 
sur  1 feuille.  En  tête  du  titre:  Guide  du  joueur. 
Publié  aussi  en  anglais  sous  le  même  titre. 
ISBN  0-7778-4137-1 

A5462 

Cash  explosion  : grattez  cet  instant!  [1995]. 
[2]  p.  sur  1 feuille.  En  tête  du  titre:  Guide  du 
joueur.  Publié  aussi  en  anglais  sous  le  même 
titre. 

ISBN  0-7778-4001-4 
A5463 

Célébration  96  : célébrez  dès  aujourd’hui! 
[1995].  [4]  p.  Titre  de  départ.  En  tête  du  titre: 
Guide  du  joueur.  Publié  aussi  en  anglais  sous  le 
même  titre. 

ISBN  0-7778-4654-3 

A5464 

Chance!  : gagnants,  information,  nouvelles. 
Vol.  6,  no  1 (janv./févr.  1995)-v.  6,  no  6 (nov./déc. 
1995).  ill.  Titre  de  départ.  Publié  aussi  en  anglais 
sous  le  titre:  Win! 

ISSN  1192-2648 

A5465 

Dream  house  : grattez  cet  instant!  [1994].  [2]  p. 
sur  1 feuille.  En  tête  du  titre:  Guide  du  joueur. 
Publié  aussi  en  anglais  sous  le  même  titre. 
ISBN  0-7778-3529-0 

A5466 

L’écho  du  loto  : [pleins  feux  sur  la  région  est  de 
l’Ontario].  Vol.  12,  no  1 (janv.  1995)-v.  12,  no  12 
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(déc.  1995).  ill.  Mensuel.  Titre  de  départ.  “Bulle- 
tin mensuel  à l’intention  des  détaillants  de  la 
Société  des  loteries  de  l’Ontario”.  Publié  aussi 
en  anglais  sous  le  titre:  Lotto  post. 

ISSN  1198-2497 

A5467 

L’écho  du  loto  : [pleins  feux  sur  la  région  nord 
de  l’Ontario].  Vol.  12,  no  1 (janv.  1995)-v.  12,  no  12 
(déc.  1995).  ill.  Mensuel.  Titre  de  départ.  “Bulle- 
tin mensuel  à l’intention  des  détaillants  de  la 
Société  des  loteries  de  l’Ontario”.  Publié  aussi 
en  anglais  sous  le  titre:  Lotto  post. 

ISSN  1198-2519 

A5468 

Encore  : dites  oui  à Encore!  Rev.  [1995].  [2]  p. 
sur  1 feuille.  En  tête  du  titre:  Guide  du  joueur. 
Publié  aussi  en  anglais  sous  le  même  titre. 
ISBN  0-7778-4582-2 

A5469 

Fireworks  : grattez  cet  instant!  [1995].  [2]  p.  sur 
1 feuille.  En  tête  du  titre:  Guide  du  joueur.  Publié 
aussi  en  anglais  sous  le  même  titre. 

ISBN  0-7778-3838-9 

A5470 

For  an  instant  : grattez  cet  instant!  [1995].  [2]  p. 
sur  1 feuille.  “Cool  it”.  “Jeu  Instant  no  206”.  En 
tête  du  titre:  Guide  du  joueur.  Publié  aussi  en 
anglais  sous  le  même  titre. 

ISBN  0-7778-3815-X 

A5471 

Four  seasons  : grattez  cet  instant!  [1995?]. 
[2]  p.  sur  1 feuille.  En  tête  du  titre:  Guide  du 
joueur.  Publié  aussi  en  anglais  sous  le  même 
titre. 

A5472 

Go  bananas  : grattez  cet  instant!  [1995].  [2]  p. 
sur  1 feuille.  En  tête  du  titre:  Guide  du  joueur. 
Publié  aussi  en  anglais  sous  le  même  titre. 
ISBN  0-7778-4135-5 

A5473 

Hallowe’en  cash  : grattez  cet  instant!  Rev. 
[1995].  [2]  p.  sur  1 feuille.  En  tête  du  titre:  Guide  du 
joueur.  Publié  aussi  en  anglais  sous  le  même  titre. 
ISBN  0-7778-4501-6 

A5474 

High  5 : grattez  cet  instant!  [1994],  [2]  p.  sur  1 
feuille.  En  tête  du  titre:  Guide  du  joueur.  Publié 
aussi  en  anglais  sous  le  même  titre. 

ISBN  0-7778-3095-7 

A5475 

Holiday  cash  : grattez  cet  instant!  [1995].  [2]  p. 
sur  1 feuille.  En  tête  du  titre:  Guide  du  joueur. 
Publié  aussi  en  anglais  sous  le  même  titre. 
ISBN  0-7778-4077-4 


A5476 

Holiday  cheer  : grattez  cet  instant!  [1995].  [2]  p. 
sur  1 feuille.  En  tête  du  titre:  Guide  du  joueur. 
Publié  aussi  en  anglais  sous  le  même  titre. 
ISBN  0-7778-4643-8 

A5477 

Hot  7s  : grattez  cet  instant!  [1995].  [2]  p.  sur  1 
feuille.  En  tête  du  titre:  Guide  du  joueur.  Publié 
aussi  en  anglais  sous  le  même  titre. 

ISBN  0-7778-3984-9 

A5478 

Hunt  for  cash/Chasse  aux  trésors  : grattez  cet 
instant!  Rev.  [1995].  [2]  p.  sur  1 feuille.  En  tête  du 
titre:  Guide  du  joueur.  Publié  aussi  en  anglais 
sous  le  même  titre. 

ISBN  0-7778-3093-0 

A5479 

Indy  car  fever  : grattez  cet  instant!  [1995].  [2]  p. 
sur  1 feuille.  En  tête  du  titre:  Guide  du  joueur. 
Publié  aussi  en  anglais  sous  le  même  titre. 
ISBN  0-7778-4196-7 

A5480 

Instant  6/49  : grattez  cet  instant!  [1995].  [2]  p. 
sur  1 feuille.  En  tête  du  titre:  Guide  du  joueur. 
Publié  aussi  en  anglais  sous  le  même  titre. 
ISBN  0-7778-4549-0 

A5481 

Instant  keno  : grattez  cet  instant!  [1994],  [2]  p. 
sur  1 feuille.  En  tête  du  titre:  Guide  du  joueur. 
Publié  aussi  en  anglais  sous  le  même  titre. 
ISBN  0-7778-3116-3 

A5482 

Instant  keno  : grattez  cet  instant!  [Rev.].  [1995]. 
[2]  p.  sur  1 feuille.  En  tête  du  titre:  Guide  du 
joueur.  Publié  aussi  en  anglais  sous  le  même 
titre. 

ISBN  0-7778-4641-1 
A5483 

Instant  monopoly  : grattez  cet  instant!  [Rev.]. 
[1995].  [2]  p.  sur  1 feuille.  En  tête  du  titre:  Guide 
du  joueur.  Publié  aussi  en  anglais  sous  le  même 
titre. 

ISBN  0-7778-4430-3 
A5484 

Joker’s  wild  : grattez  cet  instant!  [1995].  [2]  p. 
sur  1 feuille.  En  tête  du  titre:  Guide  du  joueur. 
Publié  aussi  en  anglais  sous  le  même  titre. 
ISBN  0-7778-4605-5 

A5485 

Jumpin’  jack  cash  : grattez  cet  instant!  [1995]. 
[2]  p.  sur  1 feuille.  En  tête  du  titre:  Guide  du 
joueur.  Publié  aussi  en  anglais  sous  le  même 
titre. 

ISBN  0-7778-3829-X 
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A5486 

Just  for  two  : grattez  cet  instant!  [1995],  [2]  p. 
sur  1 feuille.  En  tête  du  titre:  Guide  du  joueur. 
Publié  aussi  en  anglais  sous  le  même  titre. 
ISBN  0-7778-3817-6 

A5487 

License  to  win  : grattez  cet  instant!  [1995].  [2]  p. 
sur  1 feuille.  En  tête  du  titre:  Guide  du  joueur. 
Publié  aussi  en  anglais  sous  le  même  titre. 
ISBN  0-7778-4303-X 

A5488 

Loose  change  : grattez  cet  instant!  [1995],  [2]  p. 
sur  1 feuille.  En  tête  du  titre:  Guide  du  joueur. 
Publié  aussi  en  anglais  sous  le  même  titre. 
ISBN  0-7778-3836-2 

A5489 

Lottery  results  = Résultats  de  la  loterie.  26  janv. 
1994  au  28  janv.  1995  - 28  déc.  1994  au  30  déc. 
1995.  Hebdomadaire. 

ISSN  1192-9280 

A5490 

Lotto  649  : la  clé  de  la  liberté.  Rev.  [1995].  [3]  p. 
Titre  de  la  couverture.  En  tête  du  titre:  Guide  du 
joueur.  Publié  aussi  en  anglais  sous  le  même 
titre. 

ISBN  0-7778-4560-1  (corr.) 

A5491 

Lotto  super  7 : jeu-combinaisons.  Rev.  [1994], 
1 feuille  pliée.  En  tête  du  titre:  Guide  du  joueur. 
Publié  aussi  en  anglais  sous  le  même  titre. 
ISBN  0-7778-3511-8 

A5492 

Lucky  loonie  : grattez  cet  instant!  [Rev.].  [1995]. 
[2]  p.  sur  1 feuille.  En  tête  du  titre:  Guide  du 
joueur.  Publié  aussi  en  anglais  sous  le  même 
titre. 

ISBN  0-7778-4426-5 
A5493 

Lucky  numbers  : grattez  cet  instant!  [1995]. 
[2]  p.  sur  1 feuille.  En  tête  du  titre:  Guide  du 
joueur.  Publié  aussi  en  anglais  sous  le  même 
titre. 

ISBN  0-7778-3819-2 
A5494 

Lucky  O’Instant  : grattez  cet  instant!  Rev.  [1995]. 
[2]  p.  sur  1 feuille.  En  tête  du  titre:  Guide  du  joueur. 
Publié  aussi  en  anglais  sous  le  même  titre. 

ISBN  0-7778-3612-2 

A5495 

Moneybees/Ruche  de  richesse  : grattez  cet 
instant!  [1994],  [2]  p.  sur  1 feuille.  En  tête  du  titre: 
Guide  du  joueur.  Publié  aussi  en  anglais  sous  le 
même  titre. 

ISBN  0-7778-2568-6 
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A5496 

Monster  cash  doubler  : grattez  cet  instant! 
[1995],  [2]  p.  sur  1 feuille.  En  tête  du  titre:  Guide 
du  joueur.  Publié  aussi  en  anglais  sous  le  même 
titre. 

ISBN  0-7778-4528-8 
A5497 

Nous  vous  présentons  Over/under  de  Sport 
select  : le  jeu  où  plaisir  et  action  sont  de  la 
partie  : guide  du  joueur.  [1994?].  1 feuille  pliée  : 
ill.  en  coul.  Publié  aussi  en  anglais  sous  le  titre: 
Introducing  Over/under  from  Sport  select. 

A5498 

Ontario  instant  millions  : un  simple  coup 
d’ongle  pourrait  changer  votre  vie!  [1995].  [4]  p.  j i 
En  tête  du  titre:  Guide  du  joueur.  Publié  aussi  en 
anglais  sous  le  même  titre. 

ISBN  0-7778-3696-3 

A5499 

Ontario  instant  millions  : votre  vie  pourrait 
changer  en  un  instant!  Rev.  [1995].  [4]  p.  En  tête  j 
du  titre:  Guide  du  joueur.  Publié  aussi  en  anglais  j 
sous  le  même  titre. 

ISBN  0-7778-4491-5 

A5500 

Ottawa  jackpot/Gros  lot  d’Ottawa  : grattez  cet  1 1 
instant!  [1994],  [2]  p.  suri  feuille.  En  tête  du  titre:  Il 
Supplément  au  guide  du  joueur.  Publié  aussi  en  ! I 
anglais  sous  le  même  titre. 

ISBN  0-7778-3427-8 

A5501 

Over  drive  : grattez  cet  instant!  [1995].  [2]  p.  sur  |l 
1 feuille.  En  tête  du  titre:  Guide  du  joueur.  Publié  I 
aussi  en  anglais  sous  le  même  titre. 

ISBN  0-7778-4671-3 

A5502 

Pick  3 : la  loterie  quotidienne.  Rev.  [1995].  [3]  p.  || 
Titre  de  la  couverture.  En  tête  du  titre:  Guide  du  j : 
joueur.  Publié  aussi  en  anglais  sous  le  même  I 
titre. 

ISBN  0-7778-4621-7 
A5503 

Pick  4 : grattez  cet  instant!  [1995].  [2]  p.  sur  1 
feuille.  En  tête  du  titre:  Guide  du  joueur.  Publié 
aussi  en  anglais  sous  le  même  titre. 

ISBN  0-7778-4079-0 

A5504 

Pick  me  up  : grattez  cet  instant!  [1994].  [2]  p.  sur 
1 feuille.  En  tête  du  titre:  Guide  du  joueur.  Publié  i 
aussi  en  anglais  sous  le  même  titre. 

ISBN  0-7778-3246-1  (corr.) 

A5505 

Rapport  annuel.  1993/1994.  20,  [2]  p.  : ill.  en  ! 
coul.  Titre  de  la  couverture.  L’année  d’activité  se  i 1 
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termine  le  31  mars.  Publié  aussi  en  anglais  sous 
le  titre:  Annual  report. 

ISSN  0838-0554 

A5506 

Royal  flush  : grattez  cet  instant!  [1995].  [2]  p.  sur 
1 feuille.  En  tête  du  titre:  Guide  du  joueur.  Publié 
aussi  en  anglais  sous  le  même  titre. 

ISBN  0-7778-4357-9 

A5507 

Sand  dollars  : grattez  cet  instant!  [1994].  [2]  p. 
sur  1 feuille.  En  tête  du  titre:  Guide  du  joueur. 
Publié  aussi  en  anglais  sous  le  même  titre. 
ISBN  0-7778-3255-0 

A5508 

Score  with  the  Ottawa  Senators  : grattez  cet 
instant!  [1995].  [2]  p.  sur  1 feuille.  En  tête  du  titre: 
Guide  du  joueur.  Publié  aussi  en  anglais  sous  le 
même  titre. 

ISBN  0-7778-3288-7 

A5509 

Score  with  the  Toronto  Maple  Leafs  : grattez 
cet  instant!  [1995].  [2]  p.  sur  1 feuille.  En  tête  du 
titre:  Guide  du  joueur.  Publié  aussi  en  anglais 
sous  le  même  titre. 

ISBN  0-7778-3286-0 

A5510 

Shopping  spree  : grattez  cet  instant!  [1995]. 
[2]  p.  sur  1 feuille.  En  tête  du  titre:  Guide  du 
joueur.  Publié  aussi  en  anglais  sous  le  même 
titre. 

ISBN  0-7778-4576-8  (corr.) 

A5511 

Snow  magic  : grattez  cet  instant!  [1995].  [2]  p. 
sur  1 feuille.  En  tête  du  titre:  Guide  du  joueur. 
Publié  aussi  en  anglais  sous  le  même  titre. 

ISBN  0-7778-3714-5 

A5512 

Sports  action.  Vol.  4,  no  1 (janv.  1995)-v.  4,  no  9 
(sept.  1995).  ill.  “Le  bulletin  mensuel  des  détail- 
lants Sport  select”.  Publié  aussi  en  anglais  sous 
le  même  titre.  Publié  dorénavant  avec  L’echo  du 
lotto. 

ISSN  1192-4233 
A5513 

Stocking  stuffer  : grattez  cet  instant!  Rev. 
[1995].  [2]  p.  sur  1 feuille.  En  tête  du  titre:  Guide 
du  joueur.  Publié  aussi  en  anglais  sous  le  même 
titre. 

ISBN  0-7778-4578-4 
A5514 

Sun  splash  : grattez  cet  instant!  [1995].  [2]  p.  sur 
1 feuille.  En  tête  du  titre:  Guide  du  joueur.  Publié 
aussi  en  anglais  sous  le  même  titre. 

ISBN  0-7778-3676-9 


A5515 

Sweetheart  cash  : grattez  cet  instant!  [1995]. 
[2]  p.  sur  1 feuille.  En  tête  du  titre:  Guide  du 
joueur.  Publié  aussi  en  anglais  sous  le  même 
titre. 

ISBN  0-7778-3527-4 
A5516 

Wintario  20e  anniversaire  : vous  en  danserez 
de  joie.  [1995].  [4]  p.  En  tête  du  titre:  Guide  du 
joueur.  Publié  aussi  en  anglais  sous  le  titre:  Win- 
tario 20th  anniversary. 

ISBN  0-7778-4073-1 

A5517 

Wintario  classic  : un  autre  bon  vieux  succès! 
[1995].  [2]  p.  sur  1 feuille.  En  tête  du  titre:  Guide  du 
joueur.  Publié  aussi  en  anglais  sous  le  même  titre. 
ISBN  0-7778-4388-9 

A5518 

Winterlude/Bal  de  neige  : grattez  cet  instant! 
[1995].  [2]  p.  sur  1 feuille.  En  tête  du  titre:  Guide 
du  joueur.  Publié  aussi  en  anglais  sous  le  même 
titre. 

ISBN  0-7778-3623-8 
A5519 

Year  of  the  rooster  : grattez  cet  instant!  [1994], 
[2]  p.  sur  1 feuille.  En  tête  du  titre:  Guide  du 
joueur.  Publié  aussi  en  anglais  sous  le  même 
titre. 

ISBN  0-7778-3563-0 
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A5520 

Rapport  annuel.  9e  (1993/1994).  12, 12  p.  Titre 
de  la  p.  de  t.  addit.:  Annual  report.  Titre  de  la 
couverture.  Texte  en  français  et  en  anglais  dis- 
posé tête-bêche.  L’année  d’activité  se  termine  le 
31  mars. 

ISSN  0848-5240 

Pub.  Ont.  005617  D * Gratuit 
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L’ONTARIO 


A5521 

Rapport  annuel.  1995.  [13,  13]  leaves.  Titre  de 
la  p.  de  t.  addit.:  Annual  report.  Titre  de  la  cou- 
verture. Texte  en  français  et  en  anglais  disposé 
tête-bêche.  L’année  d’activité  se  termine  le  31 
mars. 
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A5522 

Rapport  annuel.  1993/1994.  30  p.  : ill.,  1 portr. 
Titre  de  la  couverture.  L’année  d’activité  se  ter- 
mine le  31  mars.  Publié  aussi  en  anglais  sous  le 
titre:  Annual  report. 

ISSN  1203-455X 

Pub.  Ont.  106058  D*1,00$ 

A5523 

Rapport  annuel.  1994/1995.  45  p.  : ill.,  1 portr. 
Titre  de  la  couverture.  L’année  d’activité  se  ter- 
mine le  31  mars.  Publié  aussi  en  anglais  sous  le 
titre:  Annual  report. 

ISSN  1203-455X 

Pub.  Ont.  106060  D*1,00$ 


SOCIÉTÉ  ONTARIENNE 
D’ASSURANCE-DÉPÔTS 


A5524 

Actualités.  Printemps  1995.  ill.  Irrégulier.  Titre  de 
la  p.  de  t.  addit.:  Update.  Titre  de  départ.  Texte  en 
français  et  en  anglais  disposé  tête-bêche.  Publié 
antérieurement  par  la  Société  ontarienne  d’assu- 
rance des  actions  et  dépôts  sous  le  titre:  SODAD 
actualités.  Cessé  de  paraître. 

ISSN  1181-8263 

A5525 

Le  bulletin  saines  pratiques  commerciales. 

Vol.  4,  no  2 (printemps  1995).  Titre  de  la  p.  de  t. 
addit.:  Sound  business  practices  bulletin.  Titre 
de  départ.  “La  clé  du  succès”.  La  lettre  “i”  du  mot 
“bulletin”  est  représentée  par  une  clé.  Texte  en 
français  et  en  anglais.  Publié  antérieurement  par 
la  Société  ontarienne  d’assurance  des  actions  et 
dépôts.  Suivi  de:  Objectif. 

A5526 

Comment  vos  dépôts  sont-ils  assurés,  mars 
1995.  1 feuille  pliée.  Texte  en  français  et  en 
anglais;  le  texte  anglais  se  trouve  au  verso.  Titre 
au  verso:  How  your  deposits  are  insured. 

A5527 

Communiqué  au  mouvement.  [No  1]  (1  mars 
1995)-No  4 (12  déc.  1995).  [No  1]  porte  le  titre: 
Communiqué.  “Protection,  sécurité,  stabilité”. 
Publié  aussi  en  anglais  sous  le  titre:  System 
release. 

A5528 

Guide  d’application  du  règlement  no  6 de  la 
SOAD.  1995.  39,  39  p.  : formules.  Titre  de  la  p. 
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de  t.  addit.:  Application  guide  to  DICO  by-law 
no.  6.  Texte  en  français  et  en  anglais  disposé 
tête-bêche. 

A5529 

Normes  de  saines  pratiques  commerciales  et 
financières  : prêts  douteux  : règlement  no  6 de 
la  SOAD.  1995.  9,  9 p.  Titre  de  la  p.  de  t.  addit.: 
Standards  of  sound  business  and  financial 
practices  : impaired  loans.  Texte  en  français  et 
en  anglais  disposé  tête-bêche. 

A5530 

L’objectif  : bulletin  des  saines  pratiques  com- 
merciales Vol.  4,  no  3 (été  1995)-v.  4,  no  4 (auto- 
mne 1995).  Titre  de  la  p.  de  t.  addit.:  Focus.  Titre 
de  départ.  “Protection,  sécurité,  stabilité”.  Texte 
en  français  et  en  anglais.  Le  bulletin  saines  pra- 
tiques commerciales. 

A5531 

Rapport  annuel.  1994. 24, 24  p.  : ill.  (certaines  en 
coul.),  portr.  Titre  de  la  p.  de  t.  addit.:  Annual 
report.  Titre  de  la  couverture.  Texte  en  français  et 
en  anglais  disposé  tête-bêche.  Publié  antérieure- 
ment par  la  Société  ontarienne  d’assurance  des 
actions  et  dépôts. 


SOCIÉTÉ  ONTARIENNE  D’ASSURANCE 
DES  ACTIONS  ET  DÉPÔTS 


A5532 

Le  bulletin  saines  pratiques  commerciales. 

Vol.  4,  no  1 (hiver  1995).  Titre  de  la  p.  de  t.  addit.: 
Sound  business  practices  bulletin.  Titre  de 
départ.  “La  clé  du  succès”.  La  lettre  “i”  du  mot 
“bulletin”  est  représentée  par  une  clé.  Texte  en 
français  et  en  anglais.  Publié  dorénavant  par  la 
Société  ontarienne  d’assurance-depôts. 


SOCIÉTÉ  ONTARIENNE  DE 
GESTION  DES  DÉCHETS 


A5533 

Rapport  annuel.  1993/1994.  10,  10  p.  Titre  de 
la  p.  de  t.  addit.:  Annual  report.  Titre  de  la  cou- 
verture. Texte  en  français  et  en  anglais  disposé 
tête-bêche.  L’année  d’activité  se  termine  le  31 
mars. 

Pub.  Ont.  001533  D * Gratuit 
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A5534 

Examen  annuel.  1993/1994. 32  p.  : ill.  Titre  de  la 
couverture.  L’année  d’activité  se  termine  le  31 
mars.  Publié  aussi  en  anglais  sous  le  titre: 
Annual  review. 

ISSN  1192-3458  (corr.) 

Pub.  Ont.  105626  * 3,00$ 

A5535 

Un  pont  vers  l’avenir,  cl 995.  8 p.  Titre  de  la 
couverture.  Publié  aussi  en  anglais  sous  le  titre: 
Bridging  the  gap. 

ISBN  0-7778-3419-7 


TABLE  RONDE  DE  L’ONTARIO 
SUR  L’ENVIRONNEMENT  ET 
L’ÉCONOMIE 


A5536 

Le  développement  durable  des  collectivités. 

avril  1995.  ix,  208,  [207]  p.  : ill.,  cartes  géogra- 
phiques, formules.  Comprend  du  texte  en 
anglais.  Publié  aussi  en  anglais  sous  le  titre: 
Sustainable  communities  resource  package. 
Comprend  des  références  bibliogr. 

ISBN  0-7778-4639-X 

A5537 

Une  stratégie  pour  le  développement  durable 
des  transports  en  Ontario  : rapport  du  Collectif 
sur  les  transports  et  les  changements  clima- 
tiques. nov.  1995.  [43]  feuillets.  Publié  en  collab. 
avec  la  Table  ronde  nationale  sur  l’environne- 
ment et  l’économie.  Publié  aussi  en  anglais  sous 
le  titre:  A strategy  for  sustainable  transportation 
in  Ontario.  Comprend  des  références  bibliogr. 


TRIBUNAL  D’APPEL  DES 
ACCIDENTS  DU  TRAVAIL 


A5538 

Bulletin  d’information  sur  la  gestion  des  cas. 

nov.  1995-déc.  1995.  Titre  de  départ.  Texte  en 
français  et  en  anglais;  le  texte  anglais  se  trouve 
au  verso.  Titre  au  verso:  Case  management 
newsletter. 

A5539 

Gros  plan  sur  le  TAAT.  Vol.  6,  no  1 (févr.  1995)- 
v.  6,  no  4 (nov.  1995).  Trimestriel.  Titre  de  la  p.  de 


t.  addit.:  WCAT  in  focus.  Titre  de  départ.  Texte  en 
français  et  en  anglais  disposé  tête-bêche. 

ISSN  1180-2588 

A5540 

Introduction  aux  publications  du  Tribunal 
d’appel  des  accidents  du  travail.  [Rev.],  avril 
1994.  2 p.  sur  1 feuille.  Publié  aussi  en  anglais 
sous  le  titre:  Introduction  to  the  publications  of 
the  Workers’  Compensation  Appeals  Tribunal. 

A5541 

Rapport  annuel.  1994.  v,  62,  58,  v p.  : ill.  Titre  de 
la  p.  de  t.  addit.:  Annual  report.  Texte  en  français 
et  en  anglais  disposé  tête-bêche. 

ISSN  1181-6031 

A5542 

Le  Tribunal  d’appel  des  accidents  du  travail  : 

faire  appel  de  décisions  dans  le  domaine  des 
accidents  du  travail,  [réimprimé  oct.  1994].  1 
feuille  pliée.  Texte  en  français  et  en  anglais;  le 
texte  anglais  se  trouve  au  verso.  Titre  au  verso: 
This  is  the  Workers’  Compensation  Appeals  Tri- 
bunal. 


TRIBUNAL  DE  L’ÉQUITÉ  EN 
MATIÈRE  D’EMPLOI 


A5543 

Loi  sur  l’équité  en  matière  d’emploi  : guide 
relatif  aux  audiences  devant  le  Tribunal  de 
l’équité  en  matière  d’emploi,  sept.  1994.  20, 
20  p.  : ill.  Titre  de  la  couverture.  Texte  en  français 
et  en  anglais  disposé  tête-bêche.  Titre  de  la  p. 
de  t.  addit.:  Employment  Equity  Act  : a guide  to 
hearings  before  the  Employment  Equity  Tribunal. 

A5544 

Loi  sur  l’équité  en  matière  d’emploi  : règles 
de  pratique.  “Provisoire”,  sept.  1994. 10,  [18]  p.  : 
formules.  Titre  de  la  couverture.  Publié  aussi  en 
anglais  sous  le  titre:  Employment  Equity  Act  : 
rules  of  practice. 


TVONTARIO 


A5545 

Horaire  scolaire.  1995/1996.  131  p.  : ill.  Sur  la 
couverture:  tfo  : ma  télévision.  Titre  de  la  couver- 
ture. 

A5546 

Signal.  Vol.  13,  no  5 (janv.  1995)-v.  14,  no  4 (déc. 
1995).  ill.  Mensuel.  Titre  de  la  couverture.  Texte 
en  français  et  en  anglais  disposé  tête-bêche. 
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1,2-propylene  glycol,  A2373 
1-800-565-8603  : linking  clients  with  the 
addictions  treatment  system,  A7 
3 cards  up,  A3585,  A5454 
3 to  win,  A3586,  A5455 
3R,  A4919-A4921,  A4926 
4-H  news,  All  16,  A1358 
4-H  news  and  views,  A1265 
4-H  newsline,  All 20 
4-H  update,  A1241 
10-eight,  A2313 

22nd  annual  Ontario  Horticultural  Crops 
Conference  & 6th  annual  Farmers’  Markets 
Ontario  Networking  Symposium,  A1117 
30  under  30  : building  Ontario  businesses  with 
Youth  Venture  loans,  A1594 
62nd  Historic  Garden  Week  of  Virginia,  A3911 
1991  Ontario  travel  monitor  survey  : report  of 
detailed  findings,  A1536,  A1537 

1993  waste  water  discharges  report,  A1804 

1994  annual  report  : regeneration  pest 
management  program,  A2802 

1994  GO  Bus  passenger  survey,  A3180 

1994  survey  of  attitudes  towards  public 
education  in  Ontario,  A1732 

1995-96  Environmental  Youth  Corps  project 
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Personal  Insurance  Company  of  Canada, 
insurer  : decision,  A3452 

Between  Marica  Slivecka,  applicant,  and 
Canadian  General  Insurance  Company, 
insurer  : decision,  A3453 

Between  Mark  Camilleri,  applicant,  and  MIC 
General  Insurance  Corp.,  insurer  : decision, 
A3454 

Between  Martin  Wilson,  applicant,  and  Jevco 
Insurance  Company,  insurer  : decision, 
A3455 

Between  Mary  McLean,  applicant,  and 

Wellington  Insurance  Company,  insurer,  and 
between  Mary  McLean,  applicant,  and 
Economical  Mutual  Insurance  Company, 
insurer  : decision,  A3456 


Between  Mas  Nishimura,  applicant,  and  Royal 
Insurance  Company  of  Canada,  insurer  : 
decision,  A3457 

Between  Matthew  Ray,  applicant,  and 

Wellington  Insurance  Company,  insurer,  and 
between  Matthew  Ray,  applicant,  and  State 
Farm  Mutual  Automobile  Insurance 
Company,  insurer  : decision,  A3458 
Between  Michael  Boltman,  applicant,  and 
Personal  Insurance  Company  of  Canada, 
insurer  : decision,  A3459 
Between  Michael  J.  Barrick,  applicant,  and 
General  Accident  Assurance  Company  of 
Canada,  insurer  : decision,  A3460 
Between  Michael  Mihas,  applicant,  and  Pafco 
Insurance  Company  Limited,  insurer  : 
decision,  A3461 

Between  Michael  S.  Macdonald,  applicant,  and 
Pilot  Insurance  Company,  insurer  : decision, 
A3462 

Between  Michaelu  Haile,  Berhane  Debessay, 
Efrem  Debessay,  Lemlem  Debessay, 
Yohannes  Debessay,  Habtom  Debessey, 
Fesseha  Debessay,  Aster  Debessay,  and 
Eden  Debessay,  applicants,  and  Old 
Republic  Insurance  Company,  insurer  : 
decision  on  interim  expenses,  A3533 
Between  Miguel  Gomez,  applicant,  and  Pilot 
Insurance  Company,  insurer  : decision  on 
interim  benefits,  A3531 

Between  Mike  Pantazopoulos,  applicant,  and 
Wawanesa  Mutual  Insurance  Company, 
insurer  : decision,  A3463 
Between  Mukalanga  Ntumba,  applicant,  and 
Security  National  Insurance  Company, 
insurer  : decision,  A3464 
Between  Mustafa  A.  Agha,  applicant,  and 
General  Accident  Assurance  Company  of 
Canada,  insurer  : decision,  A3465 
Between  Nadine  Osbourne,  applicant,  and 
Allstate  Insurance  Company  of  Canada, 
insurer,  and  Nadine  Osbourne,  applicant, 
and  between  York  Fire  & Casualty 
Insurance  Company,  insurer  : second 
decision  on  a preliminary  issue,  A3566 
Between  Nancy  Vink,  applicant,  and  Co- 
operators  General  Insurance  Company, 
insurer  : decision,  A3466 
Between  Narinder  Dhaliwal,  applicant,  and 
Gore  Mutual  Insurance  Company,  insurer  : 
decision,  A3467 

Between  Neil  Wilson,  applicant,  and  State 
Farm  Mutual  Automobile  Insurance 
Company,  insurer  : decision  on  a 
preliminary  issue,  A3523 
Between  Nga  Kha,  applicant,  and  Pilot 
Insurance  Company,  insurer  : decision, 
A3468 
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Between  Nhung  Kim  Pham,  applicant,  and 
Allstate  Insurance  Company  of  Canada, 
insurer  : decision,  A3469 
Between  Nidia  G.  Fricke,  applicant,  and 
Allstate  Insurance  Company  of  Canada, 
insurer  : decision,  A3470 
Between  Norman  Lucas,  applicant,  and 
Dominion  of  Canada  General  Insurance 
Company,  insurer  : decision  on  interim 
benefits,  A3532 

Between  Noroz  AH  Azadi,  applicant,  and 
Allstate  Insurance  Company  of  Canada, 
insurer  : decision  on  a preliminary  issue, 
A3524 

Between  N.H.,  applicant,  and  Wellington 
Insurance  Company,  insurer  : decision, 
A3471 

Between  Nur  Mohamed  Yusuf,  applicant,  and 
Progressive  Casualty  Insurance  Company, 
insurer,  and  State  Farm  Mutual  Automobile 
Insurance  Company,  insurer  : decision, 
A3472 

Between  Oanh  Thi  Nguyen,  applicant,  and 
Pilot  Insurance  Company,  insurer  : decision, 
A3473 

Between  Octavio  Holguin,  applicant,  and 
Allstate  Insurance  Company  of  Canada, 
insurer  : decision  on  a preliminary  issue, 
A3525 

Between  Patrick  White,  applicant,  and  Pilot 
Insurance  Company,  insurer  : decision, 
A3474 

Between  Peter  Kotsiakos,  applicant,  and  State 
Farm  Mutual  Automobile  Insurance 
Company,  insurer  : decision,  A3475 
Between  Peter  Sarra,  applicant,  and 

Coachman  Insurance  Company,  insurer  : 
decision,  A3476 

Between  Phillip  Assam,  applicant,  and 
Prudential  of  America  General  Insurance 
Company,  insurer  : decision  on  a 
preliminary  issue,  A3526 
Between  Phillip  Ralston,  applicant,  and 
Progressive  Casualty  Insurance  Company, 
insurer  : decision  on  a preliminary  matter, 
A3530 

Between  Pina  Coles,  applicant,  and  Dominion 
of  Canada  General  Insurance  Company, 
insurer  : decision,  A3477 
Between  Pina  Coles,  applicant,  and  Dominion 
of  Canada  General  Insurance  Company, 
insurer  : supplementary  decision,  A3568 
Between  Rajendra  Ramjeet,  applicant 
(appellant),  and  State  Farm  Mutual 
Automobile  Insurance  Company,  insurer 
(respondent)  : appeal  decision,  A3364 
Between  Randi  Osborne,  applicant,  and 
Canadian  General  Insurance  Company, 
insurer  : decision,  A3478 


Between  Rene  J.  Lafleur,  applicant,  and  Zurich 
Insurance  Company,  insurer  : decision, 
A3479 

Between  Richard  Roy,  applicant  (appellant), 
and  Royal  Insurance  Company  of  Canada, 
insurer  (respondent)  : appeal  decision, 
preliminary  issue-  extension  of  time,  A3366 
Between  Robert  Edward  Crosbie  Sr.,  applicant, 
and  Co-operators  General  Insurance 
Company,  insurer,  and  between  Robert 
Edward  Crosbie  Sr.,  applicant,  and  Pilot 
Insurance  Company,  insurer  : decision  on  a 
preliminary  issue,  A3527 
Between  Robert  Findlay,  applicant,  and 
Lambton  Mutual  Insurance  Company, 
insurer,  and  General  Accident  Assurance 
Company  of  Canada,  insurer  : decision, 
A3480 

Between  Roger  Beilina,  applicant,  and  State 
Farm  Mutual  Automobile  Insurance 
Company,  insurer  : decision,  A3481 
Between  Ronald  A.  Henry,  applicant,  and 
Allstate  Insurance  Company  of  Canada, 
insurer  : decision,  A3482 
Between  Ronald  L.  Morley,  applicant,  and 
National  Frontier  Insurance  Company, 
insurer  : decision,  A3483 
Between  Rosa  Bianca,  applicant,  and  General 
Accident  Assurance  Company  of  Canada, 
insurer  : decision,  A3484 
Between  Rosalie  McLetchie,  applicant,  and 
Wawanesa  Mutual  Insurance  Company, 
insurer  : decision,  A3485 
Between  R.S.,  applicant,  and  Royal  Insurance 
Company  of  Canada,  insurer,  A3486 
Between  Rufina  M.  Ekunah,  applicant,  and 
Simcoe  & Erie  General  Insurance  Company, 
insurer  : decision,  A3487 
Between  Ruth  Roberts,  applicant,  and  State 
Farm  Mutual  Automobile  Insurance  Company, 
insurer  : assessment  of  expenses,  A3368 
Between  Ruth  Roberts,  applicant,  and  State 
Farm  Mutual  Automobile  Insurance 
Company,  insurer  : decision,  A3488 
Between  Sadegh  Movahedi,  applicant,  and 
State  Farm  Mutual  Automobile  Insurance 
Company,  insurer,  and  Sadegh  Movahedi, 
applicant,  and  Royal  Insurance  Company  of 
Canada,  insurer  : decision,  A3489 
Between  Sadegh  Movahedi,  applicant,  and 
State  Farm  Mutual  Automobile  Insurance 
Company,  insurer,  and  Sadegh  Movahedi, 
applicant,  and  Royal  Insurance  Company  of 
Canada,  insurer  : decision  correction,  A3518 
Between  Samantha  Doris  Michael,  applicant, 
and  General  Accident  Assurance  Company 
of  Canada  (formerly  General  Accident 
Indemnity  Company),  insurer  : decision, 
A3490 
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Between  Sandra  Singh,  applicant,  and  State 
Farm  Mutual  Automobile  Insurance 
Company,  insurer  : decision,  A3491 
j Between  Sarah  L.  Fisher,  applicant,  and  Pilot 
Insurance  Company,  insurer,  and  Sarah  L. 
Fisher,  applicant,  and  State  Farm  Mutual 
Automobile  Insurance  Company,  insurer  : 
j decision,  A3492 

Between  Sharron  M.  Craner,  applicant,  and  Pilot 
Insurance  Company,  insurer  : decision,  A3493 
! Between  Shawn  P Lunn,  applicant,  and  State 
Farm  Mutual  Automobile  Insurance 
Company,  insurer  : decision,  A3494 
Between  Shelley  L.P,  applicant,  and  Royal 
Insurance  Company  of  Canada,  insurer  : 
decision,  A3495 

Between  Shelley  L.P,  applicant  (appellant), 
and  Royal  Insurance  Company  of  Canada, 
insurer  (respondent)  : preliminary  motion 
appeal  decision,  A3562 
Between  Shirley  A.  Reid,  applicant  and 
Continental  Insurance  Company,  insurer  : 
decision,  A3496 

Between  Shirley  A.  Reid,  applicant,  and 
Continental  Insurance  Company,  insurer  : 
supplementary  decision-  correction,  A3569 
Between  Shirley  M.  Street,  applicant,  and 
Zurich  Insurance  Company,  insurer  : 
decision,  A3497 

Between  Shiva  Ahmadi-Nadoushan,  applicant, 
and  Allstate  Insurance  Company  of  Canada, 
insurer  : decision,  A3498 
Between  Silvio  Derman,  applicant,  and  State 
Farm  Mutual  Automobile  Insurance 
Company,  insurer  : decision  on  preliminary 
issue,  A3545 

Between  Stamatios  Togias,  applicant,  and  Co- 
operators  General  Insurance  Company, 
insurer  : decision  on  preliminary  issue,  A3546 
Between  Stanley  R.  Holt,  applicant,  and  Zurich 
Insurance  Company,  insurer  : decision  on 
preliminary  issue,  A3547 
Between  Stephen  J.  Sajkowski,  applicant,  and 
Jevco  Insurance  Company,  insurer  : 
decision,  A3499 

Between  Susan  Grout,  applicant,  and  Pilot 
Insurance  Company,  insurer  : decision,  A3500 
Between  Susan  Jesso  (Dimou),  applicant,  and 
Alpina  Insurance  Company,  Limited, 
insurer  : decision,  A3501 
Between  Tarangit  Takhar,  applicant,  and 
Allstate  Insurance  Company  of  Canada, 
insurer  : decision  on  a preliminary  issue, 
A3528 

Between  Teresa  Majda,  applicant,  and  Simcoe 
& Erie  General  Insurance  Company,  insurer, 
and  Farmers’  Mutual  Fire  Insurance 
Company  (Lindsay),  insurer  : decision, 
A3502 


Between  Terri  Caparowich,  applicant,  and 
State  Farm  Mutual  Automobile  Insurance 
Company,  insurer  : decision,  A3503 
Between  Theresa  Anne  Keller,  applicant,  and 
Wawanesa  Mutual  Insurance  Company, 
insurer  : decision,  A3504 
Between  Theresa  Gaudreault,  applicant,  and 
Pilot  Insurance  Company,  insurer  : decision, 
A3505 

Between  Theresa  Gaudreault,  applicant 
(respondent),  and  Pilot  Insurance  Company, 
insurer  (appellant)  : appeal  decision,  A3365 
Between  Thoa  Hong  Nguyen,  applicant  and 
Pilot  Insurance  Company,  insurer,  and 
between  Phat  Thi  Pham,  applicant  and  Pilot 
Insurance  Company,  insurer,  and  between 
Toan  Ngoc  Nguyen,  applicant,  and  Pilot 
Insurance  Company,  insurer  : decision, 
A3506 

Between  Timothy  J.  Hanlon,  applicant,  and 
The  Guarantee  Company  of  North  America, 
insurer  : decision,  A3507 
Between  Tony  W.  Nelson,  applicant,  and 
Canadian  General  Insurance  Company, 
insurer  : decision,  A3508 
Between  Victor  Aguilar,  applicant,  and  Allstate 
Insurance  Company  of  Canada,  insurer  : 
decision,  A3509 

Between  Victoria  Anizor,  applicant,  and  Royal 
Insurance  Company  of  Canada,  insurer  : 
decision,  A3510 

Between  Wayne  Hannon,  applicant,  and  Co- 
operators  General  Insurance  Company, 
insurer  : decision,  A3511 
Between  William  Arends,  applicant,  and  Zurich 
Insurance  Company,  insurer  : decision, 
A3512 

Between  Yiannakis  Odysseos,  applicant,  and 
CUMIS  General  Insurance  Company, 
insurer  : decision,  A3513 
Between  Yvonne  Rodrigue  and  Melissa 

Rodrigue,  applicants,  and  Canadian  General 
Insurance  Company,  insurer  : decision, 
A3514 

Between  Zoran  Kojic,  applicant,  and  General 
Accident  Assurance  Company  of  Canada, 
insurer  : decision,  A3515 
Bevan,  D.J.,  A1133,  All 34 
Beyond  the  numbers  : a new  financial 

management  and  accountability  framework 
for  Ontario,  A3310 
Bianca,  R.,  A3484 

A bibliography  of  selected  fish  habitat 

protection  guidelines  and  references,  A2537 
Bibliothèque,  A4038-A4042 
Bibliothèque  de  l’Assemblée  législative  de 
l’Ontario,  A4036,  A4038-A4042,  A5442, 
A5443 
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Bicyclist’s  handbook  : a guide  for  young 
drivers,  A3080 

Le  bien-être  et  les  soins  de  longue  durée  : 
cadre  provisoire,  A4592 
Les  bienfaits  des  brise-vent,  A5011 
Biennial  report  1992  & 1993  (Standing 
Committee  on  Public  Accounts),  A874, 
A4044 

Bienvenue  à la  LCBO  de  Manulife,  A5411 
The  big  cleanup  : Bay  of  Quinte  Remedial 
Action  Plan,  A1916 

Bill  47,  streamlining  court  processes,  A3052 
Bill  134  and  farm  mutuals,  A2116 
Bills  (36th  Leg.,  1st  sess.  : 1995),  A757-A825 
Bills  and  motions  : the  services  of  the  Office  of 
Legislative  Counsel  : a guide  for  private 
members,  A3046,  A5327 
Bincik,  L.S.,  A2794,  A5107 
Biological  hazards,  A4004 
Biology  and  impact  of  zebra  mussels  in  Lake 
St.  Clair  and  Lake  Erie,  A2096 
A biophysical  model  for  prehistoric 

archaeological  sites  in  southern  Ontario, 
A3163 

Bird  checklist  : Awenda  Provincial  Park,  A2538 
Bird,  N.,  A4717 
Birds,  A2539 
Bitran,  M.,  A2445,  A5382 
Bitris,  K.,  A3442,  A3517 
Bitte  làcheln  Ontario  : ihre  richtlinien  für  die 
foto-krankenversicherungskarte,  A221 8 
Black,  R.,  A4770,  A4771 
Black  River-Matheson  (BRiM)  data  - 1989, 
A2979 

Blackport,  R.,  A2520 
Blair,  R.A.,  A3049,  A5331 
Bloc- notes  du  CAO,  A3252,  A4400 
Block,  S.,  A167 
Blom,  T.J.,  A4734 
Blue  Box  2000  : update,  A1822 
Boachie,  C.,  A3383 
Board  financial  statistics,  A1794 
Board  of  Funeral  Services,  A88 
Board  of  Inquiry  (Police  Services  Act),  A89 
Boat  guide  ‘95,  A1848 
Boateng,  A. A.,  A3375 
Boccanfuso,  L.,  A1992 
Bodnar,  J.M.,  A1387 
The  body  at  work,  A4003 
Bois  d’oeuvre  et  de  spécialité  de  l’Ontario  : 
programme  pilote,  1993,  A4826 
Bokor,  C.,  A1279,  A1382,  Al 41 2 
Boltman,  M.,  A3459 

Bon  Echo  Provincial  Park,  A2540,  A2541, 
A5012 

Bone,  B.,  A2419 
Boodhai,  A.,  A3567 

Books,  periodicals,  reference  : Bell  Cairn  Staff 
Development  Centre,  A3064 
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Bootsma,  A.,  A4709 
Bordeleau,  L.-G,  A4845 
Borin,  G.E.,  A3416 
Borodczak,  N.,  A3189 
Boucher,  J.,  A837 
BoulotOntario  bulletin,  A4237 
Bourse  Aird,  Al  733,  A4827 
Bourse  de  perfectionnement  Sir  John  A. 
Macdonald  en  histoire  du  Canada,  Al  795, 
A4828 

Bourse  pour  frais  de  garde  d’enfants,  Al  737, 
A4829 

Bourses  d’échange  Ontario-Québec,  Al  774, 
A4830 

Bourses  d’études  et  de  perfectionnement,  A4831 
Bourses  d’études  William  G.  Davis,  Al 798, 
A4832 

Bourses  pour  étudier  en  français,  Al  749, 

A4833 

Bowcott,  S.,  A2523 
Bowling,  C„  A2531,  A2680 
Bowman,  G.,  A3896 
Boyd,  D„  A2002 
Boyle,  M„  A3874 
The  BraceWire,  Al  157 
Bradley-MacMillan,  C.,  A1288 
Branch,  D.,  A3390 

Branché  sur  l’alphabétisation,  A3757,  A4433 
Brazil,  K.,  A3861 

Breeding-bird  populations  in  jack  pine  and 
mixed  jack  pine/deciduous  stands  in  central 
Ontario,  A3917 
Bremner,  R.,  A3874 

Brick  and  stone  mason  : apprenticeship 
curriculum  standards,  A3756 
Brick  and  Stone  Mason  College  Curriculum 
Advisory  Committee,  A3756 
Bridging  the  gap,  A137 
A brief  history  of  the  Wahta  Mohawks’  land 
claim,  A3675 

Briefing  book  : estimates  (Ministry  of 
Community  and  Social  Services),  A1467 
Briefing  book  : estimates  (Ministry  of  Northern 
Development  and  Mines),  A2894 
Brigade  des  jeunes  environnementalistes  : 
directives  concernant  les  propositions  de 
projet  (annexe  B)  à l’intention  des 
employeurs,  Al 856,  A4884 
Brigade  des  jeunes  environnementalistes  : liste 
des  projets  approuvés,  Al  940 
Broad-based  technological  education  : grades 
10,  11  and  12,  Al  736 
Broadfoot,  J.D.,  A2552 

Broccoli  (Brassica  oleracea,  form  Botrytis),  Al  158 
Brochure  des  plantes  communes  de  la  forêt 
boréale  dans  les  parcs  provinciaux  : parcs 
provinciaux  de  la  région  nord-est,  A2651 , 
A5050 
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Brochure  du  Sentier  de  Lonesome  Bog  : Parc 
provincial  Esker  Lakes,  A5013 
Brochures  “info”  sur  le  COFAM,  A3760,  A4459 
Broder,  I.,  A2168 

Bronte  Creek  Provincial  Park,  A2542,  A2543, 
A5014 

Brown,  C.,  A1300,  A4730 
Brown,  D.,  A3391 
Brown,  R.B.,  A2647,  A2779 
Browne,  G.,  A3897 

Brûlage  dirigé  dans  les  cantons  de  Carmody  et 
de  Doucett  : rapport  préliminaire,  A5015 
Brûlages  dirigés  : bulletin  d’actualités,  A5016 
Brust,  R.C.,  A2752 
Buchanan,  M.,  A2800 
Buchwald,  M.,  A3899,  A4412 
Budget  des  dépenses  de  la  province  de 
l’Ontario  pour  l’année  financière  se 
terminant  le  31  mars  ...  : volume  1,  A5434 
Budget  des  dépenses  de  la  province  de 
l’Ontario  pour  l’année  financière  se 
terminant  le  31  mars  ...  : volume  2,  A4972 
Budget  des  dépenses  (Ministère  des 
transports  [Ontario]),  A5172 
Budget  des  dépenses  (Secrétariat  du  Conseil 
de  gestion),  A5446 

Budget  des  dépenses  supplémentaire,  A5435 
Budget  des  dépenses  : volume  1,  A5434 
Budget  des  dépenses  : volume  2,  A4972 
Budgeting  farm  machinery  costs,  Al  159 
Budgets  : assisted  rental  housing  projects  : 
Field  Operations,  Central  Ontario  Region, 
A2358 

Budgets  : assisted  rental  housing  projects  : 
Field  Operations,  Eastern  Ontario  Region, 
A2359 

Budgets  : assisted  rental  housing  projects  : 
Field  Operations,  Housing  Operations, 

A2360 

Budgets  : assisted  rental  housing  projects  : 
Field  Operations,  Metropolitan  Toronto, 
A2361 

Budgets  : assisted  rental  housing  projects  : 
Field  Operations,  Northern  Ontario  Region, 
A2362 

Budgets  : assisted  rental  housing  projects  : 
Field  Operations,  Northwestern  Ontario 
Region,  A2363 

Budgets  : assisted  rental  housing  projects  : 
Field  Operations,  Southern  Ontario  Region, 
A2364 

Budgets  : assisted  rental  housing  projects  : 
Field  Operations,  Southwestern  Ontario 
Region,  A2365 
Budgets  de  cultures,  A4696 
Budgets  : rent  supplement  programs,  A2366 
Bui,  D„  A3403 

Building  action  newsletter,  A2367,  A2499, 
A4970,  A5323 


Building  Code  courses,  A2347 
Building  effective  coalitions  : training  module, 
A2177 

Building  Materials  Evaluation  Commission, 
A2332,  A2485 

Building  Materials  Evaluation  Commission 
authorization  report,  A2485 
Building  Materials  Evaluation  Commission 
authorizations,  A2332 
Building  Materials  Evaluation  Commission 
rulings,  A2332 

Bulletin  à l’intention  des  éditeurs  de  livres, 
A4567 

Bulletin  : access-privacy,  Al  067 
Bulletin  action  construction,  A2367,  A2499, 
A4970,  A5323 

Bulletin  agricole,  district  du  Temiskaming, 

Al  121,  A4680 

Bulletin  and  summaries  of  decisions  (Social 
Assistance  Review  Board),  A3936 
Bulletin  : boulotOntario,  A4237 
Bulletin  CÉE,  Al  39,  A4273 
Bulletin  (Centre  ontarien  d’information  en 
prévention),  A4597 

Bulletin  (Comité  des  normes  professionnelles), 
A4244 

Bulletin  (Commissaire  à l’information  et  à la 
protection  de  la  vie  privée/Ontario),  A4257 
Bulletin  (Commission  de  l’équité  salariale), 
A4280 

Bulletin  (Commission  de  révision  de  l’aide 
sociale),  A4289 

Bulletin  (Commission  des  assurances  de 
l’Ontario),  A3370,  A4324 
Bulletin  (Conseil  consultatif  de  réglementation 
des  professions  de  la  santé),  A4388 
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Comm\  info  @ HEalth  *,  A231 1 
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A4246-A4252 
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la  main-d’oeuvre,  A4455,  A4465 
Commission  d’appel  des  enregistrements 
commerciaux,  A4270 
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l’Ontario,  A4271 
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A4273-A4279 

Commission  de  l’équité  salariale,  A4280, 

A4281 

Commission  de  l’escarpement  du  Niagara, 
A4282 
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All  73 
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Community  food  advisor  annual  report,  All 74 
Community  food  advisor  : program  guidelines, 
All  75 

Community  food  advisor  resource  binder, 

All  76 

Community  food  advisor  training  manual, 

All  77 

Community  food  advisor  volunteer  recruitment 
& selection  kit,  All 78 
Community  Forestry  Group,  A2745 
Community  leaders  praise  casino,  A3264 
The  Community  Parent  Education  (COPE) 
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Community  Radio  Ontario  Program  (CROP), 
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A4102 
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Forest  Service’s  requests  for  proposals 
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Compendium  : Land  Use  Planning  and 
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Compendium  : Ontario  College  of  Teachers 
Act,  1995,  A823 
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1995,  A824 

Compendium  : the  Advocacy,  Consent  and 
Substitute  Decisions  Statute  Law 
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Compliance,  A1831 
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Le  comportement  du  gel  en  Ontario,  A4709 
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Comprehensive  policy  statements  : 
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Comprehensive  set  of  policy  statements, 
A2467,  A2471 
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ressources,  A4238 
Compte-rendu  des  résultats  : action 
écologique,  A5433 
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Comptes  économiques  de  l’Ontario,  A4999 
Comptes  publics  de  l’Ontario.  États  financiers, 
A4973 

Comptes  publics  de  l’Ontario.  Volume  1. 
Annexes,  états  financiers  des  ministères, 
A4974 

Comptes  publics  de  l’Ontario.  Volume  2.  États 
financiers  des  sociétés  de  la  Couronne, 
conseils,  commissions,  A4975 
Comptes  publics  de  l’Ontario.  Volume  3.  Détail 
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Computer  data  relating  to  the  economic 
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Computer  hardware  industry,  A1679 
Computer  sector  strategies,  A1620 
Computerized  nursing  care  plan  project,  A3876 
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Computing  Sector  Resource  Facility,  A1621 
ComQUEST  Research,  A1732 
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surficial  sediments,  1991,  A1832 
Concrete  lungs,  A4003 
Concrete  Precasters  Association  of  Ontario, 
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générales  aux  conseils  d’écoles  catholiques, 
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A4492 
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A4477 
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A5313 
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A4714 

Conklin,  D.W.,  A166 
Connect  to  literacy,  A3757,  A4433 
Connecting  Healthcare  ‘95,  A2185 
Connections  (Ontario  Parole  Board),  A3258 
Consacrez-vous  une  grande  partie  de  votre 
revenu  à l’achat  de  médicaments  prescrits?, 
A4601 


Consacrez-vous  une  grande  partie  de  votre 
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prescrits?  : voici  de  l’aide-,  A2174,  A4602 
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A4740,  A4753-A4755,  A4767,  A4768, 
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A4389 
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Conseil  consultatif  ontarien  des  relations 
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Conseil  de  l’éducation  franco-ontarienne, 
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Conseil  de  planification  globale,  A4396 
Conseil  des  arts  de  l’Ontario,  A4397-A4405 
Conseil  des  arts  de  l’Ontario  : guide  des 
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Conseil  des  bibliothèques  gouvernementales 
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Conseil  des  sciences  de  la  santé,  A4407 
Conseil  des  services  funéraires,  A4408 
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A4501,  A4502 

Conseil  ontarien  des  parents,  A4503,  A4504 
Conseil  ontarien  des  parents  : bulletin,  A4503 
Conseil  pour  une  infrastructure  de  l’information 
en  Ontario,  A5254 
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Le  conseiller,  A4712 

Conseillers  communautaires  en  alimentation  : 
lignes  directrices,  A4713 
Conseillers  législatifs,  A4035,  A5327 
Conseils  chargés  de  la  révision  des 
programmes,  A4456 

Conseils  pour  un  chauffage  sécuritaire,  A3217, 
A4229 

Conseils  sur  les  droits,  A75,  A4354 
Consent  to  Treatment  Act,  1992,  A898,  A4104 
Consent  to  Treatment  Act  : a factsheet,  A2192 
Consents,  A2468 
CONSEP,  A2789,  A5021 
Conservation  and  field  crops  : loyal  to  the  soil  : 
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youth  leaders,  All 79 

Conservation  and  Prevention  Division,  A1833 
Conservation  authorities  directory,  A2559 
Conservation  des  légumes  de  l’Ontario,  A4711, 
A4714 
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Conservation  officers-  it’s  their  nature,  A2560, 
A5007 

Conservation  reserves  : a draft  policy  for 
review,  A2561,  A5114 

Conservation  : watching  out  for  wildlife,  All 81 
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Conservons  les  bons  produits  de  l’Ontario, 
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A3410 
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Ontario,  A4717 

Construction  guide  for  farm  buildings,  A2335 
Construction  Industry  Advisory  Board,  A2441 
Construction  Industry  Sector  Strategy,  A1622 
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training  standards,  A3758,  A4457 
Construction  Projects  Regulation,  A978 
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Consultations  prébudgétaires,  A871 , A4046 
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Contact  (Ministry  of  Education  and  Training), 

Al  743 
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Continental  Insurance  Company,  A3496,  A3569 
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hazardous  materials,  A1966 
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response  to  the  threat  of  raccoon  rabies, 
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Continuing  Care  Division,  A100 
Continuous  quality  improvement  : an 
innovation  for  health  care,  A3875 
Contract  preparation  system  (CPS)  : user’s 
guide,  A3081 

Contrainte  thermique,  coup  de  chaleur  et 
travail  à l’extérieur,  A5345 
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Contrôle  de  la  végétation  à l’aide  d’un 
vaporisateur  dorsal,  A5025 
Contrôle  des  loyers,  A4968,  A5318,  A5319, 
A5322 

Controlling  fox  rabies  in  Ontario,  A2564 
Conventions  for  electronic  data  interchange 
(EDI),  Al  071 
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meet!,  A3737 
Conway,  M.,  A3542 
Cooling  out  : a field  guide  to  managing 
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Park,  A2565,  A5026 
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coopérative  en  personne  morale  avec 
capital  social,  A4978 
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applicant,  and  Progressive  Casualty 
Insurance  Company,  insurer,  and  State 
Farm  Mutual  Automobile  Insurance 
Company,  insurer,  A3472 
Decision  : between  Oanh  Thi  Nguyen, 
applicant,  and  Pilot  Insurance  Company, 
insurer,  A3473 

Decision  : between  Patrick  White,  applicant, 
and  Pilot  Insurance  Company,  insurer, 

A3474 

Decision  : between  Peter  Kotsiakos,  applicant, 
and  State  Farm  Mutual  Automobile 
Insurance  Company,  insurer,  A3475 
Decision  : between  Peter  Sarra,  applicant,  and 
Coachman  Insurance  Company,  insurer, 
A3476 

Decision  : between  Pina  Coles,  applicant,  and 
Dominion  of  Canada  General  Insurance 
Company,  insurer,  A3477 
Decision  : between  Randi  Osborne,  applicant, 
and  Canadian  General  Insurance  Company, 
insurer,  A3478 

Decision  : between  Rene  J.  Lafleur,  applicant, 
and  Zurich  Insurance  Company,  insurer, 
A3479 

Decision  : between  Robert  Findlay,  applicant, 
and  Lambton  Mutual  Insurance  Company, 
insurer,  and  General  Accident  Assurance 
Company  of  Canada,  insurer,  A3480 
Decision  : between  Roger  Beilina,  applicant, 
and  State  Farm  Mutual  Automobile 
Insurance  Company,  insurer,  A3481 
Decision  : between  Ronald  A.  Henry,  applicant, 
and  Allstate  Insurance  Company  of  Canada, 
insurer,  A3482 

Decision  : between  Ronald  L.  Morley, 
applicant,  and  National  Frontier  Insurance 
Company,  insurer,  A3483 
Decision  : between  Rosa  Bianca,  applicant, 
and  General  Accident  Assurance  Company 
of  Canada,  insurer,  A3484 


Decision  : between  Rosalie  McLetchie, 

applicant,  and  Wawanesa  Mutual  Insurance 
Company,  insurer,  A3485 

Decision  : between  R.S.,  applicant,  and  Royal 
Insurance  Company  of  Canada,  insurer, 
A3486 

Decision  : between  Rufina  M.  Ekunah, 
applicant,  and  Simcoe  & Erie  General 
Insurance  Company,  insurer,  A3487 

Decision  : between  Ruth  Roberts,  applicant, 
and  State  Farm  Mutual  Automobile 
Insurance  Company,  insurer,  A3488 

Decision  : between  Sadegh  Movahedi, 
applicant,  and  State  Farm  Mutual 
Automobile  Insurance  Company,  insurer, 
and  Sadegh  Movahedi,  applicant,  and  Royal 
Insurance  Company  of  Canada,  insurer, 
A3489 

Decision  : between  Samantha  Doris  Michael, 
applicant,  and  General  Accident  Assurance 
Company  of  Canada  (formerly  General 
Accident  Indemnity  Company),  insurer, 
A3490 

Decision  : between  Sandra  Singh,  applicant, 
and  State  Farm  Mutual  Automobile 
Insurance  Company,  insurer,  A3491 

Decision  : between  Sarah  L.  Fisher,  applicant, 
and  Pilot  Insurance  Company,  insurer,  and 
Sarah  L.  Fisher,  applicant,  and  State  Farm 
Mutual  Automobile  Insurance  Company, 
insurer,  A3492 

Decision  : between  Sharron  M.  Craner, 
applicant,  and  Pilot  Insurance  Company, 
insurer,  A3493 

Decision  : between  Shawn  P Lunn,  applicant, 
and  State  Farm  Mutual  Automobile 
Insurance  Company,  insurer,  A3494 

Decision  : between  Shelley  L.P,  applicant,  and 
Royal  Insurance  Company  of  Canada, 
insurer,  A3495 

Decision  : between  Shirley  A.  Reid,  applicant 
and  Continental  Insurance  Company, 
insurer,  A3496 

Decision  : between  Shirley  M.  Street, 
applicant,  and  Zurich  Insurance  Company, 
insurer,  A3497 

Decision  : between  Shiva  Ahmadi-Nadoushan, 
applicant,  and  Allstate  Insurance  Company 
of  Canada,  insurer,  A3498 

Decision  : between  Stephen  J.  Sajkowski, 
applicant,  and  Jevco  Insurance  Company, 
insurer,  A3499 

Decision  : between  Susan  Grout,  applicant, 
and  Pilot  Insurance  Company,  insurer, 
A3500 

Decision  : between  Susan  Jesso  (Dimou), 
applicant,  and  Alpina  Insurance  Company, 
Limited,  insurer,  A3501 
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Decision  : between  Teresa  Majda,  applicant,  and 
Simcoe  & Erie  General  Insurance  Company, 
insurer,  and  Farmers’  Mutual  Fire  Insurance 
Company  (Lindsay),  insurer,  A3502 
Decision  : between  Terri  Caparowich,  applicant, 
and  State  Farm  Mutual  Automobile  Insurance 
Company,  insurer,  A3503 
Decision  : between  Theresa  Anna  Keller, 
applicant,  and  Wawanesa  Mutual  Insurance 
Company,  insurer,  A3504 
Decision  : between  Theresa  Gaudreault, 
applicant,  and  Pilot  Insurance  Company, 
insurer,  A3505 

Decision  : between  Thoa  Hong  Nguyen, 
applicant  and  Pilot  Insurance  Company, 
insurer,  and  between  Phat  Thi  Pham, 
applicant  and  Pilot  Insurance  Company, 
insurer,  and  between  Toan  Ngoc  Nguyen, 
applicant,  and  Pilot  Insurance  Company, 
insurer,  A3506 

Decision  : between  Timothy  J.  Hanlon, 
applicant,  and  The  Guarantee  Company  of 
North  America,  insurer,  A3507 
Decision  : between  Tony  W.  Nelson,  applicant, 
and  Canadian  General  Insurance  Company, 
insurer,  A3508 

Decision  : between  Victor  Aguilar,  applicant, 
and  Allstate  Insurance  Company  of  Canada, 
insurer,  A3509 

Decision  : between  Victoria  Anizor,  applicant, 
and  Royal  Insurance  Company  of  Canada, 
insurer,  A3510 

Decision  : between  Wayne  Hannon,  applicant, 
and  Co-operators  General  Insurance 
Company,  insurer,  A3511 
Decision  : between  William  Arends,  applicant, 
and  Zurich  Insurance  Company,  insurer, 
A3512 

Decision  : between  Yiannakis  Odysseos, 
applicant,  and  CUMIS  General  Insurance 
Company,  insurer,  A3513 
Decision  : between  Yvonne  Rodrigue  and 
Melissa  Rodrigue,  applicants,  and  Canadian 
General  Insurance  Company,  insurer,  A3514 
Decision  : between  Zoran  Kojic,  applicant,  and 
General  Accident  Assurance  Company  of 
Canada,  insurer,  A3515 
Decision  correction  : between  Amrik  Singh, 
applicant,  and  Royal  Insurance  Company  of 
Canada,  insurer,  A3516 
Decision  correction  : between  Khalil  Bitris, 
applicant,  and  Allstate  Insurance  Company 
of  Canada,  insurer,  A3517 
Decision  correction  : between  Sadegh 

Movahedi,  applicant,  and  State  Farm  Mutual 
Automobile  Insurance  Company,  insurer, 
and  Sadegh  Movahedi,  applicant,  and  Royal 
Insurance  Company  of  Canada,  insurer, 
A3518 
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Decision  digest  service,  A3977 
Decision-making  : theory  and  practice,  A185 
Decision  on  a preliminary  issue  : between 
Caterina  Pintus,  applicant,  and  State  Farm 
Mutual  Automobile  Insurance  Company, 
insurer,  A3519 

Decision  on  a preliminary  issue  : between 

Doreen  Lamb,  applicant,  and  Pilot  Insurance  I 
Company,  insurer,  A3520 
Decision  on  a preliminary  issue  : between 
Etela  Dunkova,  applicant,  and  Canadian 
General  Insurance  Company,  insurer,  A3521 
Decision  on  a preliminary  issue  : between 
Evelyn  Cobby,  Claude  Cobby,  and  Diana 
Appiah-Kubi,  applicants,  and  Non-Marine 
Underwriters,  Members  of  Lloyd’s,  London, 
England,  insurer,  A3522 
Decision  on  a preliminary  issue  : between  Neil 
Wilson,  applicant,  and  State  Farm  Mutual 
Automobile  Insurance  Company,  insurer, 

A3523 

Decision  on  a preliminary  issue  : between 
Noroz  AH  Azadi,  applicant,  and  Allstate 
Insurance  Company  of  Canada,  insurer, 

A3524 

Decision  on  a preliminary  issue  : between 
Octavio  Holguin,  applicant,  and  Allstate 
Insurance  Company  of  Canada,  insurer, 

A3525 

Decision  on  a preliminary  issue  : between 
Phillip  Assam,  applicant,  and  Prudential  of 
America  General  Insurance  Company, 
insurer,  A3526 

Decision  on  a preliminary  issue  : between 
Robert  Edward  Crosbie  Sr.,  applicant,  and 
Co-operators  General  Insurance  Company, 
insurer,  and  between  Robert  Edward 
Crosbie  Sr.,  applicant,  and  Pilot  Insurance 
Company,  insurer,  A3527 
Decision  on  a preliminary  issue  : between 
Tarangit  Takhar,  applicant,  and  Allstate 
Insurance  Company  of  Canada,  insurer, 

A3528 

Decision  on  a preliminary  matter  : between 
Jose  Granchelli,  applicant,  and  Royal 
Insurance  Company  of  Canada,  insurer, 

A3529 

Decision  on  a preliminary  matter  : between 
Phillip  Ralston,  applicant,  and  Progressive 
Casualty  Insurance  Company,  insurer, 

A3530 

Decision  on  interim  benefits  : between  Miguel 
Gomez,  applicant,  and  Pilot  Insurance 
Company,  insurer,  A3531 
Decision  on  interim  benefits  : between  Norman 
Lucas,  applicant,  and  Dominion  of  Canada 
General  Insurance  Company,  insurer, 

A3532 
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Decision  on  interim  expenses  : between 
Michaelu  Haile,  Berhane  Debessay,  Efrem 
Debessay,  Lemlem  Debessay,  Yohannes 
Debessay,  Habtom  Debessey,  Fesseha 
Debessay,  Aster  Debessay,  and  Eden 
Debessay,  applicants,  and  Old  Republic 
Insurance  Company,  insurer,  A3533 

Decision  on  preliminary  issue  : between  Ana 
Oliveira,  applicant,  and  Market  Insurance 
Company  of  Canada,  insurer,  A3534 

Decision  on  preliminary  issue  : between  Anne- 
Marie  Barrett,  applicant,  and  Economical 
Mutual  Insurance  Company,  insurer,  A3535 

Decision  on  preliminary  issue  : between 

Cabota  Guzman,  applicant,  and  Dominion  of 
Canada  General  Insurance  Company, 
insurer,  A3536 

Decision  on  preliminary  issue  : between  Ingrid 
Veldhuizen,  applicant,  and  Coseco 
Insurance  Company,  insurer,  A3537 

Decision  on  preliminary  issue  : between  Jack 
Talany,  applicant,  and  Royal  Insurance 
Company  of  Canada,  insurer,  A3538 

Decision  on  preliminary  issue  : between 
Joanne  Foster,  applicant,  and  Royal 
Insurance  Company  of  Canada,  insurer, 
A3539 

Decision  on  preliminary  issue  : between 
Jonathan  R.  Vineski,  applicant,  and 
Federation  Insurance  Company  of  Canada, 
insurer,  A3540 

Decision  on  preliminary  issue  : between  Linda 
M.  Giles,  applicant,  and  State  Farm  Mutual 
Automobile  Insurance  Company,  insurer, 
A3541 

Decision  on  preliminary  issue  : between 
Margaret  Conway,  applicant,  and  Royal 
Insurance  Company  of  Canada,  insurer, 
A3542 

Decision  on  preliminary  issue  : between  Maria 
Granic,  applicant,  and  Allstate  Insurance 
Company  of  Canada,  insurer,  A3543 

Decision  on  preliminary  issue  : between  Maria 
Mercedes  Elias,  applicant,  and  Royal 
Insurance  Company  of  Canada,  insurer, 
A3544 

Decision  on  preliminary  issue  : between  Silvio 
Derman,  applicant,  and  State  Farm  Mutual 
Automobile  Insurance  Company,  insurer, 
A3545 

Decision  on  preliminary  issue  : between 
Stamatios  Togias,  applicant,  and  Co- 
operators  General  Insurance  Company, 
insurer,  A3546 

Decision  on  preliminary  issue  : between 
Stanley  R.  Holt,  applicant,  and  Zurich 
Insurance  Company,  insurer,  A3547 


Decision  on  preliminary  issues  : between  Brian 
C.  Portch,  applicant,  and  Market  Insurance 
Company  of  Canada,  insurer,  and  between 
Brian  C.  Portch,  applicant,  and  Royal 
Insurance  Company  of  Canada,  insurer, 
A3548 

Decision  on  preliminary  issues  : between 
Guido  lapaolo,  applicant,  and  Guardian 
Insurance  Company  of  Canada,  insurer, 
A3549 

Decision  on  preliminary  issues  : between 
Konstanty  Ziggy  Wolman,  applicant,  and 
Zurich  Insurance  Company,  insurer,  A3550 
Decision  Research,  A2869 
Decision  Research  report  ; 95-5,  A2869 
Decision  with  reasons,  A3292,  A3293,  A3295- 
A3297 

Decision  with  reasons  in  the  matter  of  the 
Ontario  Energy  Board  Act  and  in  the  matter 
of  an  application  by  Natural  Resource  Gas 
Limited  for  rates,  A3294 
Décisions  de  la  CAT  de  l’Ontario  faisant 
jurisprudence  relativement  aux  besoins 
d’adaptation  au  travail,  A5337 
Décisions  du  Code  des  droits  de  la  personne 
faisant  jurisprudence  relativement  aux 
besoins  d’adaptation  au  travail,  A5337 
Decisions  (Farm  Products  Appeal  Tribunal), 

Al  69 

Decisions  (Health  Professions  Board),  Al  78 
Decker,  J.,  A2168 
Decker,  T.,  Al 275 
Déclarations  de  principes,  A4953 
Deer  hunter’s  fact  sheet,  A2573,  A5017 
Défaillance  d’un  boulon  à oeil  dans 
l’équipement  de  montage  et  de  levage, 
A5346 

Définitions,  A4963 
Delcan  Corporation,  A3100 
Deloro  Mine  site  rehabilitation  : summary 
report  on  mine  closure  activities,  Al  837 
Deloro  Mine  workings  closure  plan,  Al  838 
Demande  de  subvention  pour  une  étude  de 
faisabilité,  A4888 

Demande  d’indemnisation  pour  les  dommages 
causés  à votre  automobile,  A4328 
Demander  des  indemnités  d’accident,  A4329 
Dendron  Resource  Surveys  Inc.,  A2581 
Dennis,  R,  A1840 
Denton,  F. T,  A3866 
D’Eon,  R. G.,  A2535,  A2754 
Depew,  M.C.,  A2095 

Deposit  Insurance  Corporation  of  Ontario, 
A127-A134 

Dépôts  à court  terme,  A2163,  A5000 
Deputy  minister’s  office,  Al  839 
Deriving  receiving-water  based,  point-source 
effluent  requirements  for  Ontario  waters, 

Al  840 
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Derman,  S.,  A3545 

Dernières  nouvelles  : carte  santé,  A4596 
DeRyck,  S.M.,  A2102 
Des  appartements  dans  les  maisons  : 
information  à l’intention  des  locataires, 
A5314 

Des  appartements  dans  les  maisons  : 
information  à l’intention  des  propriétaires, 
A5315 

Des  bleuets  pour  le  jardin  privé,  A4721 
Des  cadeaux  pour  les  fêtes,  1995,  A5424 
Des  idées  brillantes  sur  les  ampoules 
fluorescentes,  A4882 

Des  ressources  à redécouvrir  : vers  une  plus 
forte  valeur  ajoutée  dans  le  secteur  ontarien 
des  minéraux,  A5197 

Descente  à la  corde  : avis  de  danger,  A2451 , 
A5378 

Description  de  nouvelles  ressources,  A4943 
Description  of  new  resources,  Al  447 
Description  of  Ontario  information  & 
technology  standards,  Al  073 
Descriptive  mineral  deposit  models  of  metallic 
and  industrial  deposit  types  and  related 
mineral  potential  assessment  criteria,  A2982 
Design  and  construction  report,  A3085,  A3102 
Design  and  construction  report  for  Highway 
403  : QEW  (Freeman  interchange)  northerly 
to  Highway  5 (Dundas  Street),  A3085 
Design  and  evaluation  of  a rock  drill  handle  for 
the  Joy  AL-60  drill,  design  & evaluation  of  a 
rock  drill  handle  for  the  Secan  drill,  A2983 
Design  Graphic  System  (DGS)  user’s  manual 
for  planning  and  design  applications,  A3086 
Designated  assessment  centres  (DACs), 

A3551 

Designated  assessment  centres  : revised 
roster,  A3552 

Designated  Officers  Manual  Working  Group, 
A2261 

Designated  substances  in  the  workplace  : a 
general  guide  to  the  regulations,  A2459 
Designated  substances  in  the  workplace  : a 
guide  to  the  asbestos  regulation  for 
construction  projects,  buildings  and  repair 
operations,  A2460 

Designing  and  caring  for  windbreaks,  A2574 
Détail  des  dépenses.  Comptes  publics  de 
l’Ontario.  Volume  3,  A4976 
Detailed  design  study  : Queen  Elizabeth  Way  : 
Mountain  Hoad  to  Highway  420  (including 
the  Thorold  Stone  Road  interchange), 

A3087 

Detailed  Precambrian  geology,  alteration  and 
mineralization  of  the  Almo  Lake  area, 
English  River  Subprovince,  A2946 
Detailed  Precambrian  geology,  alteration  and 
mineralization  of  the  Gordon  Lake  area, 
English  River  Subprovince,  A2947 
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Detailed  Precambrian  geology,  alteration  and  j I 
mineralization  of  the  Rex  Lake  area,  English  I 
River  Subprovince,  A2948 
Detailed  Precambrian  geology,  alteration  and 
mineralization  of  the  Upper  Fortune  Lake 
area,  English  River  Subprovince,  A2949 
Detailed  Precambrian  geology,  alteration  and 
mineralization  of  the  Werner  Lake  area, 

English  River  Subprovince,  A2950 
Details  of  expenditure.  Public  accounts  of 
Ontario.  Volume  3,  A2145,  A2149 
Détérioration  des  silos-tours  en  béton,  A4722 
Development  and  implementation  of  a 
computerized  nursing  care  plan  system, 

A3876 

Development  Charges  Act,  A2488 
Development  Corporations  Act,  A916,  A4121 
Development  Corporations  of  Ontario,  Al  35- 
A137 

Development,  implementation  and  evaluation 
of  a comprehensive  community-based 
pharmaceutical  care  program,  A3877 
Development  of  a landscape  ecological  model 
for  management  on  Ontario  forests,  A2575 
Development  of  index  netting  standards  for 
Ontario  lakes,  A2576 

Development  of  silvicultural  keys  to  support 
integrated  vegetation  management  decision 
making  in  forest  renewal,  A2577 
Development  of  the  Ontario  provincial 
sediment  quality  guidelines  for  arsenic, 
cadmium,  chromium,  copper,  iron,  lead, 
manganese,  mercury,  nickel,  and  zinc, 

A1841 

Development  of  the  Ontario  provincial 
sediment  quality  guidelines  for  PCBs  and 
the  organochlorine  pesticides,  A1842 
Developmental  Services  Branch,  A1502 
Developmental  services  framework  : draft 
paper,  A1502 

Developments  of  bioassay  protocols  for 
toxicants  in  soil,  A2097 
Le  développement  durable  des  collectivités, 
A5536 

Devenez  chef  d’entreprise,  A5309 
Dey,  D„  A2660,  A2800 
Dey,  D.C.,  A2505,  A2782 
Dhaliwal,  N.,  A3467 

Diagnostic  d’anomalies  dans  les  entrepôts 
frigorifiques,  A4723 
Dialogue,  Al  500 

Diamonds  in  the  rough  : the  75th  anniversary 
of  the  Group  of  Seven,  All 08 
Digital  data  catalogue,  A2898 
Digital  data  on  mineral  prospects  in  the 
Swayze  Greenstone  Belt,  plus  a computer 
application  to  update  and  edit  data  using 
FoxPro,  A2984 
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Dimension  stone  : a guide  to  prospecting  and 
developing,  A2985 

Dimensions  et  limites  de  poids  des  véhicules 
en  Ontario,  A5190 

Direction  90-  : étape  1995,  A2578,  A5029 
Direction  ‘90s-  : moving  ahead  1995,  A2578, 
A5029 

Direction  de  la  conformité  aux  normes,  A5190 
Direction  de  la  planification  des  systèmes  de 
transport,  A5191 

Direction  de  la  planification  financière  et  de 
l’évaluation  des  programmes  (Ministère  des 
transports),  A5172 

Direction  de  la  santé  et  de  la  sécurité  au 
travail,  A5377-A5388 

Direction  de  l’alphabétisation,  A4821-A4823 
Direction  de  l’analyse  du  secteur  minéral, 
A5196,  A5215,  A5216,  A5229 
Direction  de  l’analyse  du  secteur  minéral, 
A5198 

Direction  de  l’élaboration  des  programmes, 
A5192 

Direction  de  l’élaboration  des  programmes 
(Ministère  des  transports),  A5192 
Direction  de  l’imposition  des  compagnies, 
A5001 

Direction  de  /’infrastructure  de  l’information, 
A5255 

Direction  de  l’inspection  des  viandes,  A4813 
Direction  des  bibliothèques  et  de  l’information 
communautaire,  A4589 
Direction  des  comités  (Assemblée  législative), 
A4035 

Direction  des  communications  et  de  la 
commercialisation,  A5164 
Direction  des  communications  et  de 
l’information,  A4676 

Direction  des  communications  et  des  affaires 
publiques,  A4928-A4930 
Direction  des  communications  et  du  marketing, 
A4881 

Direction  des  crédits  d’impôt  et  des 
subventions,  A5002,  A5003 
Direction  des  finances  et  des  services  de 
bureau,  A5446 

Direction  des  finances  municipales,  A4969 
Direction  des  parcs  et  des  zones  de  loisirs, 
A5083 

Direction  des  politiques  de  planification 
municipale,  A4961 
Direction  des  ressources  et  de  la 
réglementation,  A4814 

Direction  des  services  aux  caisses  populaires 
et  aux  coopératives,  A5004 
Direction  des  services  aux  personnes  ayant  un 
handicap  de  développement,  A5165 
Direction  des  services  de  garde  d’enfants, 
A5166 


Direction  générale  de  la  condition  féminine  de 
l’Ontario,  A4505-A4509 
Direction  ontarienne  du  bâtiment,  A4970, 
A5323 

Direction  setting  exercise,  A3158 
Directives  concernant  la  santé  et  la  sécurité, 
A5356,  A5358,  A5362,  A5370,  A5385, 

A5386 

Directives  concernant  les  propositions  de 
projet  (annexe  B)  à l’intention  des 
employeurs,  A4884 

Directives  concernant  les  propositions  de 
projet  de  la  BJE  pour  1995-1996,  A4884 
Directives  pour  l’évaluation  des  besoins  en 
matière  d’adaptation  des  personnes 
handicapées,  A4366 
Directives  pour  préparer  un  dossier  de 
candidature  pour  les  Jeux  de  l’Ontario, 
A4570 

Directives  techniques  de  préparation  du 
rapprochement  annuel  des  dépenses 
relatives  aux  programmes,  A5144 
Director’s  report  (Ministry  of  Culture,  Tourism 
and  Recreation.  Libraries  and  Community 
Information  Branch),  A1590 
Directory  : alcohol  and  drug  treatment 
resources  in  Ontario,  A16 
Directory  of  ecological  land  classification  plot 
data  in  northwestern  region,  A2579 
Directory  of  education,  A1744,  A1745,  A4842, 
A4843 

Directory  of  institutions,  A1065 
Directory  of  Ontario  food  processors  and  agri- 
food exporters,  A1230 

A directory  of  Ontario  foodservice  distributors 
supplying  fresh  Ontario  produce,  All  14 
Directory  of  recycling  contractors  and 
equipment  suppliers,  A3729 
DisAbled  Women’s  Network  (DAWN)  Ontario, 
A3846 

DisAbled  Women’s  Network  (DAWN)  Toronto, 
A3846 

Discourage  raccoons  from  moving  in,  A2580 
Discours  de  prorogation  : prononcé  par 

l’honorable  Henry  N.  R.  Jackman,  lieutenant- 
gouverneur  de  la  province  de  l’Ontario,  à 
l’occasion  de  la  prorogation  de  la  troisième 
session  de  la  trente-cinquième  législature  de 
la  province  de  l’Ontario,  le  8 décembre 
1994,  A4031 

Discours  du  trône,  A4032 
Discriminatory  Business  Practices  Act  annual 
report  of  the  Director,  Al  509 
Discussion  paper  : the  College  Restructuring 
Steering  Committee,  A3280 
Diseases  and  disorders  of  apple  in  Ontario, 

All  96 

Diseases  of  ginseng,  All  97 
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Disponibilité  des  lots  de  la  Couronne  pour  la 
construction  de  chalets,  A5030 
Dispute  resolution  practice  code,  A3553, 

A4330 

Distance  education  : postsecondary  education 
calendar,  A3949 

Distance  table  : King’s,  secondary  highways 
and  tertiary  roads  : provincial  highways, 
A3160 

Distinctions  et  prix  de  l’Ontario,  Al  444,  A4933 
Distinctions  pour  bénévoles  : les  récompenses 
pour  bénévoles,  1995,  A4939 
Distribution  and  abundance  of  pitch  pine  in 
Ontario,  A2581 

Distribution  and  movements  of  tagged  lake 
trout  (Salvelinus  namaycush)  during  the  fall 
spawning  season  in  two  Algonquin  Park 
lakes,  A2582 

The  distribution  and  significance  of  scleroderris 
disease  in  Ontario,  A2583 
District  de  Sudbury  ceres-notes,  A4699 
District  du  Nipissing  agri-bulletin,  All 98,  A4724 
District  du  Temiskaming,  bulletin  agricole, 
A4680 

District  of  Nipissing  agri-bulletin,  All 98,  A4724 
District  of  Temiskaming,  agricultural  bulletin, 

All  21 

Diverting  wet  waste  from  disposal  : progress 
and  action,  A1843 
Diving  Operations,  A977 
Division  de  la  clinique  d’aide  juridique  familiale, 
A4544 

Division  de  l’agriculture,  A4815 
Division  de  l’agriculture  et  des  questions 
rurales,  A4820 

Division  de  psychiatrie  générale,  A4545 
Division  de  psychiatrie  légale,  A4546 
Division  des  mines  et  des  minéraux,  A5230, 
A5231 

Division  des  opérations  (Ministère  du  travail), 
A4161-A4170 

Division  des  soins  continus,  A4547 
Division  des  soins  de  longue  durée,  A4677 
Division  des  troubles  de  l’humeur  et  de 
l’angoisse,  A4548 

Divulgation  systématique/diffusion  automatique 
(DS/DA)  de  l’information  gouvernementale, 
A4254 

Do  you  know  who  provides  your  long  distance 
telephone  service?,  A3697,  A4310 
Dobroff,  E,  A1810,  A1811 
Document  d’étude  sur  les  perspectives  en 
matière  de  justice  civile  : sommaire,  A4285 
Document  d’étude  sur  les  perspectives  en 
matière  de  la  justice  civile  : sommaire, 

A3584 

Document  d’information  sur  le  budget  des 
dépenses  (Ministère  des  transports 
[Ontario]),  A5172 


Document  d’information  sur  le  budget  des 
dépenses  (Secrétariat  du  Conseil  de 
gestion),  A5446 

Documents  parlementaires,  A4047-A4049 
Doing  business  in  Ontario,  Canada,  Al  597, 

Al 700,  Al 704,  A1706-A1 712 
Dominion  of  Canada  General  Insurance 
Company,  A3380,  A3381,  A3390,  A3402, 
A3435,  A3449,  A3451,  A3477,  A3532, 
A3536,  A3568 

Le  don  de  votre  temps,  A4942 
Donnelly,  M.,  A2518 

Donner  un  air  de  jeunesse  à votre  entreprise, 
A4995 

Donohue,  F.,  A3367 
Downtown  LCBO  Store,  Al  059 
Dowrich  Management  Services,  A3068, 

A3070,  A5333,  A5335 
Draft  development  document  : clean  water 
regulation  for  the  electric  power  generation 
sector  - effluent  monitoring  and  effluent 
limits,  A2083 

The  draft  development  document  for  the 
effluent  limits  regulation  for  the  MISA  iron 
and  steel  manufacturing  sector,  A2084 
Draft  effluent  monitoring  and  effluent  limits 
regulation  : electric  power  generation  sector, 
A1844 

Draft  regulation  to  be  made  under  the 
Environmental  Protection  Act  : effluent 
monitoring  and  effluent  limits,  iron  and  steel 
manufacturing  sector,  A1845 
Dragonetti,  R.,  A46 
Drainage  Act,  A917,  A4122 
Draper,  W.,  A3342 
Dream  house,  A3594,  A5465 
Driver  licensing  statistics,  A3150 
Drogue  et  alcool-Répertoire  des  traitements, 
A4517 

Les  drogues  et  l’alcool  dérangent-ils  votre 
vie?  : appelez-nous  : la  ligne  info-traitement, 
A7,  A4517 

Le  droit  à la  vie  privée  dans  les  maisons  de 
soins,  A5316 

Le  droit  de  décider-  la  Loi  de  1992  sur  le 
consentement  au  traitement  : bulletin, 

A4593 

Droits  de  la  personne  : adaptation  aux  besoins 
des  personnes  handicapées,  A3328,  A4367 
Droits,  pouvoirs  et  obligations  légales  des 
enseignants  en  ce  qui  concerne  l’usage 
d’alcool  et  de  drogues  chez  les  élèves, 
A4518 

Drop  the  Penny  Act,  1995,  A777,  A4070 
Drug  and  Alcohol  Registry  of  Treatment,  A7, 
A16 

Drug  benefit  formulary  : comparative  drug 
index,  A2186,  A2187,  A4603,  A4604 
Drugs  in  Ontario,  A17 
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Drummond,  A.,  A832,  A838,  A839 
Drywall,  acoustic  and  lathing  applicator  : 
apprenticeship  training  standards,  A3762, 
A4460 

DS-Lea  Associates  Ltd.,  A3100 
Du  jeune  animateur,  A4725 
Ducharme,  A.M.,  A3379 
Dufferin  County  farm  news,  All 99 
Duff’s  Corners  field  office  of  the  Ontario 
Ministry  of  Agriculture,  Food  and  Rural 
Affairs,  A1200 
Dunkova,  E.,  A3521 
Dupont,  J.D.C.,  A1838 
Durham  Board  of  Education,  A2584,  A2616, 
A5041 

Durham  (Ont.  : Municipalité  régionale),  A5041 
Durham  (Ont.  : Regional  municipality),  A2584, 
A2616 

The  Durham  Regional  Demonstration  Forest, 
A2616 

The  Durham  Regional  Forest  and 
demonstration  area,  A2584,  A5041 

È l’habitat  di  286  specie  di  uccelli,  dà  rifugio  ad 
alt  re  309  tipi  di  animali,  sostiene  3,320 
variété  di  piante,  ma  non  è una  foresta 
tropicale,  A2585 

EA  file  no.  MU-0028-02,  A2056,  A2074 
EA  file  no.  MU-0201-02,  A2053 
EA  file  no.  MU -0555-02,  A2057,  A2075 
EA  file  no.  MU-0586-02,  A2047,  A2054 
EA  file  no.  PR-TA-02,  A2048-A2052,  A2058- 
A2073 

EA  file  no.  PR-TA02,  A2055 
EA  file  no.  TC-NO-02,  A3098,  A3099 
Earl  Rowe  Provincial  Park  : information  guide, 
A2586 

Early  Years  Program  survey,  A1463 
Earth  : it  means  the  world  to  us  : sustainable 
energy  development,  A3336 
The  earth  news,  A1846 
Eastern  hemlock,  A2587 
Eastern  Lake  Ontario  : Ontario  transportation 
map  series,  map  7,  A3123 
Eastern  Ontario  Model  Forest,  A2633 
Eastern  Ontario  : Ontario  transportation  map 
series,  map  8,  A3124 
Eastern  Ontario  trip  planner,  A1580 
Eastern  white  pine,  A2588 
L’eau  : où  en  est-on?,  A4889 
EBRights,  Al  57 

E.B.R.L.G.  36  : executive  summaries  of 
arguments,  A3290 

E.B.R.L.G.  36  : report  of  the  Board,  A3291 
E.B.R.O.  486-03  : decision  with  reasons, 

A3292 

E.B.R.O.  486  : decision  with  reasons,  A3293 
E.B.R.O.  488,  A3294 
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E.B.R.O.  489/E. B.R.L.G.  34-14  : decision  with 
reasons  - part  I,  A3295 
E.B.R.O.  489/E. B.R.L.G.  34-14  : decision  with 
reasons  - part  II,  A3296 
E.B.R.O.  490  : in  the  matter  of  the  Ontario 
Energy  Board  Act  and  in  the  matter  of  an 
application  by  the  Consumers’  Gas 
Company  Ltd.  for  rates,  A3297 
Échafaudage  avec  chevalet  de  pompage, 
A2415,  A5347 

Échange  (Conseil  du  régime  de  retraite  des 
enseignantes  et  des  enseignants),  A4418 
Échanges  Ontario-Québec  au  niveau  collégial  : 
critères,  A4859 

Échec  au  cancer,  A4605,  A4606 
U écho  du  loto,  A5466,  A5467 
Éco-nouvelles  : Sault  Ste.  Marie,  A4928 
Éco-nouvelles  : Sudbury,  A4929 
Éco-zone  : le  magazine  écologique  des 
jeunes,  A4930 

École  ravagée  par  les  malins  microbes,  A4844 
Écoles  privées  de  l’Ontario,  Al  784 
An  ecological  approach  to  the  integration  of 
resource  inventories  for  the  evaluation  of 
moose  habitat  in  northeastern  Ontario, 

A2589 

The  ecological  function  of  down  woody  debris 
in  the  forests  of  central  Ontario,  A2590 
Ecological  regeneration  opportunities  for  the 
Greenwood  Racetrack  site,  A3953 
Ecological  Services  for  Planning  Ltd.,  A1925- 
A1927,  A3107 

Écologisation  à l’oeuvre,  A4917 
Ecologistics  Limited,  A2010,  A2080 
Écolotransport,  A5436 
Economic  analysis  of  forestry  management 
practices  with  an  application  to  a white  pine 
improvement  cut  in  Ontario,  A2591 
The  economic  and  social  environment  for  tax 
reform,  A166 

Economic  conditions,  A2160 
The  economic  impact  of  great  French  paintings 
from  Cézanne  to  Matisse  : the  Barnes 
Exhibit,  Art  Gallery  of  Ontario  : an  executive 
summary,  A1552 

The  economic  impact  of  the  Barnes  Exhibit,  Art 
Gallery  of  Ontario  : an  executive  summary, 
A1552 

The  economic  impact  of  tourism  in  northern 
Ontario,  1990,  A1593 
Economic  Planning  Group,  A3969 
Economic  Services  Branch,  A2046 
Economical  Mutual  Insurance  Company, 

A3395,  A3440,  A3456,  A3535 
Economics  of  feeding  beef  cattle,  A1201 
Ecotourism  : a community-based  approach  to 
the  challenge,  A2592 
Ecotourism  at  the  boreal  edge,  A2593 
Edible  Oil  Products  Act,  A918,  A4123 
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EDNO  info , A2926,  A5199 
EDNO/PFN  rapport  technique  ; TR-1F,  A5031 
EDNO/PFN  rapport  technique  ; TR-5F,  A5111 
Éducation  à l’élémentaire  et  au  secondaire  en 
Ontario  : statistiques  principales,  A4876 
Education  Act,  A919,  A4124 
L’éducation  et  l’équité  en  matière  d’emploi  pour 
les  francophones,  A4845 
Education  funding  in  Ontario,  Al  746 
L’éducation  permanente  et  la  nouvelle 
économie,  A4413 

L’éducation  permanente  et  la  nouvelle 
économie  : sommaire,  A4414 
Education  Quality  and  Accountability  Act,  1995, 
A821 

Education  Quality  and  Accountability  Office 
Act,  1995,  A796,  A4089 
Education  reform  update,  A1800,  A4881 
Education  Relations  Commission,  A138 
Éducation  technologique  de  portée  générale 
de  la  10e  à la  12e  année,  A4846 
Education,  Training  & Development  Library 
catalogue,  A2899 

Educational  opportunities  for  farmers  in  Leeds 
and  Grenville  counties,  A1202 
Educational  programs,  A3909 
Educational  resources  : working  with  seniors, 

A 1447 

EEAP  grants,  A1851 
EEC  newsletter,  A139,  A4273 
The  effect  of  deep  planting  black  spruce  : fifth- 
year  field  results,  A2594 
The  effect  of  gap  size  and  colour  on  the  catch 
of  six-foot  trapnets  in  Buckhorn  Lake  and 
Lake  Simcoe,  A2595 
Effective  committees,  A1203 
Effective  community  decision  making,  A1204 
Effects  of  stand  density  (spacing)  on  wood 
quality,  A2596 

Effluent  monitoring  and  effluent  limits  : electric 
power  generation  sector,  A1976 
Effluent  monitoring  and  effluent  limits, 
inorganic  chemical  manufacturing  sector, 
A1977 

Effluent  monitoring  and  effluent  limits,  iron  and 
steel  manufacturing  sector,  A1845,  A1978 
Effluent  monitoring  and  effluent  limits,  organic 
chemical  manufacturing  sector,  A1979 
Egg  Fund  Board  : financial  statements,  A3227 
EHT  : employer  health  tax,  A2128 
Eight  easy  steps  to  organizing  an  all- 
candidates meeting,  A3244,  A4383 
Einarson,  T,  A3877 
Eisenkraft,  S.,  A1446 
Ekunah,  R.M.,  A3487 
Elderberries  for  home  gardens,  A1205 
Election  Amendment  Act,  1995,  A758,  A4051 
Election  finance  reporter,  A4378 
Election  finances  reporter,  All 7,  All 8 


Election  newsletter,  All 8 
Electric  and  magnetic  fields  (EMF),  A3337 
Electrical  and  Electronics  Sector  Strategy, 
A1632 

Electrical  & Electronics  Sector  Strategy,  A1632 
Électricien/électricienne  de  bâtiment/entretien  : 
normes  de  formation  par  l’apprentissage, 
A3759,  A4458 

Électricien  industriel/électricienne  industrielle  : 
normes  de  formation  par  l’apprentissage, 
A3773,  A4470 

Electronic  commerce  : connecting  to  the  future, 
A2185 

Electronic  Commerce  Institute  of  Ontario 
(ECIO),  Al  633 

Electronic  Data  Interchange  Council  of 
Canada,  A2185 

Electronic  data  interchange  (EDI),  Al  074 
Electronic  data  interchange  (EDI)  routing, 

Al  075 

Electronic  documents  : filing  fundamentals, 

Al  553 

Electronic  records  : some  key  challenges, 

Al  554 

Electronic  records  : what  about  E-mail?,  Al  555 
Electronic  trading  systems  : OSC  forum 
proceedings,  A3743 
Elementary  and  secondary  education  in 
Ontario  : key  statistics,  A1758 
Les  éléments  d’un  bon  programme 
d’alphabétisation,  A4821 
Éléments  fondamentaux  de  l’exportation, 
A5256 

Elias,  M.M.,  A3544 

Elma  Mutual  Insurance  Company,  A3420 
Elsie  awards  newsletter,  Al 044 
Emergency  Health  Services  Branch,  A2313- 
A2316 

Emergency  measures  news,  A3065 
Emergency  Measures  Ontario,  A3065 
Emergency  Measures  Ontario  : preparing  for  a 
safer  tomorrow,  A3066 
Emergency  planning  news  : emergency 
planning  Ontario,  A3065 
Emergency  room  doctors-  meeting  the  needs 
of  rural  and  small  hospitals,  A2188 
Emily  Provincial  Park,  A2597 
Emplacement  des  centres  d’évaluation 
désignés,  A4338 

Employee  ownership  guide,  A2125,  A4984 
Employee  Share  Ownership  Plan  Act,  A920, 
A4125 

The  employees’  guide  to  HSTAP  registration, 
A2189 

Employer  bulletin,  A3667,  A3986 
The  employers’  guide  to  the  jobs  registry, 
A2190 

Employers’  handbook  for  agriculture  & 
horticulture,  A1206 
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Employers’  handbook  for  owners,  managers 
and  supervisors  in  agriculture  and 
horticulture,  A1206 

Employment  Equity  Act,  1993,  A921,  A4126 
Employment  Equity  Act  : a guide  to  hearings 
before  the  Employment  Equity  Tribunal, 
A147,  A5543 

Employment  Equity  Act  : rules  of  practice, 

A148 

Employment  equity  bulletin,  A743 
Employment  Equity  Commission,  A139-A146 
The  Employment  Equity  Committee 
communications  plan,  A756 
Employment  Equity  Committee  (Legislative 
Assembly),  A743,  A744 
Employment  Equity  Division,  A1103 
Employment  equity  education  program,  spring 
1995,  A140,  A4278 

Employment  equity  in  the  federal  and  Ontario 
jurisdictions,  A3850 
Employment  equity  newsletter,  A744 
Employment  equity  quarterly  report,  A744 
Employment  equity  survey,  A1441 
Employment  Equity  Tribunal,  A147,  A148 
Employment  equity  : what  it  means  to  you, 
A141,  A4275 

Employment  Practices  Branch,  A2436 
Employment  profile  : graduates  of  Ontario 
colleges  of  applied  arts  and  technology, 
A1747 

Employment  Standards  Act,  A922,  A4127 
Employment  standards  fact  sheet,  A2395, 
A2402,  A2414 

Employment  standards  fact  sheet  ; #14,  A2390 
Employment  standards  fact  sheet  : Chinese  ; 
#14,  A2392 

Employment  standards  fact  sheet  : Hindi  ; #14, 
A2391 

Empowering  municipalities,  protecting  the 
environment,  streamlining  the  planning 
process,  A2476 

En  cas  de  lésion  ou  de  maladie,  A3988,  A4313 
En  commun,  A4847 
En  dernière  heure,  A4385 
En  quête  de  solutions,  A4521 
Encore,  A3595,  A5468 
End-use  electricity  demand  forecast  : annual 
review,  A3338 
Energy  Act,  A923,  A4128 
Energy  and  natural  resources,  A1706 
Energy  efficient  windows,  A3360 
Energy  matters,  A1959 
Energy  matters  : fascinating  facts,  A1847 
Engineering  data  sheet  ; no.  4-14,  A2458 
Engineering  Materials  Office,  A3074,  A3090, 
A3131 

Engineering  unit  annual  report,  A2598 
Engineering  unit  work  report,  A2598 
English/French  lexicon  of  lottery  terms,  A3596 


Enhanced  verification  and  case  file 
investigation  for  family  benefits,  A1464 
Enhanced  verification  and  case  file 
investigation  for  general  welfare  assistance, 
A1465 

Enhanced  verification  and  case  file 
investigation  : forms  package,  A1466,  A5145 
L’Enquête  sur  la  santé  en  Ontario  1990  : 
supplément-santé  mentale,  A4661 
L’enseignement  des  droits  de  la  personne  en 
Ontario,  A3332,  A4370 
Ensemble  complet  des  déclarations  de 
principes,  A4953 

L’ensemencement  des  ouvrages  de  lutte 
contre  l’érosion,  A4726 

Entente  Canada-Ontario  sur  la  mise  en  valeur 
de  la  main-d’oeuvre.  Sous-comité 
d’information  sur  le  marché  du  travail, 

A4484 

Entente  de  développement  du  nord  de 

l’Ontario,  Programme  de  foresterie  du  nord  : 
recueil  des  projets,  A5031 
Ententes  de  gestion  forestière,  A5032 
Enterprise  quarterly,  Al  720 
Entrepôt  de  pesticides,  A4727 
Entrepreneur’s  preparatory  kit  : visions,  Al  71 6 
Enviro-boater,  Al  848 

Environics  Research  Group  Ltd.,  A90,  A1441, 
A1767,  A2133-A2136,  A2142,  A2150,  A2242, 
A3077-A3079,  A3142 

Environment  and  Energy  highlights  for  1994, 

Al  849 

Environment  and  Plastics  Institute  of  Canada, 
Al  91 2 

Environment-economy  linkages  and 

sustainable  development  in  Ontario,  A2098 
Environmental  advocacy  weeks,  A2599 
Environmental  assessment,  A1888 
Environmental  Assessment  Act,  A1850,  A1951 
Environmental  Assessment  Board,  A149-A156 
Environmental  Assessment  Branch,  A2047- 
A2075 

Environmental  assessment  glossary,  A1850 
Environmental  assessment  overview 
document,  proposed  landfill  site  A for  the 
Town  of  Fort  Erie  and  City  of  Port  Colborne  : 
final  report,  A2047 

Environmental  assessment  : protection, 
conservation,  wise  management,  A1850, 
A1951,  A2044 

Environmental  assessment  report,  A3089 
Environmental  Bill  of  Rights,  1993,  A924, 

A4129 

Environmental  Bill  of  Rights  : a pocket  guide 
for  MNR  staff,  A2600 
Environmental  Bill  of  Rights  : Ministry  of 
Natural  Resources  statement  of 
environmental  values,  A2719 
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GO  Bus  passenger  survey,  A3180 
Go  north,  A3698 
GO  rail  timetable,  A172 
GO  system  timetable,  A173 
GO  Transit,  A171-A174 
GO  Transit  annual  report,  A174,  A5421 
GOALS  : Government  of  Ontario  analytical 
laboratory  system,  A79 
Goat  housing  and  health,  A1231 
Goat  housing  and  health  : a guide  for  leaders 
and  youth  leaders,  A1232 
Goat  - housing  and  health  : digging  deeper, 
A1233 

Gold,  A2933,  A2934 

Golf  courses,  A1564 

Gomez,  M.,  A3531 

The  Good  Health  Centre,  A3882 

Good  Neighbours  Educational  Forum,  A1455 

Good  neighbours  news,  A1456 

Goodyear,  D.,  A3206,  A3209 

Gordon,  C.,  A56 

Gordon  Lake  area,  English  River  Subprovince, 
A2947 

Gore  Mutual  Insurance  Company,  A3467 
Gore  & Storrie  Ltd.,  A3965 
Goudge,  S.T.,  A3821 
Gouliaeff,  J.,  A3431 

[Le  gouvernement  s’attaque  à la  fraude  et 
restreint  l’admissibilité  à l’aide  sociale], 
A5147 

Governing  OMERS  : issues  for  discussion, 
A3668 

[Government  combats  fraud  and  tightens 
welfare  rules],  Al  469 

Government  of  Ontario  analytical  laboratory 
system,  A79 

Government  of  Ontario  information  on  the 
provincial  government  electronic  bulletin 
board  system,  A1589,  A4589 
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Government  of  Ontario  information  & 

technology  standards,  A1071-A1075,  A1084, 
A1095,  All 02 

; j Government  review  of  the  countdown 

companies’  1992  acid  gas  emissions  audits, 

| A1873 

! The  grain  letter,  A1424 
; Granchelli,  J.,  A3529 
| Granic,  M.,  A3543 

Granting  a variance  from  the  treatment 
! requirements  for  municipal  and  communal 

waterworks  using  surface  water  sources, 
A1874 

Grants  listing  (Ontario  Arts  Council),  A3254 
GRASP  : a GIS-based  ranking  system  for  red 
and  white  pine  forests  in  Ontario,  A2645 
The  great  Lake  Superior  cleanup,  A1875 
Great  Lakes  Branch,  A2889 
Great  Lakes  fact  sheet,  A2853 
Great  Lakes  Fishery  Commission,  A2517, 
A2695 

Greater  Toronto  Area  District  (Ministry  of 
Natural  Resources),  A2670,  A2702,  A2716 
Greater  Toronto  Area  Task  Force,  A175,  A176 
Greater  Toronto  Area  transmission 
reinforcement  study  scope  document  : 
engineering  and  construction  services  lines, 
A3342 

Greater  Toronto  Area  transmission 
reinforcement  study  scope  document 
(formerly  Sudbury-Toronto  transmission 
reinforcement  study),  A3342 
Greater  Toronto  Coordinating  Committee, 
A3196 

Green  careers,  A1876 
Green  Communities  Initiative,  A3734 
Green  communities  initiative,  A1877,  A1878 
Green  communities  initiative  - strategic 
planning  application  form,  A1878 
Green  feasibility  study  grant,  A1890 
Green  gazette  : London,  A2089 
Green  gazette  : Sarnia,  A2090 
Green  gazette  : Sault  Ste.  Marie,  A2091 
Green  gazette  : Sudbury,  A2092 
Green  industrial  analyses  and  retrofits  : can  we 
help  you?,  A1879 

Green  Industrial  Analyses  and  Retrofits 
(GIAR),  A1890 

Green  industrial  analyses  pilot  program, 
1992/93,  A1880 

Green  Industry  Ministerial  Advisory  Committee, 
A1881 

Green  industry  sector  strategy  for  Ontario, 
A1881 

Green  transmissions,  A2045 
Green  transportation,  A1079 
Green  workplace,  A1078-A1080,  All 01,  A3730, 
A3731 

The  green  workplace  : it’s  working,  A1080 


Green  Workplace  Program,  A3729 
Green  Workplace  results  report,  A1081 
Green  Workplace  : still  leading  the  way  in 
waste  reduction,  A3730 
Green  zone  : an  environmental  magazine  for 
kids,  A2093 

Greening,  A1896,  A1982 
Greenwater  Provincial  Park,  A2646,  A5045 
Greifenhagen,  S.,  A2802 
La  grémille  : coup  dur  pour  les  pêches  en 
Ontario!,  A2815,  A5119 
Grey-Bruce  Farmer’s  Week,  A1234 
Griffin,  H.D.,  A1999 
Grillmayer,  R.,  A2000 
Grocery  stores,  A2023 
Gros  plan  sectoriel,  A5288 
Gros  plan  sur  le  TAAT,  A3981 , A5539 
Ground  application  of  herbicides  in  forestry  : a 
review  of  literature,  A2647 
Group  prices  : restaurants  & attractions 
(Niagara  Parks  Commission),  A3191 
Groupe  consultatif  et  de  coordination  de  la 
reconnaissance  des  acquis,  A4502 
Le  groupe  de  l’Ontario  M IP-TV,  A5447 
Groupe  de  travail  sur  la  condition  des  femmes 
dans  le  système  correctionnel,  A5336 
Groupe  de  travail  sur  la  rage  du  raton  laveur 
en  Ontario,  A5046 

Groupe  de  travail  sur  les  mines,  A5357 
Groupe  de  travail  sur  l’intégration  des 
transports  en  commun,  A5176 
Groupe  des  affaires  des  personnes  âgées, 
A4941-A4943,  A4946,  A4947 
Le  Groupe  des  affaires  des  personnes  âgées  - 
notre  but  : améliorer  la  vie  des  personnes 
âgées,  Al  449,  A4941 
Groupe  d’étude  ontarien  sur  la  prévention 
primaire  du  cancer,  A4656 
Groupe  d’étude  provincial-municipal  constitué 
dans  le  cadre  de  l’accord  du  secteur 
municipal  prévu  par  la  Loi  sur  le  contrat 
social,  A4958 

Groupe  d’étude  sur  la  prestation  des  soins  aux 
malades  chroniques,  A4654 
Groupe  d’étude  sur  la  réduction  du  nombre  de 
conseils  scolaires  en  Ontario,  A4537 
Groupe  d’étude  sur  la  réduction  du  nombre  de 
conseils  scolaires  en  Ontario  : rapport 
provisoire,  A4537 

Groupe  d’étude  sur  la  région  du  grand  Toronto, 
A4538 

Groupe  d’étude  sur  la  région  du  grand 
Toronto  : biographies,  A4538 
Groupe  d’étude  sur  les  brûlages  dirigés,  A5047 
Groupe  d’étude  sur  l’organisation  du  travail, 
A4415,  A4416 
Grout,  S.,  A3500 

Grower  pesticide  safety  course  manual,  Al  235 
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Growth  and  yield  master  plan  for  the  Central 
Region,  A2648 

Growth  and  yield  regional  master  plan,  A2649 
Grues  HIAB,  A2389,  A5351 
Grues  mobiles  montées  sur  camion,  A2427, 
A5352 

Grundy  Lake  Provincial  Park,  A2650 
G TA  fax  news,  A175 
G TA  residents’  attitudes  toward  subway 
expansion,  A3078 

G TA  Task  Force  : biographies,  A176 
Gu,  X.,  A3169 

Guarantee  Company  of  North  America,  A3507 
Guardian  Insurance  Company  of  Canada, 
A3549 

Guarding  sewer  access  holes,  A2387,  A5371 
Guida  alla  tessera  sanitaria  con  foto,  A2196 
Guida  per  la  registrazione  del  vostro  nome 
commerciale  in  Ontario,  A1513 
Guidance  for  incinerator  design  and  operation  : 
volume  I : general,  A1882 
Guidance  forum  : children’s  issues,  A3241 
Guide  à l’intention  des  artistes  en  milieu 
éducatif  : pour  une  collaboration  réussie, 
A3250,  A4401 

Guide  à l’intention  des  consommateurs  : la  Loi 
sur  les  pratiques  de  commerce,  A4559 
Guide  à l’intention  des  membres  des  comités 
consultatifs  pour  l’enfance  en  difficulté, 
A4849 

Guide  à l’usage  de  l’employé,  A4613 
Guide  à l’usage  de  l’employeur,  A4614 
Guide  d’actionnariat  des  employé(e)s,  A2125, 
A4984 

Guide  d’agrément,  A4018,  A4022 
Guide  d’application  du  règlement  no  6 de  la 
SOAD,  Al 28,  A5528 

Guide  de  la  consultation  du  public,  A4894 
Guide  de  la  législation  environnementale 
concernant  l’industrie  de  la  construction  de 
l’Ontario,  A4895 

Guide  de  la  Loi  sur  la  location  immobilière  : 
quatrième  partie  (locaux  d’habitation),  A5318 
Guide  de  l’élève,  Al 803,  A4880 
Guide  de  lutte  contre  les  mauvaises  herbes, 
A4736 

Guide  de  manipulation  du  bétail  couché  à 
l’intention  des  producteurs,  A4813 
Guide  de  mise  en  oeuvre  des  commissions 
locales  : comment  établir  une  commission 
locale  en  Ontario,  A3778,  A4465 
Guide  de  préparation  de  la  demande 
d’inscription  au  Programme  de  médicaments 
Trillium,  A2197,  A4615 

Guide  de  recrutement  de  bénévoles  chez  les 
aînés  des  communautés,  A4942 
Guide  des  études  postsecondaires  en  français 
de  l’Ontario,  A4854 


Guide  des  fermes  de  fruits  et  légumes,  des 
marchés  agricoles,  A4812 
Guide  des  jeunes  cyclistes,  A5173 
Guide  des  organismes,  conseils  et 
commissions  du  gouvernement  de  l’Ontario, 
A4393 

Guide  des  prix  d’excellence  : Programme  des 
promesses  de  prévention  de  la  pollution, 
A4913 

Guide  des  programmes,  services  et  initiatives, 
A3816,  A3818,  A4466,  A4467,  A4489 
Guide  des  semaines  de  promotion  de 
l’environnement,  A5048 
Guide  des  services  du  ministère,  A4556 
Guide  des  services  offerts  aux  députés  par  le 
Bureau  des  conseillers  législatifs,  A5327 
Le  guide  des  soins  de  base  des  chevaux, 
A4737 

Guide  des  subventions  : Conseil  des  arts  de 
l’Ontario,  A4402 

Guide  des  subventions,  des  prix  et  des 
services,  A4402 

Guide  des  taux  d’assurance-automobile  de 
l’Ontario,  A4332 
Guide  d’hiver,  A4572 

Guide  d’information  sur  /’alphabétisation  en 
Ontario,  A3775,  A4468 

Guide  du  consommateur  : les  frigorigènes  et  la 
couche  d’ozone,  A4893 
Guide  du  consommateur  sur  les  agences  de 
recouvrement,  A4557 
Guide  du  consommateur  : système 
d’enregistrement  des  sûretés  mobilières, 
A4558 

Guide  du  Fonds  d’investissement  des 
travailleurs,  A2132,  A4985 
Guide  du  joueur  : 3 cards  up,  A5454 
Guide  du  joueur  : 3 to  win,  A5455 
Guide  du  joueur  : 5,000  [dollars]  cash  match, 
A5456 

Guide  du  joueur  : Ballpark  bucks,  A5458 
Guide  du  joueur  : Banco,  A5459 
Guide  du  joueur  : Be  my  lucky  valentine, 

A5460 

Guide  du  joueur  : Beat  the  heat,  A5461 
Guide  du  joueur  : Cash  explosion,  A5462 
Guide  du  joueur  : Célébration  96,  A5463 
Guide  du  joueur  : Cool  it  for  an  instant,  A5470 
Guide  du  joueur  : Dream  house,  A5465 
Guide  du  joueur  : Encore,  A5468 
Guide  du  joueur  : Fireworks,  A5469 
Guide  du  joueur  : Four  seasons,  A5471 
Guide  du  joueur  : Go  bananas,  A5472 
Guide  du  joueur  : Hallowe’en  cash,  A5473 
Guide  du  joueur  : High  5,  A5474 
Guide  du  joueur  : Holiday  cash,  A5475 
Guide  du  joueur  : Holiday  cheer,  A5476 
Guide  du  joueur  : Hot  7s,  A5477 
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Guide  du  joueur  : Hunt  for  cash/Chasse  aux 
trésors,  A5478 

Guide  du  joueur  : Indy  car  fever,  A5479 
Guide  du  joueur  : Instant  6/49,  A5480 
Guide  du  joueur  : Instant  keno,  A5481 , A5482 
Guide  du  joueur  : Instant  monopoly,  A5483 
Guide  du  joueur  : Joker’s  wild,  A5484 
Guide  du  joueur  : Jumpin’  jack  cash,  A5485 
Guide  du  joueur  : Just  for  two,  A5486 
Guide  du  joueur  : License  to  win,  A5487 
Guide  du  joueur  : Loose  change,  A5488 
Guide  du  joueur  : Lotto  649,  A5490 
Guide  du  joueur  : Lotto  super  7 : jeu- 
combinaisons,  A5491 
Guide  du  joueur  : Lucky  loonie,  A5492 
Guide  du  joueur  : Lucky  numbers,  A5493 
Guide  du  joueur  : Lucky  O’lnstant,  A5494 
Guide  du  joueur  : Moneybees/Ruche  de 
richesse,  A5495 

Guide  du  joueur  : Monster  cash  doubler, 
A5496 

Guide  du  joueur  : Ontario  instant  millions, 
A5498,  A5499 

Guide  du  joueur  : Over  drive,  A5501 
Guide  du  joueur  : Pick  3,  A5502 
Guide  du  joueur  : Pick  4,  A5503 
Guide  du  joueur  : Pick  me  up,  A5504 
Guide  du  joueur  : Royal  flush,  A5506 
Guide  du  joueur  : Sand  dollars,  A5507 
Guide  du  joueur  : Score  with  the  Ottawa 
Senators,  A5508 

Guide  du  joueur  : Score  with  the  Toronto 
Maple  Leafs,  A5509 

Guide  du  joueur  : Shopping  spree,  A5510 
Guide  du  joueur  : Snow  magic,  A5511 
Guide  du  joueur  : Stocking  stuff er,  A5513 
Guide  du  joueur  : Sun  splash,  A5514 
Guide  du  joueur  : Sweetheart  cash,  A5515 
Guide  du  joueur  : Wintario  20e  anniversaire, 
A5516 

Guide  du  joueur  : Wintario  classic,  A5517 
Guide  du  joueur  : Winterlude/Bal  de  neige, 
A5518 

Guide  du  joueur  : Year  of  the  rooster,  A5519 
Guide  du  mentorat  pour  jeunes  entrepreneurs, 
A5258 

Guide  du  patient,  A4549 
Guide  du  registre  des  emplois  à l’usage  de 
l’employé,  A4613 

Guide  du  registre  des  emplois  à l’usage  de 
l’employeur,  A4614 

Guide  du  relevé  annuel  du  participant,  A4361 
Guide  du  visiteur  (Science  nord),  A3934, 
A5425 

Guide  d’utilisation  des  terres  agricoles,  A4738 
Guide  for  applying  for  approval  of  permit  to 
take  water,  Al  883 

A guide  for  completing  the  EHT  annual  return 
for  employers,  A2128 
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Guide  for  completing  the  employer’s  statement 
of  payroll,  A3987 

Guide  for  design  of  rapid  transit  stations, 

A2490 

A guide  for  joint  health  and  safety  committees 
and  representatives  in  the  workplace,  A2461 
A guide  for  planning  withdrawal  management 
services  in  rural  and  remote  areas  and  small 
urban  centres  of  Ontario,  A21 
Guide  pour  la  consommation  du  poisson  gibier 
de  l’Ontario,  Al 884,  A4896 
Guide  pour  remplir  l’état  de  la  masse  salariale 
de  l’employeur,  A4314 
Guide  : Programme  de  soutien  à l’employé 
(PSE),  A4640 

. Guide  relatif  aux  audiences  devant  le  Tribunal 
de  l’équité  en  matière  d’emploi,  A5543 
Guide  sur  la  délivrance  graduelle  des  permis 
de  conduire  à l’intention  des  nouveaux 
Ontariens  : sur  la  bonne  voie,  en  Ontariol- 
A3114,  A5174 

Guide  sur  la  moule  zébrée  à l’intention  des 
plaisanciers,  A2887,  A5049 
Guide  sur  le  programme  des  établissements 
des  soins  de  longue  durée  : document  de 
mise  en  oeuvre,  A4677 
Guide  sur  les  primes  d’encouragement  au 
registre  des  emplois,  A4641 
Guide  to  agencies,  boards  and  commissions  of 
the  government  of  Ontario,  A1 066 
Guide  to  agricultural  land  use,  A1236 
Guide  to  awards  : Pollution  Prevention  Pledge 
Program,  A1955 
A guide  to  buying  a car,  A1514 
A guide  to  common  plants  of  the  boreal  forest 
provincial  parks  : northeast  region  provincial 
parks,  A2651,  A5050 
Guide  to  eating  Ontario  sport  fish,  A1884, 
A4896 

Guide  to  environmental  advocacy  weeks, 
A2652 

A guide  to  environmental  legislation  affecting 
the  Ontario  construction  industry,  A1885 
Guide  to  fruit  and  vegetable  farms,  farmers’ 
markets,  A1331 

A guide  to  hearings  before  the  Employment 
Equity  Tribunal,  A147 
Guide  to  HSTAP  registration,  A2189 
Guide  to  jobs  registry  incentives,  A2215 
A guide  to  Lonesome  Bog  trail  : Esker  Lakes 
Provincial  Park,  A2653 
Guide  to  mentoring  young  entrepreneurs, 
A1637,  A5258 

A guide  to  Ministry  services  (Ministry  of 
Consumer  and  Commercial  Relations), 

A1515 

A guide  to  NEST  workshops,  A2654,  A2655 
Guide  to  NWST  workshops,  A2654,  A2655 
Guide  to  planning  applications,  A2471 
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Guide  to  postsecondary  education  in  Ontario, 
A1754 

A guide  to  recruiting  senior  volunteers  in  your 
community,  A1448 

A guide  to  recruiting  senior  volunteers  in  your 
own  community,  A1448 
A guide  to  registering  your  business  name  in 
Ontario,  A1516 

Guide  to  resource  conservation  and  cost 
savings  opportunities  in  the  dairy  processing 
sector,  A1886 

Guide  to  resource  management  partnerships, 
A2888 

A guide  to  team  building  : resource  guide  for 
the  Ontario  public  service,  A1082 
A guide  to  the  asbestos  regulation  for 
construction  projects,  buildings  and  repair 
operations,  A2460 

A guide  to  the  Business  Practices  Act,  A1517 
A guide  to  the  Consumer  Protection  Act,  A1518 
Guide  to  the  Employee  Support  Program, 
A2216 

A guide  to  the  Environmental  Bill  of  Rights  and 
the  Environmental  Commissioner,  A159, 
A160 

A guide  to  the  Environmental  Bill  of  Rights  : 
how  to  participate,  A161,  A162,  A4250 
Guide  to  the  group  shelterwood  cutting  method 
for  regenerating  northern  red  oak,  A2656 
Guide  to  the  jobs  registry,  A2190 
A guide  to  the  Landlord  and  Tenant  Act  : part 
IV  (residential  premises),  A2340 
A guide  to  the  legislation  : workplace 
hazardous  materials  information  system 
(WHMIS),  A2466 

A guide  to  the  Occupational  Health  and  Safety 
Act,  A2462,  A2463 

A guide  to  the  personal  property  security 
registration  system,  A1519 
A guide  to  the  Repair  and  Storage  Liens  Act, 
A1520 

Guide  to  weed  control,  A1237 
A guide  to  your  hospital  stay,  A105 
A guide  to  your  Trillium  Drug  Program 
application,  A2197,  A4615 
A guidebook  : the  Waterfront  Trail,  A3971 
Guideline  for  emission  limits  for  stationary 
combustion  turbines,  A1934 
Guideline  for  preparing  environmental 
assessments,  A1887 
Guideline  for  preparing  environmental 
assessments  proposals,  A1888 
Guidelines  and  recommendations  for  dealing 
with  race  cases  from  intake  to  Board  of 
Inquiry,  A3327 

Guidelines  for  chief  financial  officers,  All 9 
Guidelines  for  collecting  baseline  aquatic 
habitat  data  in  the  Great  Lakes  areas  of 
concern,  A2889 
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Guidelines  for  designated  attendant  services 
assessment  centres,  A3554 
Guidelines  for  designated  disability 
assessment  centres,  A3555 
Guidelines  for  designated  medical  and 
rehabilitation  assessment  centres,  A3556 
Guidelines  for  evaluating  construction  activities 
impacting  on  water  resources,  A1889 
Guidelines  for  green  feasibility  study  grant, 
A1890 

Guidelines  for  preparing  a bid  for  Ontario 
Games,  A1565 

Guidelines  for  snow  disposal  and  deicing 
operations  in  Ontario,  A1891 
Guidelines  for  the  treatment  of  uncomplicated 
hypertension,  A2198 
Guides  des  artistes,  A4586 
Gulmen,  T,  A1991 

Guyette,  R.P.,  A2505,  A2660,  A2782 
Guzman,  C.,  A3380,  A3536 

Habtom,  S.,  A2088 

Hackston,  D„  A2896,  A3134,  A5224 

Haddad,  M„  A3876 

Haider,  W.,  A2804 

Hairy  chinch  bugs  in  lawns,  A1238 

Haldimand  rural  organizations  directory,  A1239 

Halfway  Lake  Provincial  Park,  A2657,  A5051 

Hall,  J.C.,  A1403 

Hallowe’en  cash,  A3601,  A5473 

Halton  Federation  of  Agriculture,  A1269 

Halton-Peel  farm  news,  A1240 

Hamdy,  Y.S.,  A2088 

Hamersma,  B.,  A1243,  A4720,  A4766 

Hamill,  A.S.,  A1262,  A4806 

Hamilton,  S.,  A2570 

Hamilton,  S.M.,  A3040 

Handbook  for  dredging  and  dredged  material 
disposal  in  Ontario  - dredging,  transport, 
and  monitoring,  A1863 

Handbook  for  dredging  and  dredged  material 
disposal  in  Ontario  - legislation,  policies, 
sediment  classification  and  disposal  options, 
A1862 

Handbook  for  dredging  and  dredged  material 
disposal  in  Ontario  - sediment  sampling  and 
laboratory  analysis,  A1864 
Handbook  for  members  of  special  education 
advisory  committees,  A1753 
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debates,  A861 
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Indian  negotiations  in  Ontario  : making  the 
process  work,  A183 
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A186 

Industrial  Disease  Standards  Panel  bulletin, 
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standards,  A3773,  A4470 
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apprenticeship  training  standards,  A3774, 
A4471 
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stratégiques,  A4742 

L’industrie  de  la  construction  en  Ontario  : ce 
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Ontario  : ce  que  devraient  savoir  les 
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An  innovative  home  based  traction  programme 
for  children  with  orthopedic  conditions, 

A3887 

Innovative  program  model  for  the  home 
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les  établissements  résidentiels,  A5356 
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Interpreting  fire  danger  in  northwestern  Ontario 
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based  upon  site  hazard  and  forest 
operation  : field  card,  A2673 
Interpretive  guidelines  for  manufacturers 
making  drug  submissions,  A2222 
Intervenor  Funding  Project  Act,  A950,  A4154 
Intervention  de  l’ingénieur  praticien  dans  la 
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Introduction  to  the  publications  of  the  Workers’ 
Compensation  Appeals  Tribunal,  A3978 
Inventory  and  costing  of  best  available 
pollution  control  technologies  for  the  iron 
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Ministry  of  Municipal  Affairs,  A214 
Investigation  report  : investigation  I94-067P  : 
Ministry  of  the  Attorney  General,  A215 
Investigation  report  : investigation  I94-068P  : 
Ministry  of  Community  and  Social  Services, 
A216 

Investigation  report  : investigation  I94-070M  : a 
board  of  education,  A217 
Investigation  report  : investigation  I94-074P  : 
Ministry  of  the  Attorney  General,  A218 
Investigation  report  : investigation  I94-079M  : a 
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Investigation  report  : investigation  I94-080M  : a 
township,  A220 

Investigation  report  : investigation  I94-083M  : a 
public  school  board,  A221 
Investigation  report  : investigation  I94-084P  : 
the  Ministry  of  Housing,  A222 
Investigation  report  : investigation  I94-085P  : 
Ministry  of  Housing,  A223 
Investigation  report  : investigation  I94-095P  : 
Ministry  of  Community  and  Social  Services, 
A224 

Investigation  report  : investigation  I94-098P  : 
the  Ministry  of  Finance,  A225 
Investigation  report  : investigation  194-1 01 P : 
Ministry  of  Housing,  A226 
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Investigation  report  : investigation  I95-005P  : 
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municipality,  A230 
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Investigation  report  : investigation  I95-033M  : a 
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Investigation  report  : investigation  I95-093P  : 
Ministry  of  Municipal  Affairs  and  Housing, 
A234 

Investment  Branch,  A1706-A1712 
The  invisible  risks  : solutions  by  design,  A4003 
IOC  - venture  capital,  A1640 
I PC  perspectives,  A235 
I PC  practices,  A236,  A731,  A735-A737,  A739, 
A741 

IPC  survey  on  data  sharing  in  the  Ontario 
government,  A237 

Ipperwash  Provincial  Park,  A2674,  A5055 
Ipperwash  Provincial  Park  : information  guide, 
A2675 

I RAO  rapport  annuel,  A4540 
Irwin,  R.W.,  A4787 

Is  my  eye  exam  covered  by  OHIP?,  A2223, 
A4633 

Is  your  care  home  covered?,  A2342 
Iscoe,  N.,  A3896 

Isocyanates  : ateliers  de  débosse lage  : avis  de 
danger,  A5380 

Isocyanates  : auto  body  shops  : hazard  alert, 
A2449 

It’s  home  to  286  species  of  birds,  it  shelters 
309  other  kinds  of  animals,  it  supports  3,320 
types  of  plants,  but  it’s  not  rainforest,  A2676 
It’s  home  to  286  species  of  birds,  it  shelters 
309  other  kinds  of  animals,  it  supports  3,320 
types  of  plants,  but  it’s  not  rainforest  : 
Chinese,  A2677 

It’s  in  your  hands,  A4003,  A4010 
It’s  not  everyday  you  stumble  across  an  entire 
planet  : planet  X,  the  discovery  of  new 
worlds,  A3921 

It’s  your  decision-  you  can  save  a life,  A2224, 
A4598 

Ivanhoe  Lake,  A2678,  A5056 
Ivanhoe  Lake  Provincial  Park,  A2678,  A2679, 
A5057 

IVTOP  - final  report,  A3889 

Jaagumagi,  R.,  A1841,  A1842,  A1868,  A1889 
Jack  pine  density  management  diagram  for 
boreal  Ontario,  A2680 
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Jackson,  D.A.,  A2104 
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Jambor,  M.,  A3451 
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James,  R.D.,  A3917 
James,  S.,  A3342 
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Jansa,  C.,  A3385 
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Jensen  classified  samples  on  IHS  transformed 
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Jesso,  S.,  A3501 

Jesuit  Centre  for  Social  Faith  & Justice, 

A3846,  A4506 
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Jevco  Insurance  Company,  A3384,  A3413, 
A3425,  A3430,  A3455,  A3499 
Jewer,  F.W.,  A3166 

J.L.  Richards  & Associates  Ltd.,  A3106 
Job  mart,  Al  085 

Job  Quotas  Repeal  Act,  1995,  A770-A772, 
A4063-A4065 

JobLink  Ontario  fact  sheet,  A1462,  A1468, 
A1470,  A1474,  A1489,  A1492 
JobLink  Ontario  from  a client’s  perspective, 

Al  474 

Jobs  registry  incentives,  A2215 
Jobs  Secretariat,  A91 
JobsOntario  bulletin,  A91 
JobsOntario  Summer  Employment,  Al  799 
JobsOntario  Summer  Employment  fact  sheet, 
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JobsOntario  Training,  AI  797 
John  E.  Pearce  Provincial  Park  management 
plan,  A2681 
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plan,  A3955 
Johnson,  D.A.,  A3916 
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Johnston,  B.H.,  A3916 
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Joker’s  wild,  A3613,  A5484 
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Jones,  M.L.,  A2859 

Journal  (Addiction  Research  Foundation  of 
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Journal  des  débats  (Hansard)  : Comité 
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A867 
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Journal  des  débats  (Hansard)  : Comité 
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Journals  of  the  Legislative  Assembly  of  the 
Province  of  Ontario,  A863 
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Joyce  Young  & Associates  Ltd.,  A2050 
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Justices  of  the  Peace  Remuneration 
Commission,  A742 
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Kawartha  Lakes  Fisheries  Assessment  Unit 
report  ; 1995-1,  A2595 
Kaye,  P.,  A834,  A848 
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Kettle  Lakes  Provincial  Park,  A2685 
Key  statistics  : elementary  and  secondary 
education  in  Ontario,  A1758 
Kha,  N.,  A3468 
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MDEC  - services  de  consultation  pour  les 
petites  entreprises,  A5281 
MDEC  - services  techniques  en  matière 
d’immigration,  A5282 

MDEC  - Stratégie  du  secteur  des  plastiques, 
A5283 

MDEC  - Stratégie  ontarienne  du  secteur  des 
machines,  des  outils,  des  matrices  et  des 
moules,  A5284 

MDI,  mineral  deposit  inventory,  A2952 
MDNM  - centres  d’aide  aux  nouvelles 
entreprises,  A5200 

MDNM  - Programme  d’aide  au  secteur  des 
services  échangeables,  A5201 
MDNM  - Programme  d’aide  aux  prospecteurs 
de  l’Ontario  (PAPO),  A5202 
MDNM  - Programme  de  développement  du 
tourisme,  A5203 

MDNM  - Programme  de  diversification  et  de 
développement  des  richesses  naturelles, 
A5204 

MDNM  - Programme  de  formation 
professionnelle  pour  les  jeunes  du  nord, 
A5205 

MDNM  - Programme  d’encouragement  au 
développement  commercial,  A5206 
MDNM  - Programme  des  stagiaires 
autochtones,  A5207 
MDNM  - Programme  d’infrastructure 
industrielle,  A5208 

MDNM  - Programme  ontarien  d’encouragement  à 
l’exploitation  minière,  A5209 
MDNM  - Services  de  consultation  pour  les 
petites  entreprises,  A5210 
MDNM  - Société  de  gestion  du  fonds  du 
patrimoine  du  nord  de  l’Ontario,  A5211 
Measuring  service  relationships  : a guide  to 
measuring  relationships  in  projects  and 
service  contracts,  A1088 
Meat  Industry  Inspection  Branch,  A1421 
Mécanicien/mécanicienne  d’automobiles  : 
normes  de  formation  par  l’apprentissage, 
A3785,  A4479 

Mécanicien/mécanicienne  de  boîte  de 
vitesses  : normes  de  formation  par 
l’apprentissage,  A3833,  A4500 
Mécanicien/mécanicienne  de  machines 
agricoles  : normes  de  formation  par 
l’apprentissage,  A3763,  A4461 
Mécanicien/mécanicienne  de  machines  fixes, 
quatrième  et  troisième  classes  : normes  de 
formation,  A4475 

Mécanicien/mécanicienne  de  machines  fixes, 
troisième  classe  : objectifs  d’études,  A4476 
Mécanicien/mécanicienne  de  moteurs  marins  : 
normes  de  formation  par  l’apprentissage, 
A3780,  A4474 


Mécanicien/mécanicienne  de  motocyclettes  : 
normes  de  formation  par  l’apprentissage, 
A3786,  A4480 

Mécanicien/mécanicienne  de  petits  moteurs  : 
normes  de  formation  par  l’apprentissage, 
A3824,  A4495 

Mécanicien/mécanicienne  de  systèmes 
d’alimentation  en  carburant  et  électriques  : 
normes  de  formation  par  l’apprentissage, 
A3769,  A4464 

Mécanicien/mécanicienne  d’équipement  lourd  : 
normes  de  formation  par  l’apprentissage, 
A3771,  A4469 

Mécanicien-monteur  industriel/mécanicienne- 
monteuse  industrielle  : normes  de  formation 
par  l’apprentissage,  A3774,  A4471 
Mécanicien-monteur/mécanicienne-monteuse 
de  construction  : normes  de  formation  par 
l’apprentissage,  A3758,  A4457 
Mécanicien-régleur  d’avant-train  et  réparateur 
de  freins,  mécanicienne-régleuse  d’avant- 
train  et  réparatrice  de  freins  : normes  de 
formation  par  l’apprentissage,  A3750,  A4426 
Médecins  des  salles  d’urgence-  face  aux 
besoins  des  hôpitaux  ruraux  ou  de  petite 
dimension,  A4626 
Les  médecins  et  l’assurance  civile 
professionnelle,  A4627 
Media  campaign  evaluation  survey  report, 
A3132 

Médias  francophones,  A5401 
Les  médias  francophones  de  l’Ontario,  A3200, 
A5401 

Medina,  M.,  A3450 

ME  DT  - business  consulting  services,  Al  641 
MEDT  - Business  Immigration  Program,  Al  642 
ME  DT  - Business  Opportunities  Program, 

Al  643 

MEDT  - business  self-help  offices,  Al  644- 
A1646 

MEDT  - Immigrant  Investor  Program,  Al  647 
MEDT  - International  Projects  Fund  (IPF), 

Al  648 

MEDT  - investment  counselling  service.  Al  649 
MEDT  - jobsOntario  Community  Action 
Program  (jOCA),  Al  650 
MEDT  - Machinery,  Tool  Die  and  Mould  (TDM) 
Strategy,  Al  651 

MEDT  - making  trade  shows  work,  Al  652 
MEDT  - New  Exporters  to  Border  States 
(NEBS),  Al  653 

MEDT/OCOC  - commitment  to  quality 
certificates,  Al  666 

MEDT  - Ontario  Innovation  & Productivity 
Service  (OIPS),  A1654 
MEDT/OTAB/CMA  - ISO  9000  executive 
workshops,  A1667 

MEDT  - Plastics  Sector  Strategy,  A1655 
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MEDT  - Running  Start  small  business  training 
for  New  Venture  and  Youth  Venture  loan 
applicants,  A1656 

MEDT  - Sector  Partnership  Fund  (SPF),  A1657 
MEDT  - small  business  publications,  A1658 
MEDT  - small  business  seminars,  A1659 
MEDT  - step  up  : business  expansion  training 
for  women  entrepreneurs,  A1660 
MEDT  - Student  Venture  Capital  Program 
(SVC),  A1661 

MEDT  - technical  immigration  services,  A1662 
MEDT  - Technical  Personnel  Program  (TPP), 

A1663  ^ 

MEDT  - Trade  Expansion  Fund  (TEF),  A1664 

MEDT  - Visions  Entrepreneurial  Role 
Modelling  Program,  A1665 
Meeting  materials  prepared  by  the  Task  Force 
on  the  Organization  of  Work  for  the  meeting 
of  the  Premier’s  Council  on  Economic 
Renewal,  A3870 

Meeting  women’s  training  needs  : case  studies 
in  women’s  training,  A3843 
Meilleur  départ  : action  communautaire  pour  la 
santé  des  bébés,  A4649 
La  meilleure  protection,  A4028 
Melichar,  N.,  A3897 
Member-to-member  guide,  Al  23 
Member  update  (Ontario  Municipal  Employees 
Retirement  System),  A3670 
Member’s  annual  statement  guide,  A3671 
Members  of  the  Advocacy  Commission,  A72, 
A4355 

Membres  de  la  Commission  d’intervention, 

A72,  A4355 
Mensah,  G.,  A3415 
Mental  Health  Act,  A957,  A4171 
Mental  health  in  Ontario,  A2233 
Mental  health  reform  : implementation 
guidelines  for  housing  and  support  services, 
A2234,  A4664 

Mental  health  services  for  children  : children’s 
issues,  A3241 
Mental  Health  Unit,  A33 
La  mention  “donneur  d’organes”,  A4628 
La  menuiserie  niveau  /.,  A4753 
La  menuiserie  niveau  II,  A4754 
La  menuiserie  niveaux  I et  II  : guide  du  chef  de 
groupe,  A4755 

Le  mercure  dans  le  sol,  Al  872,  A4902 
Mesihovic,  E.,  A3376 
Messageries  par  autobus,  A3689,  A4303 
La  mesure  du  rendement  dans  la  nouvelle 
économie,  A4409 

Mesures  cliniques,  tabagisme,  exposition  au 
radon  et  risque  de  cancers  du  poumon  chez 
les  travailleurs  des  mines  d’uranium  à Elliot 
Lake  : résumé,  A2380,  A5344 
Mesures  d’urgence  Ontario  : pour  un 
lendemain  plus  sûr,  A5334 
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The  MET  gazette,  Al  763 
Metal  die,  mould  and  pattern  makers,  Al  683 
Méthode  recommandée  pour  évaluer 
l’efficacité  des  procédures  relatives  aux 
plaintes  et  à la  discipline  en  ce  qui  concerne 
des  fautes  professionnelles  d’ordre  sexuel, 
A4390 

Methods  of  determining  representatives’ 
remuneration,  A843 

Métier  de  carrelage  : normes  de  formation  par 
l’apprentissage,  A3830,  A4498 
Metro  Toronto  and  Region  Remedial  Action 
Plan  annual  report,  Al  91 3 
Metro  Toronto  Convention  Centre  schedule  of 
events,  All  11 

Metro  Toronto  & Region  Remedial  Action  Plan 
water  quality  improvement  projects,  A1914 
Metro  Toronto  Remedial  Action  Plan  : 
environmental  conditions  and  problems, 
A3060 

Metro  Toronto  Remedial  Action  Plan  : stage  1 : 
environmental  conditions  and  problem 
definition,  A3060 

Metro  Toronto  waterfront  fish  communities  : 
summary  and  assessment,  1989-1993, 

A2716 

Metropolitan  Insurance  Company,  A3439 
Metropolitan  Toronto  and  Region  Conservation 
Authority,  A2738,  A3060 
Metropolitan  Toronto  Convention  Centre 
Corporation,  A1111 

Metropolitan  Toronto  Housing  Authority, 

A2348,  A2496,  A3321,  A3323,  A3326 
Mettons  la  main  à la  pâte!  : pour  aller  au  fond 
des  choses,  A4817 

Mew  Lake  campground  : Algonquin  Provincial 
Park,  A2717,  A5070 
Meyer,  R,  A2592 
Meyer,  T.R.,  A2862 
MIC  General  Insurance  Corp.,  A3454 
Michael,  S.D.,  A3490 

Michigan.  Dept,  of  Natural  Resources,  A2005 
Michipicoten  Greenstone  Belt,  central  portion  : 
alteration  zones,  A2976 
Mid  Ontario  Region  (Ministry  of  Environment 
and  Energy),  A1873 
Middel,  T,  A2698 

Middle  Falls  Provincial  Park,  A2718,  A5071 

Mihas,  M.,  A3461 

Miller,  B.,  A2607,  A5036 

Miller  O’Dell  Planning  Consultants,  A2048 

Mills,  R,  A3411 

Mine  rescue  handbook,  A2464 
Mine  rescue  handbook  annex,  A2401 
Mineral  deposit  inventory,  A2952 
Mineral  occurrences  and  Precambrian 
geology  : Larder  Lake  area,  A3006 
Mineral  occurrences  and  prospects  in  the  Fort 
Hope-Winisk  area,  A3007 
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Mineral  occurrences  in  the  Swayze 
Greenstone  Belt,  A3008 
Mineral  prospects  of  the  Swayze  Greenstone 
Belt,  A3009 

Mineral  Sector  Analysis  Branch,  A2932-A2934, 
A2944 

Mineral  Sector  Analysis  Branch,  A2913 
Mines  and  Minerals  Division,  A2945-A2962 
Mines  and  minerals  information  circular  ; Cl, 
A2933,  A2934 

Mines  and  minerals  information  circular  ; C2, 
A2932 

Mines  and  minerals  monthly  update,  A2953 
Mines  et  minéraux  circulaire  d’information  ; Cl, 
A5215,  A5216 

Mines  et  minéraux  circulaire  d’information  ; C2, 
A5196 

Mines  Library,  A3033 

Mines  Task  Force,  A2410 

Minimum  distance  separation  I (MDS  I),  Al  285 

Minimum  distance  separation  II  (MDS  II), 

Al  286 

Minimum  wage,  A2402 

Mining  and  exploration  companies  in  Ontario  : 
directory,  A2936 

Ministère  de  la  consommation  et  du 
commerce,  A4555-A4561 
Ministère  de  la  culture,  du  tourisme  et  des  loisirs, 
A4348,  A4562-A4589,  A4818,  A4939,  A5177 
Ministère  de  la  santé,  A4590-A4677,  A5107 
Ministère  de  l’agriculture,  de  l’alimentation  et 
des  affaires  rurales,  A4678-A4815,  A4886, 
A5107 

Ministère  de  l’agriculture  et  de  l’alimentation, 
A4816-A4820 

Ministère  de  l’éducation,  A4821-A4823 
Ministère  de  l’éducation  et  de  la  formation, 
A4283,  A4284,  A4395,  A4509,  A4824-A4881 
Ministère  de  l’énergie,  A4882 
Ministère  de  l’environnement  et  de  l’énergie, 
A4738,  A4883-A4930 

Ministère  des  affaires  civiques,  A4931-A4943 
Ministère  des  affaires  civiques,  de  la  culture  et 
des  loisirs,  A4944-A4947 
Ministère  des  affaires  intergouvemementales, 
A4948,  A4949 

Ministère  des  affaires  municipales,  A4950- 
A4961 , A5107,  A5311 
Ministère  des  affaires  municipales  et  du 
logement,  A4962-A4970 
Ministère  des  finances,  A4971-A5004 
Ministère  des  richesses  naturelles,  A4232, 
A4896,  A5005-A5137 
Ministère  des  richesses  naturelles  : 
déclarations  sur  les  valeurs 
environnementales,  A5072 
Ministère  des  services  sociaux  et 
communautaires,  A4597,  A5138-A5166, 
A5326 


Ministère  des  transports,  A5167-A5192 
Ministère  du  développement  du  Nord  et  des 
mines,  A5193-A5231 

Ministère  du  développement  économique,  du 
commerce  et  du  tourisme,  A5232 
Ministère  du  développement  économique  et  du 
commerce,  A4373,  A5233-A5309 
Ministère  du  logement,  A4231,  A4233,  A5310- 
A5323 

Ministère  du  procureur  général,  A5324-A5332 
Ministère  du  solliciteur  général  et  des  services 
correctionnels,  A5326,  A5333-A5336 
Ministère  du  travail,  A4161-A4170,  A4245, 
A5337-A5391 

Ministerial  responsibility  for  acts,  Al  089,  A5440 
Ministerial  review  of  the  Workplace  Health  and 
Safety  Agency,  A2403 
The  ministries  of  Community  and  Social 
Services,  Education  and  Training  and 
Culture,  Tourism  and  Recreation 
coordination  initiative  report,  A1498 
Ministry  of  Agriculture  and  Food,  A1112-A1115 
Ministry  of  Agriculture  and  Food  Act,  A958, 
A4172 

Ministry  of  Agriculture,  Food  and  Rural  Affairs, 
A1116-A1430,  A1946,  A1947,  A2335,  A2794 
Ministry  of  Citizenship,  A1431-A1449 
Ministry  of  Citizenship,  Culture  and  Recreation, 
A825,  A1450-A1456 

Ministry  of  Colleges  and  Universities,  A1731 
Ministry  of  Community  and  Social  Services, 
A1457-A1502,  A2245,  A2327,  A3042 
Ministry  of  Community  & Social  Services  list  of 
licensees,  A1478 

Ministry  of  Community  & Social  Services  list  of 
social  workers  approved  to  do  private 
homestudies,  A1479 
Ministry  of  Consumer  and  Commercial 
Relations,  A1503-A1535,  A3716,  A3717, 
A3722 

Ministry  of  Consumer  and  Commercial 
Relations  Act,  A959,  A4173 
Ministry  of  Culture,  Tourism  and  Recreation, 
A1431,  A1536-A1593,  A3115,  A3938 
Ministry  of  Economic  Development  and  Trade, 
A1594-A1718,  A3576,  A3748 
Ministry  of  Economic  Development,  Trade  and 
Tourism,  A1719-A1727 
Ministry  of  Education,  A1728-A1731 
Ministry  of  Education  and  Training,  A125, 

A821,  A823,  A1732-A1803,  A3842,  A3843, 
A3845,  A3858,  A3859 
Ministry  of  Environment  and  Energy,  A1235, 
A1236,  A1285,  A1286,  A1804-A2113,  A3117 
The  Ministry  of  Environment  and  Energy’s 
Pollution  Prevention  Pledge  Program,  A1915 
Ministry  of  Finance,  A2114-A2166 
Ministry  of  Financial  Institutions,  A1522 
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Ministry  of  Health,  A50,  A825,  A1174,  A2167- 
A2327,  A2793,  A2794,  A3887 
Ministry  of  Health  Act,  A960,  A4174 
Ministry  of  Health,  Communications  and 
Information  Branch,  A2311 
Ministry  of  Housing,  A2328-A2368,  A3205, 
A3215 

Ministry  of  Intergovernmental  Affairs,  A2369- 
A2372 

Ministry  of  Labour,  A184,  A971-A997,  A1018, 
A2373-A2466,  A3990 
Ministry  of  Labour  Act,  A961,  A4175 
Ministry  of  Labour  & WCB  responses  to  the 
Standing  Committee  on  Government 
Agencies,  A3990 

Ministry  of  Municipal  Affairs,  A1918,  A2331, 
A2341 , A2343,  A2368,  A2467-A2483,  A2794 
Ministry  of  Municipal  Affairs  and  Housing, 

A822,  A2484-A2501 

Ministry  of  Natural  Resources,  A1884,  A1905, 
A1929,  A1962,  A2502-A2891,  A3060,  A3216 
Ministry  of  Natural  Resources  Act,  A962, 

A4176 

Ministry  of  Natural  Resources  statement  of 
environmental  values,  A2719 
Ministry  of  Northern  Development  and  Mines, 
A2892-A3040 

Ministry  of  Skills  Development,  A3041 
Ministry  of  the  Attorney  General,  A825,  A3042- 
A3059 

Ministry  of  the  Environment,  A3060-A3062 
Ministry  of  the  Solicitor  General  and 
Correctional  Services,  A2331,  A3042, 
A3063-A3072 

Ministry  of  Transportation,  A3073-A3182 
Ministry  programs  & initiatives  catalogue, 

A1969 

Ministry  services,  A1515 
Minnesing  Mountain  Bike  Trail  : Algonquin 
Provincial  Park,  A2720,  A5073 
MISA  Advisory  Committee  annual  report, 

A1816 

MISA  BATEA  assessment  for  the  Bay  of 
Quinte,  AI  91 6 

MISA,  Municipal/Industrial  Strategy  for 
Abatement,  A1844 

MISA  : Municipal/Industrial  Strategy  for 
Abatement  : stopping  water  pollution  at  its 
source,  A1816 

Miscellaneous  data  release  (Ontario 
Geological  Survey)  ; 12,  A2991 
Mise  au  point,  A4525,  A4526 
Misez  sur  un  avenir  écologique  : votre  guide 
des  éco-emplois,  A4903 
Miskokomon,  R.,  Al 560 
Missinaibi,  A2721,  A5074 
Missinaibi  Provincial  Park,  A2721 
Mission  statement,  Al  91 7 


Mixedwood  silviculture  : managing  forest 
diversity,  A2722 
Mladenovic,  D.,  A3402 
M.M.  Dillon  Ltd.,  A3096,  A3104 
MNDM  - Aboriginal  Internship  Program  (AIP), 
A2914 

MNDM  - business  consulting  services,  A2915 
MNDM  - Business  Incentive  Program,  A2916 
MNDM  - business  self-help  offices,  A2917 
MNDM  - Industrial  Infrastructure  Program, 
A2918 

MNDM  - Northern  Ontario  Heritage  Fund 
Corporation  (NOHFC),  A2919 
MNDM  - Northern  Training  Opportunities 
Program  (NORTOP),  A2920 
MNDM  - Ontario  Mineral  Incentive  Program 
(OMIP),  A2921 

MNDM  - Ontario  Prospectors  Assistance 
Program  (OPAP),  A2922 
MNDM  - Resource  Diversification  and 
Development  Program,  A2923 
MNDM  - Tourism  Development  Program,  A2924 
MNDM  - Tradeable  Service  Assistance 
Program,  A2925 
MNR  and  education,  A2723 
MNR’s  move  to  Peterborough,  A2724 
Mobile  crane  operator  (0-8)  construction  : 
training  standards,  A3781 , A4477 
Mobile  crane  operator  (0-8)  sign  erector  : 
training  standards,  A3782,  A4478 
Mobile  home  parks  and  land  lease 
communities,  A2345 
La  mobilité  de  la  main-d’oeuvre  dans  le 
domaine  de  la  construction  : 
renseignements  généraux,  A5403 
Moccia,  R.D.,  A1133,  Al  134 
Modeleur/modeleuse  : normes  de  formation 
par  l’apprentissage,  A3811,  A4483 
Moderate  drinking  and  health,  A34,  A35 
Modernisation  du  gouvernment  grâce  à 
l’informatisation  des  services,  A5441 
Modifications  au  Programme  de  médicaments 
gratuits  de  l’Ontario  et  au  Programme  de 
médicaments  Trillium,  A4629 
Modifications  au  Programme  de  médicaments 
gratuits  de  l’Ontario  et  au  Programme  de 
médicaments  Trillium  : questions  et 
réponses,  A4630 

Modifications  des  réglements  d’inscription, 
A4631 

Modifications  du  système  d’aménagement  de 
l’Ontario,  A4965 

Les  modifications  législatives  concernant  le 
Programme  de  médicaments  gratuits  de 
l’Ontario  (PMGO),  A4632 
MOEE  hydrogeological  technical  information 
requirements  for  land  development 
applications,  A1918 
Mohr,  L.C.,  A2846 
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Moments  historiques,  A4508 
Moments  in  history,  A3844 
Mon  examen  de  la  vue  est-il  couvert  par 
l’assurance-santé?,  A2223,  A4633 
Le  monde  est  un  théâtre  : pour  aller  au  fond 
des  choses,  A4818 

Moneybees/Ruche  de  richesse,  A3634,  A5495 
Monitoring  report  (Bay  of  Quinte  Remedial 
Action  Plan)  ; no.  4,  A3061 
Monitoring  report  (Bay  of  Quinte  Remedial 
Action  Plan)  ; no.  5,  Al  963 
Monocular  vision  and  commercial  motor 
vehicle  safety,  A3174 

Monograph  (Addiction  Research  Foundation  of 
Ontario),  A36 

Les  monographies  du  tourisme  ; no  2,  A4576 
Monroe,  B. R,  A2582 
Monster  cash  doubler,  A3635,  A5496 
Montcalm  Township  : Precambrian  geology, 
A2959 

Monteur/monteuse  de  béton  préfabriqué  : 
normes  de  formation  par  l’apprentissage, 
A3813,  A4486 

Monteur/monteuse  de  tuyaux  de  vapeur  : 
normes  de  formation  par  l’apprentissage, 
A3829,  A4497 
Montgomery,  D.,  A3974 
Monthly  checklist,  Al  091,  A5443 
Monthly  crop  & live  stock  report,  A1425 
Monthly  dairy  report,  A1423 
The  monthly  monitor,  A3989 
Monthly  rates  and  comparative  bills,  Ontario 
Hydro  and  associated  municipal  utilities,  A3347 
Montreal  River  area  geochemical  survey  - 
1991,  A3010 

Mood  and  Anxiety  Division,  A107 
Moore,  T.N.,  A2983 
Moose  Factory  diaper  service,  A3892 
Moose  hunter’s  fact  sheet,  A2725,  A5006 
Morley,  R.L.,  A3483 
Morrison,  K.,  A2727 
Morrison,  R.L.,  A1278 
Mortality  among  employees  at  Courtaulds 
Fibres  Canada,  Cornwall,  Ontario,  A2404 
Mortality  and  cancer  incidence  among 
employees  of  Norton  Canada,  Inc., 

Hamilton,  Ontario,  A2405 
Mortgages  Act,  A963,  A4177 
Mossa,  D.S.,  A2604 
Mosses,  A2726 

Motivational  strategies  for  promoting  self- 
change, A37 

Motive  power  apprenticeship  in-school 
curriculum  for  the  trade  of  automotive 
painter,  A3783 

Motive  power  common  core  apprenticeship  in- 
school curriculum  for  the  trade  of  auto  body 
and  collision  damage  repairer-  branch  1, 
and  auto  body  repairer-  branch  2,  A3784 
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Motor  Vehicle  Dealers  Act,  A964,  A4178 
Motor  Vehicle  Fuel  Pricing  Act,  1995,  A773, 
A4066 

Motor  vehicle  mechanic  : apprenticeship 
training  standards,  A3785,  A4479 
Motorcoach  tours,  A3704 
Motorcycle  mechanic  : apprenticeship  training 
standards,  A3786,  A4480 
Motorized  Snow  Vehicles  Act,  A965,  A4179 
Mould  maker  : apprenticeship  training 
standards,  A3787,  A4481 
Mould  maker  level  2-intermediate,  A3753 
Mountain,  W.C.,  A2416 
Movahedi,  S.,  A3489,  A3518 
Moving  toward  ecosystem  management  in 
Central  Region,  A2727 
MTHA  home,  A3321,  A3323 
MTHA  rent  supplement  program,  A3323 
MTO  logistics  newsletter,  A3110,  A3126,  A5169 
Muck  crop  news,  A1287 
Muck  Research  Station,  A1288 
Muck  vegetable  cultivar  trials  and  research 
reports,  A1288 
Muegge,  J.,  A1204 
Muir,  T.L.,  A3002,  A3003 
A multi-material  recycling  system  in  Renfrew 
County  by  Beaumen  Waste  Management 
Systems  Ltd.,  A2086 

Multicultural  community  project  : empowering 
ethno-racial  participation  in  health  care 
decision  making,  A3893 
Multiculturalism  towards  the  21st  century  : 
report  on  a 20th  anniversary  symposium, 
A1440,  A4935 

Le  multiculturalisme  à l’approche  du  XXIe 
siècle  : rapport  sur  le  symposium  du 
vingtième  anniversaire,  Al  440,  A4935 
Multisystem  Consulting,  A3180 
Municipal  Act,  A966,  A4180 
Municipal  affairs,  A2473,  A2493 
Municipal  Amendment  Act  (Simcoe  Day),  1995, 
A794,  A4087 

Municipal  directory,  A2475 
Municipal  Engineers  Association,  A2105, 

A3111,  A3117 

Municipal  Finance  Branch,  A2501 
Municipal  financial  information,  A2492,  A2501, 
A4967,  A4969 

Municipal  Freedom  of  Information  and 
Protection  of  Privacy  Act,  A967,  A4181 
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Municipal/Industrial  Strategy  for  Abatement 
(MISA),  A1816,  A3062 
Municipal  Planning  Policy  Branch,  A2483 
Municipal  training  courses,  A3111 
Murphys  Point  Provincial  Park,  A2728,  A5075 
Murray,  C.,  A3112 
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Muscovitch,  F.A.,  A4 

Musculoskeletal  Injuries  Prevention  Program  : 
MIPP,  A4011 

Musée  agricole  de  l’Ontario,  événements 
spéciaux,  Al 306,  A4756 
Musée  agricole  de  l’Ontario,  Milton,  Ontario, 
Canada,  Al  304,  A4762 

Musée  de  l’art  céramique  George  R.  Gardiner, 
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Musée  royal  de  l’Ontario,  A5392-A5398 
Musée  royal  de  l’Ontario  : où  faire  le  tour  de 
quelques  millions  d’années,  A5395 
Musings,  A2333,  A2473,  A2493 
Muskoka  Airport  Service  Road,  A3112 
Muskoka/Parry  Sound  agrigram,  Al  289 
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Nagagamisis  Provincial  Park,  A2729,  A5076 
Name  that  fish!,  A2730,  A5024 
Nâo  é urn  crime  sem  vftima  : bebidas 
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the  Economy  (Canada),  A3736 
National  Safety  Code  : truck  and  bus,  A3141 
National  Science  and  Technology  Week, 

A3924 

Native  outreach  recruitment  directory,  All 03 
Natural  channel  systems  : an  approach  to 
management  and  design,  A2731 
Natural  heritage  resources  of  Ontario  : 
amphibians,  A2513 

Natural  heritage  resources  of  Ontario  : birds, 
A2539 

Natural  heritage  resources  of  Ontario  : 
butterflies,  A2545 

Natural  heritage  resources  of  Ontario  : 
freshwater  fishes,  A2636 
Natural  heritage  resources  of  Ontario  : 
mammals,  A2708 

Natural  heritage  resources  of  Ontario  : 
mosses,  A272Q 

Natural  heritage  resources  of  Ontario  : rare 
vascular  plants,  A2797 

Natural  heritage  resources  of  Ontario  : reptiles, 
A2806 

Natural  resource  education  programs 
reference  guide,  1995,  A2735 
Natural  Resource  Gas  Ltd.,  A3294 
Natural  Resources  Canada.  Canadian  Forestry 
Service,  A2884 
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Naylor,  B.J.,  A2552,  A2590,  A2671,  A2727, 
A2801 

Nearshore  benthos  of  Lake  Ontario,  1981  and 
1991,  A2076 

Nearshore  community  index  netting,  A2732 
Nectarines  (Prunus  persica  var.  nectarina), 
A1290 

Négociations  collectives  : faits  saillants  en 
Ontario,  A5389 

Neighbours  : home  and  health  sen/ices  for 
independent  living , A2235 
Nelson,  T.W.,  A3508 
NEST  field  guide  ; FG-001,  A2614 
NEST  field  guide  ; FG-004,  A2631 
NEST  field  guide  ; FG-005,  A2615 
NEST  field  guide  ; FG-006,  A2535 
NEST  information  report  ; IR-004,  A2649 
NEST  information  report  ; IR-019,  A2752 
NEST  information  report  ; IR-020,  A2823 
NEST  information  report  ; IR-021,  A2824 
NEST  information  report  ; IR-022,  A2598 
NEST  information  report  ; IR-023,  A2654 
NEST  Science  & Technology  annual  report, 
A2823 

NEST  technical  manual  ; TM-002,  A2751 
NEST  technical  note  ; TN-005,  A2680 
NEST  technical  note  ; TN-007,  A2596 
NEST  technical  note  ; TN-008,  A2663 
NEST  technical  note  ; TN-012,  A2866 
NEST  technical  report  ; TR-018,  A2754 
NEST  technical  report  ; TR-019,  A2857 
NEST  technical  report  ; TR-020,  A2589 
NEST  technical  report  ; TR-021,  A2778 
NEST  technical  report  ; TR-022,  A2834 
NEST  technical  report  ; TR-023,  A2854 
NEST  technical  report  ; TR-024,  A2809 
NEST  technical  report  ; TR-025,  A2876 
NEST  workshop  guide,  A2654 
Netherlands.  Registratiekamer,  A733 
Nettoyage  printanier?  Prévenez  le  feu,  A3216, 
A4232 

Network  (Workplace  Health  and  Safety 
Agency),  A4012,  A4025 
Never  miss  another  draw  : subscription 
service,  A3652 

Neville,  C.M.,  A1989,  A1990,  A1995,  A1996 
The  new  chief  : get  on  board,  A3700 
New  design  will  deter  fraud,  A2236 
New  dimensions  in  health,  A3894 
A new  direction  for  managing  Ontario’s 
hazardous  industrial  waste,  A1919 
New  foundations  for  Ontario  education,  A1764 
New  foundations  for  Ontario  education  : a 
summary,  A1765 

New  Liskeard  Agricultural  Research  Station, 
A1345 

The  new  Ontario  health  card,  A2196,  A2218, 
A2240,  A2279,  A2281,  A2286,  A2295-A2310 
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New  resources,  A1534 
New  rules  for  apartments  in  houses,  A2489 
New  ventures  loan  application,  A1668 
New  York  (State).  Dept,  of  Environmental 
Conservation,  A2517 

Newcomers  guide  to  graduated  licensing  : 
ready  for  Ontario’s  roads-,  A3114,  A5174 
News  : 4-H,  All  16 

News  (Ministry  of  Community  and  Social 
Services),  A1501 

News  : Ontario  Parent  Council,  A3711 
Newsletter  & annual  review  (Ontario  Natural 
Heritage  Information  Centre),  A2747 
Newsletter  (Board  of  Funeral  Services),  A88, 
A4408 

Newsletter  (Information  and  Privacy 
Commissioner/Ontario),  A235 
Newsletter  (Ministry  of  Housing),  A2346 
Newsletter  (Ministry  of  Labour),  A2406 
Newsletter  (Ministry  of  Municipal  Affairs  and 
Housing),  A2494 

Newsletter  (Occupational  Disease  Panel), 
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Newsletter  (Ontario  Natural  Heritage 
Information  Centre),  A2747 
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Clearinghouse),  A2245 
Newsletter  (Pay  Equity  Commission),  A3853 
The  NFP  newsline,  A2733 
Ng,  A.C.,  A1997 
Ng,  P.,  A2826 
Nguyen,  O.T.,  A3473 
Nguyen,  T.H.,  A3506 
Nguyen,  T.N.,  A3506 

Niagara  agricultural  organizations  directory, 
A1291 

Niagara  agricultural  training,  A1292 
Niagara  beef  news,  A1293 
Niagara  Escarpment  Commission,  A1908, 
A1909,  A3183-A3189 

Niagara  Escarpment  explorer  : northern  Grey 
County,  A3187 

Niagara  Escarpment  Plan  5-year  review,  A1820 
The  Niagara  Escarpment  Plan  (1994),  A3188 
Niagara  Falls  casino  market  and  economic 
impact  study,  A3267 

Niagara  (Ont.  : Municipalité  régionale),  A4772 
Niagara  (Ont.  : Regional  municipality),  A1295 
Niagara  Parks  Act,  A968,  A4182 
Niagara  Parks  Commission,  A3190-A3193 
Niagara  pork  news,  A1294 
Niagara  River  Remedial  Action  Plan,  stage  1 
update  : environmental  conditions  and 
problem  definition,  A1920 
Niagara  River  Remedial  Action  Plan  stage  2 
report  (recommended  plan),  A1921 
Niagara  River  Remedial  Action  Plan  stage  2 
summary  report  (recommended  plan), 
A1922 


Niagara  River  Remedial  Action  Plan  : the 
cleanup  connection,  A1923 
Niagara  River  Remedial  Action  Plan  : use 
impairments,  A1924 

Niagara  Tender  Fruit  Lands  Program,  A1295 
Niagara  update,  A1296 
Nickel,  copper  and  platinum  group  element 
mineralization  in  Keweenawan  intrusive 
rocks  : new  targets  in  the  Keweenawan  of 
the  Thunder  Bay  region,  northwestern 
Ontario,  A3011 

Nipigon  River  : development  of  a water 
management  plan  : draft  options  report, 
A1925 

Nipigon  River  : development  of  a water 
management  plan  : final  report,  A1926 
Nipigon  River  : development  of  a water 
management  plan  : options  report,  A1927 
Nipigon  River  : development  of  a water 
management  plan  : preferred  option  report, 
A1926 

Nipigon  River  Management  Committee,  A1925- 
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Nipp,  D.,  A3327 
Nishimura,  M.,  A3457 
Nishio,  J.M.,  A2445,  A5382 
The  Nishnawbe-Aski  Nation  : children’s  issues, 
A3241 

Niznowski,  G.,  A2594 

NODA  news,  A2926,  A5199 

NODA/NFP  technical  report  ; TR-5,  A2558 

NODA/NFP  technical  report  ; TR-7,  A2583 

NODA/NFP  technical  report  ; TR-8,  A2604 

NODA/NFP  technical  report  ; TR-9,  A2593 

NODA  notes  ; no.  2,  A2592 

NODA  notes  ; no.  3,  A2591 

NODA  notes  ; no.  5,  A2601 

Noise,  A2237 

Nola’s  story,  A30 

Non  dovreste  dover  uscire  di  casa  per  ricevere 
I’aiuto  che  vi  serve,  A2238 
Non-residential  building  and  development, 
A1684 

Non  si  tratta  di  un  reato  senza  vittime  : alcolici 
clandestini,  A1041 
Nor-pass,  A3701,  A4304 
Norfolk  agri-notes,  A1297 
Norfolk  agricultural  courses,  seminars, 
workshops,  All 23 

Normas  sobre  empleo  : hoja  de  informaciôn  ; 
#14,  A2425 

Normes  de  formation-  mécanicien/ 

mécanicienne  de  machines  fixes-  3e  et  4e 
classes,  A4475 

Normes  de  qualité  pour  l’alphabétisation  des 
adultes,  A3819,  A4482,  A4853 
Normes  de  saines  pratiques  commerciales  et 
financières  : prêts  douteux,  Al  32,  A5529 
Normes  d’élevage  pour  dindons,  A4757 
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Normes  d’élevage  pour  pondeuses,  A4758 
Normes  d’élevage  pour  poulets  à griller,  A4759 
Normes  d’emploi  fiche  de  renseignements, 
A5353,  A5366,  A5367 
Normes  d’emploi  fiche  de  renseignements  ; 
no  14,  A5373 

NorOntair  horaire,  A3702,  A4305 
NorOntair  timetable,  A3702,  A4305 
Norris,  T.,  A2705 

North  Beach  Provincial  Park,  A2734,  A5077 
North  Eastern  Ontario  Agricultural  Conference, 
A1345 

North  Shore  of  Lake  Superior  Great  Lakes 
Cleanup  Fund  Program,  A1945,  A1957 
The  north  shore  of  Lake  Superior  remedial 
action  plan  public  involvement  programs  : a 
review,  A1928 

North  shore  of  Lake  Superior  remedial  action 
plans,  A1925-A1928,  A1945,  A1957,  A2006, 
A2010 

North  west  link  : Thunder  Bay,  Rainy  River, 
Kenora  districts,  A1298,  A1299 
Northeast  Science  and  Technology  (Ministry  of 
Natural  Resources),  A2535,  A2596,  A2598, 
A2614,  A2615,  A2631,  A2649,  A2654, 

A2663,  A2680,  A2752,  A2866,  A2876 
Northeast  Science  & Technology  information 
report  ; IR-022,  A2598 
Northeast  Science  & Technology  technical 
note  ; TN-005,  A2680 
Northeast  Science  & Technology  technical 
note  ; TN-007,  A2596 
Northeast  Science  & Technology  technical 
note  ; TN-008,  A2663 
Northeast  Science  & Technology  technical 
note  ; TN-012,  A2866 

Northeastern  Ontario  Agricultural  Conference, 
A1345 

Northeastern  Ontario  trip  planner,  A1581 
Northern  Forestry  Program  newsline,  A2733 
Northern  Grey  County  : Niagara  Escarpment 
explorer,  A3187 

Northern  Ontario  Heritage  Fund  Corporation, 
A2911,  A2927,  A2941,  A2942 
Northern  Ontario  Heritage  Fund  Corporation  : 
annual  report,  A2927,  A5226 
Northern  Ontario  Region  (Ministry  of 
Environment  and  Energy),  A1999 
Northern  Training  Opportunities  Program 
(NORTOP),  A2928,  A5221 
Northwest  region  agri-rural  newsletter  : 
Thunder  Bay,  Rainy  River,  Kenora  districts, 
A1298,  A1299 

Northwest  Region  Natural  Resource  Centre  : 
natural  resource  education  programs 
reference  guide,  1995,  A2735 


Northwest  Region  Science  and  Technology 
(Ministry  of  Natural  Resources),  A2531, 
A2577,  A2579,  A2611,  A2673,  A2735, 

A2744,  A2831 

Northwest  Region  Science  and  Technology 
technical  note  ; TN-28,  A2577 
Northwest  Region  Science  and  Technology 
technical  note  ; TN-31,  A2680 
Northwest  Region  Science  and  Technology 
technical  note  ; TN-32,  A2673 
Northwest  Region  Science  and  Technology 
technical  report #84,  A2831 
Northwest  Region  Science  and  Technology 
technical  report  ; #86,  A2579 
Northwest  Region  Science  and  Technology 
technical  report  ; TR-88,  A2531 
Northwest  Science  and  Technology  (Ministry  of 
Natural  Resources),  A2512,  A2562,  A2566, 
A2594,  A2655 

Northwest  Science  and  Technology  technical 
report  ; TR-91,  A2562 

Northwest  Science  and  Technology  technical 
report  ; TR-92,  A2594 

Northwest  Science  and  Technology  technical 
report  ; TR-93,  A2566 
Northwestern  Ontario  trip  planner,  A1582 
Nos  ressources  : planifions  ensemble  pour 
l’avenir  : résumé  des  recommandations  du 
ministère,  A5078 

Not  a victimless  crime  : illegal  alcohol,  Al  047 
Not  a victimless  crime  : liquor  smuggling  and 
illegal  alcohol  manufacturing,  A1053 
Notes  documentaires  : services  aux  personnes 
ayant  un  handicap  de  développement, 

A5148 

Notes  explicatives  : la  législation  ontarienne 
sur  l’accès  à l’information  et  la  protection  de 
la  vie  privée,  A5439 

Notes  on  agriculture  : Lanark  County,  Al  268 
Notice  : certification  training  programs,  A2453, 
A5340 

Notice  of  amendments  to  the  regulations  for 
mines  and  mining  plants  (R.R.O.  854/90), 
A2407 

Notice  of  proposed  changes  to  occupational 
exposure  limits  of  113  substances,  A2408 
Notice  to  the  exploration  industry,  A2409, 
A5339 

Notre  organisation  et  nos  actions,  A5428 
Nous  vous  présentons  Over/under  de  Sport 
select,  A5497 

Le  nouveau  modèle  de  carte  réprimera  la 
fraude,  A4634 

Le  nouveau  système  d’aménagement  du 
territoire  en  Ontario,  A4955 
La  nouvelle  carte  santé  de  l’Ontario,  A4595 
Nouvelles  4-H,  A4679 
Les  nouvelles  du  globe,  A4904 
Nouvelles  du  parc  Algonquin,  A5027 
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Nouvelles  du  SBOS,  A4944 
Nouvelles  (Ministère  des  services  sociaux  et 
communautaires),  A5164 
Nouvelles  règles  concernant  les  appartements 
aménagés  dans  les  maisons,  A4966 
Nouvelles  sur  l’intégration  des  transports  en 
commun,  A5176 
Ntumba,  M.,  A3464 

Nurse  practitioners  in  Ontario  : a plan  for  their 
education  and  employment,  A2239,  A4619 
Nursery  notes  ; no.  130,  A2607 
Nursing  Act,  1991,  A969,  A4183 
Nursing  Homes  Act,  A970,  A4184 
Nutrient  budget  data  for  the  watersheds  of 
Rice  Lake  and  Sturgeon  Lake,  A1 929 
Nutrient  management  worksheet  for  manure, 
A1300 

NWST  information  report  ; IR-001,  A2655 
NWST  technical  report  ; TR-91,  A2562 
NWST  technical  report  ; TR-92,  A2594 
NWST  technical  report  ; TR-93,  A2566 
NWST  ; TN-31,  A2680 

NWST  workshop  proceedings  ; WP-001,  A2611 
NWST  workshop  proceedings  ; W P-002, 

A2512 

NWST  workshops,  A2655 

O que  fazer-  se  precisares  de  ajuda  com  o 
alcool  ou  outras  drogas,  A38 
O.  Reg.  629/94  : Diving  Operations,  A977 
O seu  guia  sobre  o novo  cartâo  de  saude  do 
Ontario  com  fotografia,  A2240 
OAC  arts  research  report,  A3251,  A3256 
OAC  notepad,  A3252,  A4400 
OAIP,  Ontario  assessment  instrument  pool, 
A1734,  A1762 

Oak  Ridges  Moraine  area  planning  study, 
A2670,  A2702,  A2738 
Oak  Ridges  Moraine  Citizens’  Advisory 
Committee,  A2737 

The  Oak  Ridges  Moraine  strategy  for  the 
Greater  Toronto  Area,  A2737 
Oak  Ridges  Moraine  Technical  Working 
Committee,  A2737 

Oak  Ridges  Moraine  trail  study  : phase  I - 
inventory  mapping,  A2738 
Oastler  Lake  Provincial  Park,  A2739 
Obabika  Lake  North  old  growth  forest,  A2740 
Obatanga,  A2741 , A5079 
Obatanga  Provincial  Park,  A2741,  A2742, 
A5080 

Objectif  équité,  première  étape,  A4412 
Objectif  forêts,  A2623,  A5081 
Objectif  (Société  ontarienne  d’assurance- 
dépôts),  Al 29,  A5525,  A5530 
ObjectifEmploi  Ontario  fiche  d’information, 
A5138,  A5142,  A5143,  A5149,  A5151,  A5153 
ObjectifEmploi  Ontario  - la  perspective  des 
bénéficiaires,  A5149 


Objectifs  commerciaux  de  l’exploitation  laitière, 
A4760 

Objectifs  d’études  : mécanicien/mécanicienne 
de  machines  fixes,  troisième  classe,  A4476 
L’obligation  de  signaler  les  cas  d’enfants 
maltraités,  A5150 
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Order  M-529  : Regional  Municipality  of  Peel, 
A339 

Order  M-530  : Metropolitan  Toronto  Police 
Services  Board,  A340 

Order  M-531  : the  Corporation  of  the  City  of 
Oshawa,  A341 


Order  M-532  : Metropolitan  Toronto  Police 
Services  Board,  A342 

Order  M-533  : Carleton  Board  of  Education, 
A343 

Order  M-534  : Town  of  Richmond  Hill,  A344 
Order  M-535  : Regional  Municipality  of 
Niagara,  A345 

Order  M-536  : the  Corporation  of  the  Township 
of  Howick,  A346 

Order  M-537  : Wentworth  County  Board  of 
Education,  A347 

Order  M-538  : Board  of  Education  for  the 
Borough  of  East  York,  A348 
Order  M-539  : Metropolitan  Toronto  Police 
Services  Board,  A349 
Order  M-540  : Ottawa  Public  Library,  A350 
Order  M-542  : Township  of  North  Easthope, 
A351 

Order  M-543  : Town  of  Amherstburg  Police 
Services  Board,  A352 

Order  M-544  : Hamilton-Wentworth  Regional 
Police  Services  Board,  A353 
Order  M-545  : Town  of  Penetanguishene, 

A354 

Order  M-546  : Metropolitan  Toronto  School 
Board,  A355 

Order  M-547  : City  of  Thunder  Bay,  A356 
Order  M-548  : City  of  Niagara  Falls,  A357 
Order  M-549  : North  York  Board  of  Education, 
A358 

Order  M-550  : Durham  Regional  Police 
Services  Board,  A359 
Order  M-551  : Metropolitan  Toronto  Police 
Services  Board,  A360 

Order  M-552  : London  Police  Services  Board, 
A361 

Order  M-554  : Barrie  Police  Services  Board, 
A362 

Order  M-555  : Toronto  Board  of  Education, 
A363 

Order  M-556  : Scarborough  Board  of 
Education,  A364 

Order  M-557  : Board  of  Education  for  the  City 
of  Etobicoke,  A365 

Order  M-558  : Ottawa-Carleton  Regional 
Police  Services  Board,  A366 
Order  M-559  : Carleton  Board  of  Education, 
A367 

Order  M-560  : Regional  Municipality  of 
Haldimand-Norfolk,  A368 
Order  M-561  : Regional  Municipality  of  Peel 
Police  Services  Board,  A369 
Order  M-562  : Credit  Valley  Conservation 
Authority,  A370 

Order  M-563  : Carleton  Roman  Catholic 
School  Board,  A371 

Order  M-564  : Metropolitan  Toronto  Police 
Services  Board,  A372 
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Order  M-565  : Amherstburg  Police  Services 
Board , A373 

Order  M-566  : Credit  Valley  Conservation 
Authority,  A374 

Order  M-567  : Niagara  Regional  Police 
Services  Board,  A375 

Order  M-568  : York  Regional  Police  Services 
Board,  A376 

Order  M-569  : Niagara  Regional  Police 
Services  Board,  A377 
Order  M-570  : City  of  Toronto,  A378 
Order  M-571  : Town  of  Dryden,  A379 
Order  M-572  : Richmond  Hill  Public  Library, 
A380 

Order  M-573  : Leeds,  Grenville  and  Lanark 
District  Health  Unit,  A381 
Order  M-574  : Township  of  West  Lincoln,  A382 
Order  M-575  : Regional  Municipality  of 
Haldimand-Norfolk,  A383 
Order  M-576  : Town  of  Valley  East,  A384 
Order  M-577  : Township  of  Osnabrück,  A385 
Order  M-578  : City  of  Peterborough,  A386 
Order  M-579  : Peel  Regional  Police  Services 
Board,  A387 

Order  M-580  : Township  of  Portland,  A388 
Order  M-581  : Toronto  Board  of  Education, 
A389 

Order  M-582  : City  of  Vaughan,  A390 
Order  M-583  : Board  of  Education  for  the  City 
of  York,  A391 

Order  M-584  : Halton  Regional  Police  Services 
Board,  A392 

Order  M-585  : Thunder  Bay  District  Health 
Unit,  A393 

Order  M-586  : the  Corporation  of  the  Town  of 
Whitby,  A394 

Order  M-587  : Hawkesbury  Police  Services 
Board,  A395 

Order  M-588  : City  of  Scarborough,  A396 
Order  M-589  : Town  of  Collingwood,  A397 
Order  M-590  : Niagara  Regional  Police 
Services  Board,  A398 

Order  M-591  : Fort  Frances-Rainy  River  Board 
of  Education,  A399 
Order  M-592  : City  of  Toronto,  A400 
Order  M-593  : the  Corporation  of  the  Town  of 
Whitby,  A401 

Order  M-594  : Municipality  of  the  Township  of 
Tiny,  A402 

Order  M-595  : Hamilton-Wentworth  Regional 
Police  Services  Board,  A403 
Order  M-596  : Board  of  Education  for  the  City 
of  Hamilton,  A404 

Order  M-597  : Board  of  Education  for  the  City 
of  Hamilton,  A405 

Order  M-598  : Board  of  Education  for  the  City 
of  Hamilton,  A406 

Order  M-599  : Municipality  of  Metropolitan 
Toronto,  A407 
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Order  M-600  : Municipality  of  the  Township  of 
Tiny,  A408 

Order  M-601  : Metropolitan  Toronto  Police 
Services  Board,  A409 
Order  M-602  : Toronto  Transit  Commission, 

A410 

Order  M-603  : Metropolitan  Toronto  Police 
Services  Board,  A41 1 

Order  M-604  : Board  of  Education  for  the  City  j 
of  Hamilton,  A412 

Order  M-605  : Board  of  Education  for  the  City 
of  Hamilton,  A413 

Order  M-606  : Municipality  of  Metropolitan 
Toronto,  A414 

Order  M-607  : Township  of  Osprey,  A415 
Order  M-608  : Goderich  Police  Services  Board,  f 
A416 

Order  M-609  : Town  of  Oakville,  A417 
Order  M-610  : Hamilton-Wentworth  Regional 
Police  Services  Board,  A418 
Order  M-611  : City  of  North  York,  A419 
Order  M-612  : Port  Hope  Police  Services 
Board,  A420 

Order  M-613  : Metropolitan  Toronto  Police 
Services  Board,  A421 
Order  M-614  : City  of  Peterborough,  A422 
Order  M-615  : Toronto  Board  of  Education, 

A423 

Order  M-616  : Town  of  East  Gwillimbury,  A424 
Order  M-617  : Metropolitan  Toronto  Police 
Services  Board,  A425 

Order  M-618  : London  Police  Services  Board, 
A426 

Order  M-620  : Regional  Municipality  of 
Hamilton-Wentworth,  A427 
Order  M-621  : Sudbury  Regional  Police 
Services  Board,  A428 

Order  M-622  : Nepean  Police  Services  Board, 
A429 

Order  M-623  : Metropolitan  Toronto  Police 
Services  Board,  A430 
Order  M-624  : Metropolitan  Toronto  Police 
Services  Board,  A431 
Order  M-625  : Municipality  of  Metropolitan 
Toronto,  A432 

Order  M-626  : Credit  Valley  Conservation 
Authority,  A433 

Order  M-627  : City  of  Cornwall,  A434 
Order  M-628  : Metropolitan  Toronto  Police 
Services  Board,  A435 

Order  M-629  : Ingersoll  Police  Services  Board, 
A436 

Order  M-630  : City  of  Port  Colborne,  A437 
Order  M-631  : Municipality  of  Metropolitan 
Toronto,  A438 

Order  M-632  : the  Corporation  of  the  Township 
of  Temagami,  A439 

Order  M-633  : Municipality  of  Metropolitan 
Toronto,  A440 


NAME/TITLE  INDEX  DES  NOMS/TITRES 

Order  M-634  : York  Regional  Police  Services 
Board , A441 

Order  M-635  : Metropolitan  Separate  School 
Board  [Toronto],  A442 
Order  M-636  : Town  of  Gravenhurst,  A443 
Order  M-637  : the  Corporation  of  the  Town  of 
Pickering,  A444 

Order  M-638  : City  of  Mississauga,  A445 
Order  M-639  : Carleton  Roman  Catholic 
School  Board,  A446 
Order  M-640  : Regional  Municipality  of 
Waterloo,  A447 

Order  M-641  : the  Corporation  of  the  Town  of 
Kirkland  Lake,  A448 

Order  M-642  : Ottawa  Board  of  Education, 
A449 

Order  M-643  : Oshawa  Public  Utilities 
Commission,  A450 
Order  M-644  : London  Hydro,  A451 
Order  M-645  : Municipality  of  Metropolitan 
Toronto,  A452 

Order  M-646  : Metropolitan  Toronto  Police 
Services  Board,  A453 
Order  M-647  : Haliburton,  Kawartha,  Pine 
Ridge  District  Health  Unit,  A454 
Order  M-648  : Durham  Regional  Police 
Services  Board,  A455 
Order  M-649  : Ottawa  Regional  Police 
Services  Board,  A456 
Order  M-650  : City  of  Niagara  Falls,  A457 
Order  M-651  : City  of  Sarnia,  A458 
Order  M-652  : the  Corporation  of  the  City  of 
York,  A459 

Order  M-653  : the  Board  of  Education  for  the 
City  of  Hamilton,  A460 

Order  M-654  : Metropolitan  Separate  School 
Board  [Toronto],  A461 
Order  M-655  : Metropolitan  Toronto  Police 
Services  Board,  A462 

Order  M-656  : Thunder  Bay  Police  Services 
Board,  A463 

Order  M-657  : Metropolitan  Licensing 
Commission,  A464 

Order  M-658  : the  Board  of  Education  for  the 
City  of  Hamilton,  A465 
Order  M-659  : City  of  Mississauga,  A466 
The  Order  of  Ontario,  A2372,  A4948 
Order  P-803  : Ministry  of  Consumer  and 
Commercial  Relations,  A467 
Order  P-805  : Ministry  of  Community  and 
Social  Services,  A468 
Order  P-806  : Ministry  of  Community  and 
Social  Services,  A469 
Order  P-807  : Ministry  of  Health,  A470 
Order  P-809  : Ministry  of  Natural  Resources, 
A471 

Order  P-810  : Fanshawe  College  of  Applied 
Arts  and  Technology,  AM 2 
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Order  P-811  : Ministry  of  Natural  Resources, 
A473 

Order  P-812  : Ministry  of  Consumer  and 
Commercial  Relations,  A474 
Order  P-813  : Ministry  of  Education  and 
Training,  A475 

Order  P-814  : Ministry  of  Education  and 
Training,  A476 

Order  P-815  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  AMT  . 

Order  P-816  : Ontario  Human  Rights 
Commission,  A478 

Order  P-8Î7  : Ministry  of  Community  and 
Social  Services,  AM 9 
Order  P-818  : Ministry  of  Health,  A480 
Order  P-819  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A481 
Order  P-820  : Ontario  Criminal  Code  Review 
Board,  A482 

Order  P-821  : Ontario  Criminal  Code  Review 
Board,  A483 

Order  P-822  : Ontario  Criminal  Code  Review 
Board,  A484 

Order  P-823  : Ministry  of  the  Attorney  General, 
A485 

Order  P-824  : Ministry  of  Finance,  A486 
Order  P-825  : Ministry  of  Labour,  A487 
Order  P-826  : Ministry  of  Transportation,  A488 
Order  P-827  : Ministry  of  Consumer  and 
Commercial  Relations,  A489 
Order  P-828  : Ministry  of  Community  and 
Social  Services,  A490 

Order  P-829  : Management  Board  Secretariat, 
A491 

Order  P-830  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A492 
Order  P-831  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A493 
Order  P-832  : Ontario  Hydro,  A494 
Order  P-833  : Ministry  of  Health,  A495 
Order  P-834  : Management  Board  of  Cabinet, 
A496 

Order  P-835  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A497 
Order  P-836  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A498 
Order  P-837  : Ministry  of  Community  and 
Social  Services,  A499 
Order  P-838  : Ministry  of  Citizenship,  A500 
Order  P-839  : Ministry  of  Economic 
Development  and  Trade,  A501 
Order  P-840  : Ontario  Criminal  Code  Review 
Board,  A502 

Order  P-841  : Ministry  of  Natural  Resources, 
A503 

Order  P-842  : Ministry  of  the  Attorney  General, 
A504 

Order  P-843  : Ministry  of  Education  and 
Training,  A505 
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Order  P-844  : Ministry  of  Community  and 
Social  Services,  A506 
Order  P-845  : Ministry  of  Education  and 
Training,  A507 

Order  P-846  : Ministry  of  Environment  and 
Energy,  A508 

Order  P-847  : Ministry  of  Finance,  A509 
Order  P-848  : Ontario  Human  Rights 
Commission,  A510 

Order  P-849  : Ministry  of  the  Attorney  General, 
A511 

Order  P-850  : Ministry  of  Natural  Resources, 
A512 

Order  P-851  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A513 
Order  P-852  : Ministry  of  Health,  A514 
Order  P-853  : Ministry  of  Environment  and 
Energy,  A515 

Order  P-854  : Ministry  of  Housing,  A516 
Order  P-855  : Ministry  of  Health,  A517 
Order  P-856  : Ministry  of  Economic 
Development  and  Trade,  A518 
Order  P-857  : Ministry  of  Natural  Resources, 
A519 

Order  P-858  : Ministry  of  Education  and 
Training,  A520 

Order  P-859  : Ontario  Human  Rights 
Commission,  A521 

Order  P-860  : Ministry  of  Finance,  A522 
Order  P-861  : Ministry  of  Community  and 
Social  Sen/ices,  A523 
Order  P-862  : Ministry  of  Community  and 
Social  Services,  A524 
Order  P-863  : Ministry  of  Housing,  A525 
Order  P-864  : Ministry  of  the  Attorney  General, 
A526 

Order  P-865  : Ministry  of  Finance,  A527 
Order  P-866  : Ministry  of  the  Attorney  General, 
A528 

Order  P-867  : Ministry  of  Health,  A529 
Order  P-868  : Ministry  of  Health,  A530 
Order  P-869  : Ministry  of  Health,  A531 
Order  P-870  : Ministry  of  Health,  A532 
Order  P-871  : Ministry  of  Finance,  A533 
Order  P-872  : Ministry  of  Community  and 
Social  Services,  A534 

Order  P-873  : Ministry  of  Natural  Resources, 
A535 

Order  P-874  : Ontario  Hydro,  A536 
Order  P-875  : Ministry  of  Natural  Resources, 
A537 

Order  P-876  : Ministry  of  Finance,  A538 
Order  P-877  : Ontario  Hydro,  A539 
Order  P-878  : Ministry  of  Citizenship,  A540 
Order  P-879  : Ministry  of  Education  and 
Training,  A541 

Order  P-880  : Ministry  of  the  Attorney  General, 
A542 


Order  P-881  : Ontario  Human  Rights 
Commission,  A543 

Order  P-882  : Ministry  of  Natural  Resources, 
A544 

Order  P-883  : Ministry  of  Consumer  and 
Commercial  Relations,  À545 
Order  P-884  : Ministry  of  Health,  A546 
Order  P-885  : Ministry  of  Natural  Resources, 
A547 

Order  P-886  : Ontario  Northland  Transportation  I 
Commission,  A548 

Order  P-887  : Ministry  of  Community  and 
Social  Services,  A549 

Order  P-888  : Ministry  of  Natural  Resources, 
A550 

Order  P-889  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A551 
Order  P-890  : Ministry  of  Housing,  A552 
Order  P-891  : Ministry  of  Citizenship,  A553 
Order  P-892  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A554 
Order  P-893  : Ministry  of  the  Solicitor  General  \ 
and  Correctional  Services,  A555 
Order  P-894  : Ministry  of  the  Attorney  General,  ■ 
A556 

Order  P-895  : Ministry  of  Health,  A557 
Order  P-896  : Ministry  of  Environment  and 
Energy,  A558 

Order  P-897  : Ontario  Insurance  Commission, 
A559 

Order  P-898  : Ontario  Insurance  Commission, 
A560 

Order  P-899  : Ontario  Insurance  Commission, 
A561 

Order  P-900  : Ontario  Insurance  Commission, 
A562 

Order  P-901  : Ontario  Hydro,  A563 
Order  P-902  : Ministry  of  Community  and 
Social  Services,  A564 
Order  P-903  : Ontario  Human  Rights 
Commission,  A565 

Order  P-904  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A566 
Order  P-905  : Liquor  Control  Board  of  Ontario, 
A567 

Order  P-906  : Ministry  of  Finance,  A568 
Order  P-907  : Ministry  of  the  Attorney  General,  I 
A569 

Order  P-908  : Ontario  Native  Affairs 
Secretariat,  A570 

Order  P-909  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A571 
Order  P-910  : Ministry  of  Finance,  A572 
Order  P-911  : Ministry  of  Finance,  A573 
Order  P-912  : Ontario  Criminal  Code  Review 
Board,  A574 

Order  P-913  : Ministry  of  Health,  A575 
Order  P-914  : Ministry  of  the  Attorney  General, 
A576 
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Order  P-915  : Ministry  of  the  Solicitor  General 

I and  Correctional  Services , A577 
Order  P-916  : Ministry  of  Natural  Resources , 
A578 

Order  P-917  : Ministry  of  Community  and 
Social  Services , A579 

Order  P-918  : Ministry  of  the  Solicitor  General 
and  Correctional  Services , A580 
Order  P-919  : Criminal  Injuries  Compensation 
Board,  A581 

Order  P-920  : Ministry  of  the  Attorney  General, 
A582 

Order  P-921  : Sheridan  College  of  Applied  Arts 
and  Technology,  A583 
Order  P-922  : Ministry  of  Natural  Resources, 
A584 

Order  P-923  : Ministry  of  Finance,  A585 
Order  P-924  : Ministry  of  the  Attorney  General, 
A586 

Order  P-925  : Ministry  of  Natural  Resources, 
A587 

Order  P-926  : Ministry  of  Community  and 
Social  Services,  A588 
Order  P-927  : Ministry  of  Health,  A589 
Order  P-928  : Ministry  of  the  Attorney  General, 
A590 

Order  P-929  : Ministry  of  Environment  and 
Energy,  A591 

Order  P-930  : Ministry  of  Community  and 
Social  Services,  A592 

Order  P-932  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A593 
Order  P-933  : Ministry  of  Environment  and 
Energy,  A594 

Order  P-934  : Ontario  Hydro,  A595 
Order  P-935  : Ministry  of  Finance,  A596 
Order  P-936  : Ministry  of  Community  and 
Social  Services,  A597 

Order  P-937  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A598 
Order  P-938  : Ministry  of  Environment  and 
Energy,  A599 

Order  P-939  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A600 
Order  P-940  : Ministry  of  Health,  A601 
Order  P-941  : Ontario  Lottery  Corporation, 
A602 

Order  P-942  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A603 
Order  P-943  : Ministry  of  Citizenship,  A604 
Order  P-944  : Ministry  of  Municipal  Affairs, 
A605 

Order  P-945  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A606 
Order  P-946  : Ministry  of  Consumer  and 
Commercial  Relations,  A607 
Order  P-947  : Ministry  of  Community  and 
Social  Services,  A608 


Order  P-948  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A609 
Order  P-949  : Ontario  Native  Affairs 
Secretariat,  A610 

Order  P-950  : Ministry  of  Transportation,  A611 
Order  P-951  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A612 
Order  P-953  : Ministry  of  Community  and 
Social  Services,  A61 3 
Order  P-954  : Ministry  of  Finance,  A614 
Order  P-955  : Ministry  of  Natural  Resources, 
Northern  Development  and  Mines,  A615 
Order  P-956  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A616 
Order  P-957  : Ministry  of  Finance,  A617 
Order  P-958  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A618 
Order  P-959  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A61 9 
Order  P-960  : Ministry  of  Community  and 
Social  Services,  A620 

Order  P-961  : Ministry  of  Natural  Resources, 
A621 

Order  P-962  : Ministry  of  Community  and 
Social  Services,  A622 
Order  P-963  : Ministry  of  Community  and 
Social  Services,  A623 

Order  P-964  : Ministry  of  Natural  Resources, 
A624 

Order  P-965  : Ministry  of  Community  and 
Social  Services,  A625 
Order  P-966  : Ministry  of  Environment  and 
Energy,  A626 

Order  P-967  : Ministry  of  Community  and 
Social  Services,  A627 
Order  P-968  : Ministry  of  Northern 
Development  and  Mines,  A628 
Order  P-969  : Ministry  of  Community  and 
Social  Services,  A629 

Order  P-970  : Ministry  of  the  Attorney  General, 
A630 

Order  P-972  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A631 
Order  P-973  : Ontario  Human  Rights 
Commission,  A632 

Order  P-974  : Ministry  of  Environment  and 
Energy,  A633 

Order  P-975  : Liquor  Control  Board  of  Ontario, 
A634 

Order  P-976  : Ontario  Insurance  Commission, 
A635 

Order  P-977  : Ministry  of  Consumer  and 
Commercial  Relations,  A636 
Order  P-978  : Ministry  of  Citizenship,  Culture 
and  Recreation,  A637 

Order  P-979  : Ministry  of  Natural  Resources, 
A638 

Order  P-980  : Ministry  of  the  Attorney  General, 
A639 
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Order  P-981  : Ontario  Human  Rights 
Commission , A640 

Order  P-982  : Ministry  of  the  Attorney  General, 
A641 

Order  P-983  : Ministry  of  Community  and 
Social  Services,  A642 

Order  P-984  : Ministry  of  the  Attorney  General, 
A643 

Order  P-985  : Ministry  of  Transportation,  A644 
Order  P-986  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A645 
Order  P-987  : Ministry  of  the  Attorney  General, 
A646 

Order  P-988  : Ministry  of  the  Attorney  General, 
A647 

Order  P-989  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A648 
Order  P-990  : Ministry  of  Labour,  A649 
Order  P-991  : Ministry  of  Community  and 
Social  Services,  A650 
Order  P-992  : Ministry  of  Community  and 
Social  Services,  A651 

Order  P-993  : Ministry  of  the  Attorney  General, 
A652 

Order  P-994  : Ministry  of  the  Attorney  General, 
A653 

Order  P-995  : Ministry  of  the  Attorney  General, 
A654 

Order  P-996  : Ontario  Human  Rights 
Commission,  A655 

Order  P-997  : Ministry  of  the  Attorney  General, 
A656 

Order  P-998  : Ministry  of  the  Attorney  General, 
A657 

Order  P-999  : Ministry  of  the  Solicitor  General 
and  Correctional  Services,  A658 
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(1991),  A1950 

Pic  et  pic  et  maiasaure,  A3929,  A5397 
Pick  3,  A3640,  A5502 
Pick  4,  A3641 , A5503 
Pick  me  up,  A3642,  A5504 
Pick  your  own  : a guide  to  fruit  and  vegetable 
farms,  farmers’  markets,  A1331 
Pickering  A unit  2 primary  heat  transport  relief 
valve  failure  event,  December  10,  1994, 
A3351 

Pickering,  J.,  A1201,  A4694 
Pickering  Nuclear  Generating  Station-A  : 
quarterly  technical  report,  A3352 
Pickering  Nuclear  Generating  Station-B  : 
quarterly  technical  report,  A3355 
A pictorial  history  of  Algonquin  Provincial  Park, 
A2768 

Pierre  d’échantillon  Ontario,  Canada  : 
producteurs  et  projets  avancés,  A2930, 
A5213 

Pigeon  Lake  walleye  transfers  from 

Bobcaygeon  to  Omemee,  1989-1992,  A2769 
Pilkey,  A.C.,  A2480,  A4958 
Pilla,  N.J.,  A3877 

Pilot  Insurance  Company,  A3365,  A3389, 
A3393,  A3398,  A3399,  A3432,  A3438, 
A3462,  A3468,  A3473,  A3474,  A3492, 
A3493,  A3500,  A3505,  A3506,  A3520, 
A3527,  A3531 

Pilot  project  for  community  cancer  clinic 
evaluation,  A3896 

Pilot  study  for  the  development  of  a biological 
reference  material  for  organochlorine 
contaminants,  A2100 
Le  pin  blanc,  A5092 

Pinery  Provincial  Park  : information  guide, 
A2770 

Pinto,  F.,  A2525 
Pintus,  C.,  A3519 
The  pipeline,  A1332 

Piste  cyclable  Minnesing  : Parc  provincial 
Algonquin,  A2720,  A5073 
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Place  aux  arts  : pratiques  culturelles  des 
Ontariens,  A4404 

Placement  coordination  services  manual  : 
implementation  copy,  A2322 
A plain  language  guide  to  the  Environmental 
Assessment  Act,  A1951 

Plan  ahead  : fire  safety  in  apartment  buildings, 
A3215,  A4233 

Plan  budgétaire  de  l’Ontario,  1995  : points 
saillants,  A4990 

Plan  budgétaire  de  l’Ontario  de  1995,  A4989 
Plan  d’action  contre  le  cancer  : un  programme 
complet,  A4636 

j Plan  d’action  pour  la  durabilité  des  forêts, 
A2775,  A5093 

| Plan  de  formation  (Service  des  bibliothèques 
de  l’Ontario-Sud),  Al 577,  A4587 

! Plan  du  gestion  du  Parc  provincial  du  lac 
Supérieur,  A5094 

Les  plan  officiels  et  les  modifications,  A4956 
Plan  sectoriel  de  formation,  A4826 
Plan  stratégique,  1994-1999,  A3948,  A4535 
Plan  stratégique  de  transport  pour  la  région  de 
Niagara  et  du  lac  Érié,  A5191 
Plan  vert  Canada-Ontario  en  agriculture,  A4811 
Planification  d’urgence  en  Ontario  : réponse 
communautaire  face  à la  menace  de  la  rage 
du  raton  laveur,  A5095 
Planification  stratégique,  A4764 
Planification  successorale  en  agriculture, 

A4765 

Planning  a school  tree  plant,  A2771 
Planning  Act,  Al 009,  A4196 
Planning  and  Design  Section  (Ministry  of 
Transportation),  A3073,  A3082,  A3087, 
A3092-A3095,  A3097,  A3100,  A3101,  A3104, 
A3106-A3108,  A3112,  A3113,  A3133,  A3143 
Planning  and  Implementation  Commission, 
A3858,  A3859 

Planning,  Engineering  and  Construction 
(Ministry  of  Transportation),  A3105 
Planning  for  the  future  : strategie  plan  1994, 
A3990 

Planning  for  tree  planting,  A2772 
Planning  in  northern  Ontario,  A2477 
Planning  reform  in  Ontario  bulletin  ; 1,  A2474 
Planning  reform  in  Ontario  bulletin  ; 2,  A2478 
Planning  reform  in  Ontario  bulletin  ; 3,  A2468 
Planning  reform  in  Ontario  bulletin  ; 4,  A2482 
Planning  reform  in  Ontario  bulletin  ; 5,  A2481 
Planning  reform  in  Ontario  bulletin  ; 6,  A2477 
The  planning  system  review  ministry 
recommendations,  A2756 
Planning  withdrawal  management  services, 

A21 

Les  plans  de  lotissement,  A4957 
Plans  of  subdivision,  A2478 
Plantes  communes  de  la  forêt  boréale  dans  les 
parcs  provinciaux,  A5050 


Plantes  ligneuses  à feuilles  larges  persistantes 
pour  jardins  privés,  A4766 
The  plants  and  flowers  of  the  Queen’s  Park 
xeriscape  garden,  A1093 
Plastic  and  synthetic  resin,  A1 686 
Player’s  guide  : 3 cards  up,  A3585 
Player’s  guide  : 3 to  win,  A3586 
Player’s  guide  : Ballpark  bucks,  A3588 
Player’s  guide  : Banco,  A3589 
Player’s  guide  : Be  my  lucky  valentine,  A3590 
Player’s  guide  : Beat  the  heat,  A3591 
Player’s  guide  : Cash  explosion,  A3592 
Player’s  guide  : Celebration  96,  A3593 
Player’s  guide  : Cool  it  for  an  instant,  A3598 
Player’s  guide  : Dream  house,  A3594 
Player’s  guide  : Encore,  A3595 
Player’s  guide  : Fireworks,  A3597 
Player’s  guide  : Four  seasons,  A3599 
Player’s  guide  : Go  bananas,  A3600 
Player’s  guide  : Hallowe’en  cash,  A3601 
Player’s  guide  : High  5,  A3602 
Player’s  guide  : Holiday  cash,  A3603 
Player’s  guide  : Holiday  cheer,  A3604 
Player’s  guide  : Hot  7s,  A3605 
Player’s  guide  : Hunt  for  cash/Chasse  aux 
trésors,  A3606 

Player’s  guide  : Indy  car  fever,  A3607 
Player’s  guide  : Instant  6/49,  A3608 
Player’s  guide  : Instant  keno,  A3609,  A3610 
Player’s  guide  : Instant  Monopoly,  A3611 
Player’s  guide  : Joker’s  wild,  A3613 
Player’s  guide  : Jumpin’  jack  cash,  A3614 
Player’s  guide  : Just  for  two,  A3615 
Player’s  guide  : License  to  win,  A3616 
Player’s  guide  : Loose  change,  A3617 
Player’s  guide  : Lotto  649,  A3619 
Player’s  guide  : Lotto  super  7 : combination 
play,  A3629 

Player’s  guide  : Lucky  loonie,  A3631 
Player’s  guide  : Lucky  numbers,  A3632 
Player’s  guide  : Lucky  O’lnstant,  A3633 
Player’s  guide  : Moneybees/Ruche  de 
richesse,  A3634 

Player’s  guide  : Monster  cash  doubler,  A3635 
Player’s  guide  : Ontario  instant  millions, 

A3636,  A3637 

Player’s  guide  : Over  drive,  A3639 
Player’s  guide  : Pick  3,  A3640 
Player’s  guide  : Pick  4,  A3641 
Player’s  guide  : Pick  me  up,  A3642 
Player’s  guide  : Royal  flush,  A3644 
Player’s  guide  : Sand  dollars,  A3645 
Player’s  guide  : Score  with  the  Ottawa 
Senators,  A3646 

Player’s  guide  : Score  with  the  Toronto  Maple 
Leafs,  A3647 

Player’s  guide  : Shopping  spree,  A3648 
Player’s  guide  : Snow  magic,  A3649 
Player’s  guide  : Stocking  stuff er,  A3651 
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Player’s  guide  : Sun  splash,  A3653 
Player’s  guide  supplement  : Ottawa  jackpot/ 
Gros  lot  d’Ottawa,  A3638 
Player’s  guide  : Sweetheart  cash,  A3654 
Player’s  guide  : Wintario  20th  anniversary, 
A3657 

Player’s  guide  : Wintario  classic,  A3658 
Player’s  guide  : Winterlude/Bal  de  neige, 

A3659 

Player's  guide  : Year  of  the  rooster,  A3660 
Playing  lotteries  makes  us  all  winners!,  A3643 
Pleau,  J.H.,  A2087 

Plein  air  : joies  du  plein  air  chez  nous  : guide  à 
l’intention  des  chefs  de  groupe  et  des 
jeunes  animateurs,  A4767 
Pletsch,  D„  Al 324 

Plombier/plombière  : normes  de  formation  par 
l’apprentissage,  A3812,  A4485 
Plumber  : apprenticeship  training  standards, 
A3812,  A4485 

Plums  (Prunus  species),  Al  333 
A pocket  guide  to  Ontario’s  Freedom  of 
Information  and  Protection  of  Privacy  Act, 
A729,  A4258 

A pocket  guide  to  Ontario’s  Municipal  Freedom 
of  Information  and  Protection  of  Privacy  Act, 
A730,  A4259 

POEEM  : Programme  ontarien 

d’encouragement  à l’exploration  minière, 
A2929,  A5217 

Pog  Lake  campground  : Algonquin  Provincial 
Park,  A2773,  A5096 

Point  Farms  Provincial  Park,  A2774,  A5097 
Le  point  sur-,  A4885,  A4890,  A4902,  A4909, 
A4922-A4924 

Le  point  sur  la  réforme  de  l’éducation,  Al 800, 
A4881 

Le  point  sur  le  financement  des  élections, 
A4378 

Le  point  sur  les  élections,  A4379 
Points  saillants  du  plan  budgétaire  de  1995, 
A4990 

Points  saillants  du  rapport  annuel  (Conseil  du 
régime  de  retraite  des  enseignantes  et  des 
enseignants),  A4420,  A4422 
Points  saillants  : plan  budgétaire  de  l’Ontario, 
1995,  A4990 

Poirier,  D.G.,  A1805,  A1806 
Polar  Bear  Express  excursion  package  tours, 
A3706,  A4301 

Polar  Bear  Express  : schedule,  A3707,  A4300 
The  Polar  Bear  Express  : summer  excursion 
train  to  the  edge  of  the  Arctic,  A3708 
Police  and  youth  : “looking  to  the  future”, 
A3070,  A5335 

La  police  et  les  jeunes  : “un  regard  vers 
l’avenir”,  A3070,  A5335 
Police  Services  Act,  Al  010,  A4197 
Policy  Analysis  Branch,  A1422-A1427 


Policy  Analysis  Branch  (Ministry  of  Agriculture, 
Food  and  Rural  Affairs),  A1422-A1427 
Policy  and  Farm  Finance  Division,  A1428, 
A1429 

Policy  and  Planning  Branch,  A2080 
Policy  and  Planning  Branch  (Ministry  of  the 
Environment),  A2080 
Policy  and  Program  Division,  A2890 
Policy  and  Program  Division  (Ministry  of 
Natural  Resources),  A2890 
Policy  Development  and  Intergovernmental 
Relations  Division,  A2081 
Policy  Division,  A1952 

Policy  framework  for  services  funded  under  the 
Child  and  Family  Sen/ices  Act  : directions 
for  implementation,  A1482 
Policy  framework  for  sustainable  forests, 

A2775 

Policy,  Programs  and  Research  Branch, 

A2324 

Policy,  Programs  and  Research  Branch 
(Ministry  of  Health),  A2324 
Policy  report,  A3991,  A4312 
Policy  statements,  A2467 
Political  contributions  in  Ontario,  A120 
Politiques  en  matière  d’alcool  et  de  drogues  : 
guide  à l’intention  des  conseils  scolaires, 
A4524 

Pollution  prevention  planning  : guidance 
document  and  workbook,  Al  953 
Pollution  Prevention  Pledge  Program,  Al  91 5 
Pollution  Prevention  Pledge  Program  1994 
award  winners,  A1954 

Pollution  Prevention  Pledge  Program  : guide  to 
awards,  A1955,  A4913 
Pollution  Probe,  A1938 
Polus,  D.,  A3401 
Pomiculture,  A1334 
Pond,  D„  A835,  A845,  A846,  A853 
Un  pont  vers  l’avenir,  A5535 
Pope,  R. J.,  Al 81 5 

La  population  ontarienne  veut  un  traitement 
équitable  de  la  part  du  gouvernement 
fédéral,  A2370,  A4949 
Pork  news  & views,  Al  335 
Port  Burwell  Provincial  Park  : information 
guide,  A2776 

Port  Colborne  (Ont.),  A150,  A2047 
Portch,  B.C.,  A3548 

Poseur/poseuse  de  panneaux  muraux  secs,  de 
carreaux  acoustiques  et  de  lattes  : normes 
de  formation  par  l’apprentissage,  A3762, 
A4460 

Possibilités  pour  l’amélioration  de  la  santé  : 
échec  au  cancer,  A4605,  A4606 
Possibilités  pour  l'amélioration  de  la  santé  : 
l’immunisation  : les  prochaines  étapes, 

A4617 
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Post-consumer  plastic  recycling  - the  Resource 
Plastics  Inc.  experience,  A1956 
Postes  de  travail  avec  terminal  à écran  de 
visualisation  : disposition  et  éclairage, 

A5358 

Postsecondary  education  calendar  : distance 
education,  A3949 

Potatoes  (Solanum  tuberosum),  Al  336 
Potential  mercury  amelioration  methods  in 
aquatic  ecosystems,  AI  957 
Poulton,  D.J.,  A1916 

Poultry  housing  and  management,  A1337, 
A1338 

Poultry  housing  and  management  : a guide  for 
leaders  and  youth  leaders,  A1339 
Poumons  de  béton,  A4029 
Pour  aller  au  fond  des  choses,  A4768 
Pour  éviter  un  autre  accident,  A4029 
Pour  la  durabilité  des  pêches  de  l’Ontario  : 
rapport  d’étape  sur  le  Plan  d’aménagement 
des  pêches  de  l’Ontario,  A5084 
Pour  l’amour  d’apprendre,  A4375 
Pour  l’amour  d’apprendre  : documents  de  base 
pour  la  Commission  royale  sur  l’éducation, 
A3914,  A4374 

Pour  l’amour  d’apprendre  : une  version 
abrégée,  A4376 

Pour  mieux  comprendre  la  Charte  des  droits 
environnementaux  : comment  participer, 

Al 62,  A4249,  A4250 

Pour  mieux  comprendre  la  Charte  des  droits 
environnementaux,  le  Commissaire  ia 
l’environnement,  Al 60,  A4251,  A4252 
Pour  parler  profession,  A4858 
Pourquoi  afficher  sur  les  plages?,  A2041 , 

A4907 

Les  poux  de  tête,  A4637 
Powell,  M.J.,  A2810 
The  power  of  produce,  Al  340 
The  power  of  produce  : a guide  for  leaders  and 
youth  leaders,  A1341 

The  power  of  produce  : digging  deeper,  A1342 
Powers  of  Attorney  Act,  A1011,  A4198 
A practical  guide  to  home  repairs,  A1 532 
Practices,  A236 

Les  pratiques  de  gestion  optimales  : gestion 
du  sol,  A4769 

Pratiquons  l’équité  au  travail,  A4276 
Pre-budget  consultation,  A871 , A4046 
Pre-budget  survey,  A2142 
Pre-cast  concrete  erector  : apprenticeship 
training  standards,  A3813,  A4486 
Pre-cast  concrete  finisher  : apprenticeship 
training  standards,  A3814,  A4487 
Pre-submission  consultation  in  the 
environmental  assessment  (EA)  process, 
A1958 

Precambrian  ‘95  : Western  Superior  Province  : 
fieldtrip  guidebook,  A3039 


Precambrian  geology  : Belford  Township, 

A2954 

Precambrian  geology  : Dayohessarah  Lake 
area  (central),  A2955 

Precambrian  geology  : Dayohessarah  Lake 
area  (north),  A2956 

Precambrian  geology  : Dayohessarah  Lake 
area  (south),  A2957 

Precambrian  geology  : Killala  Township,  A2958 
Precambrian  geology  : Larder  Lake  area, 
A3019,  A3020 

Precambrian  geology  : Mazinaw  area, 

Frontenac,  Lennox  and  Addington  counties, 
A3021 

Precambrian  geology  : Montcalm  Township, 
A2959 

Precambrian  geology  of  pegmatite  #1  : Raleigh 
Lake  area,  Wabigoon  Subprovince,  A2960 
Precambrian  geology  : Palmerston  Lake  area  : 
Frontenac  and  Lanark  counties,  A3022 
Precious  values,  A2777 
Précis  (Ministry  of  Environment  and  Energy), 
A1959 

Precision  Machining/Tooling  Curriculum 
Advisory  Committee,  A3753,  A3754 
Predicting  moose  population  size  using  harvest 
survey  information,  A2778 
Prediction  of  spray  deposition  and  drift  from 
the  Algonquin  airblast  sprayer,  A2779 
Preliminary  conference  program  : Smart’95  : 
the  Eleventh  Annual  General  Assembly  of 
the  World  Teleport  Association,  A3197 
Preliminary  map  (Ontario  Geological  Survey)  ; 
P.3326,  A3024 

Preliminary  map  (Ontario  Geological  Survey)  ; 
P.3327,  A3023 

Preliminary  map  (Ontario  Geological  Survey)  ; 
P.3328,  A2994 

Preliminary  map  (Ontario  Geological  Survey)  ; 
P.3329,  A2993 

Preliminary  map  (Ontario  Geological  Survey)  ; 
P3330,  A3008 

Preliminary  map  (Ontario  Geological  Survey)  ; 
P.3331,  A2996 

Preliminary  map  (Ontario  Geological  Survey)  ; 
P.3332,  A2997 

Preliminary  motion  appeal  decision  : between 
Shelley  L.P,  applicant  (appellant),  and 
Royal  Insurance  Company  of  Canada, 
insurer  (respondent),  A3562 
Preliminary  technical  report  on  the  Niagara 
River  mussel  biomonitoring  survey,  1993, 
A1960 

Le  premier  rapport  d’étape  concernant  l’Accord 
Canada-Ontario  : fiche  d’information,  A4892 
Premier  rapport  d’étape  en  vertu  de  l’Accord 
Canada-Ontario  concernant  l’écosystème  du 
bassin  des  Grands  Lacs  1994,  A4908 
Premier’s  Council,  A3860-A3867 
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Premier’s  Council  on  Economic  Renewal, 
A3868-A3873 

Premier’s  Council  on  Health,  Well-Being  and 
Social  Justice,  A2168,  A2233,  A3874-A3904 
Prendre  le  pouls  de  son  organisation , A4770 
Préparez-vous  à l'avance  : la  sécurité  incendie 
dans  les  immeubles  d’appartements,  A3215, 
A4233 

Preparing  yourself  for  parole,  A3259,  A4372 
Préparons-nous  à la  Loi  sur  l’équité  en  matière 
d’emploi  de  l’Ontario,  A4277 
Prescott  & Russell  agri-press,  Al  120 
Prescott  & Russell  agri-presse,  A4679 
Prescribed  burn  program  review,  1995,  A2780 
Prescribed  burn  review  team,  A2781 
Prescribed  burning  : fact  sheet,  A2610 
Prescription  Drug  Cost  Regulation  Act,  A1012, 
A4199 

Présentation  des  pétitions  conformément  à 
l’article  36  du  règlement,  A749,  A4034 
Presenters  list,  A3257 

La  préservation  des  terres  humides  du  Canada 
dans  le  bassin  des  Grands  Lacs,  A5098 
Préservation  et  remise  en  valeur  des  rivages 
naturels,  A5099 

Preserving  Ontario’s  harvest,  Al 343 
A presettlement  fire  history  in  an  oak-pine 
forest  near  Basin  Lake,  Algonquin  Park, 
Ontario,  A2782 

The  Presqu’ile  lighthouse,  A2783 
Presqu’ile  Provincial  Park  : facilities,  services 
and  programmes,  A2784 
Prestations-décès  versées  du  vivant  de 
l’assuré,  A3558,  A4339 
Preventing  and  assessing  occupational 
exposures  to  selected  communicable 
diseases  : an  information  manual  for 
designated  officers,  A2261 
Preventing  smoking  : tobacco  control  policies, 
A42 

Prévention  de  la  violence  faite  aux  femmes  : 
répertoire  des  ressources,  A4638 
La  prévention  du  tabagisme  : politique  de 
contrôle  sur  le  tabac,  A4525 
Prévention  et  protection  contre  les  chutes, 
A5359 

Price  book  : a guide  to  products  and  services 
at  the  LCBO,  A1052,  A1054,  A5417 
Les  primes  d'encouragement  du  registre  des 
emplois,  A4641 

Les  principes  de  la  protection  de  la  vie  privée 
pour  les  systèmes  de  courrier  électronique, 
A4260 

Les  principes  de  protection  de  la  vie  privée  et 
la  messagerie  vocale,  A4261 , A4262 
Principes  régissant  la  prestation  de  l'aide 
sociale,  Al 483,  A5152 
Principles  for  social  assistance  service 
delivery,  Al 483,  A5152 


Prinold,  H.,  A1253,  A4707 
Prior  learning  assessment  : a credit  to  the 
college  system,  A3282 
Prior  Learning  Assessment  Advisory  and 
Coordinating  Group,  A3282 
La  prise  en  charge  : nouvelle  manière  de 
prévenir  les  complications  du  diabète, 

A2280,  A4639 

Privacy  alert  : a consumer’s  guide  to  privacy  in 
the  marketplace,  A731 
Privacy  and  electronic  identification  in  the 
information  age,  A732 

Privacy-enhancing  technologies  : the.  path  to 
anonymity,  A733 

Privacy  protection  makes  good  business 
sense,  A734,  A735 

Privacy  protection  principles  for  electronic  mail, 
A736 

Privacy  protection  principles  for  voice  mail 
systems,  A737,  A738 
Private  schools  in  Ontario,  A1784 
The  Private  Vocational  Schools  Act  : 
information  for  organizations  offering 
vocational  education , A1785 
The  privilege  of  professionalism,  A1786 
Prix  des  publications  (Division  des  mines  et 
des  minéraux),  A2961 , A5231 
Prix  d’excellence  des  bibliothèques  publiques , 
Al 569,  A4578 

Prix  d’excellence  pour  les  personnes  âgées  de 
l’Ontario,  A1442,  A4936 
Prix  d’initiatives  communautaires,  Al 433, 
A4937 

Problem  and  compulsive  gambling  workshop  : 
literature  review,  A50 
Problem  solving,  A1 344 
Procédure  de  dépôt  d’un  projet  de  loi  d'intérêt 
privé,  A750,  A4035 
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A5100 

Production  recommendations  for  nursery  and 
landscape  plants,  Al  346 
Products  and  services  (Liquor  Control  Board  of 
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travail,  A2433,  A5360 
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niveau  collégial  : critères,  Al  775,  A4859 
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des  agriculteurs  ontariens,  A4775 


Programmes  de  formation  en  vue  de 
l’accréditation  : avis,  A5340 
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Proportionally  sized  circle  plot  of  gold 
abundance  in  surficial  sediments  (-230 
mesh  size  fraction),  A3023 
Proportionally  sized  circle  plot  of  particulate 
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Province  of  Ontario  Savings  Office,  A2162, 
A2163 

A province  wide  needs  assessment  of  service 
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Puits  d’eau  en  Ontario,  A4899,  A4925 
The  pulp  and  paper  industry  in  Ontario - 
economic  issues  affecting  environmental 
regulation,  A2081 

Pump  jack  scaffolds,  A2415,  A5347 
La  punaise  velue  dans  les  pelouses,  A4777 
Pursuing  equity,  phase  one,  A3899 
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Quarterly  report  on  the  operation  of  the  Tenant 
Placement  Branch  of  the  Metro  Toronto 
Housing  Authority,  A2348,  A2496 
Quarterly  technical  report  (Bruce  Nuclear 
Generating  Station  “A”),  A3353 
Quarterly  technical  report  (Bruce  Nuclear 
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Al  789 

Questions  and  answers  (Advocacy 
Commission),  A73,  A4358 
Questions  & answers  about  Ontario  Court 
(General  Division),  Family  Court,  A3054, 
A5328 

Questions  communes,  A3768,  A4459,  A4491 
Questions  de  patrimoine,  A4532 
Questions  et  réponses  (Commission 
d’intervention),  A73,  A4358 
Questions  et  réponses  concernant  les  services 
de  règlement  des  différends  de  la  CAO, 
A4340 

Questions  et  réponses  sur  la  Cour  de  l’Ontario 
(Division  générale),  Cour  de  la  famille, 
A3054,  A5328 

Questions  et  réponses  sur  l’aide  financière  aux 
étudiants  du  postsecondaire,  A4865 
Questions  relatives  aux  enfants,  A3241 , A4392 
Quetico  Provincial  Park,  A2790 
Quetico  Provincial  Park  : revised  park  policy, 
1995,  A2791 

Quick  access  guide  to  FBMInet-ON,  A1348 
Quick  facts  : Ontario  schools,  A1790 
QUIK  reports  : Lake  Superior  Fisheries  Unit, 
A2699 

Quinte  berry  and  vegetable  newsletter,  A1349, 
A1350 

Quinte  Regional  Recycling,  A1822 
Quinte  small  fruit  & vegetable  newsletter, 
A1349,  A1350 

Quinte  tree  fruit  newsletter,  A1351 
Quoi  faire-  si  vous  cherchez  de  l’aide  pour  un 
problème  d’alcool  ou  d’autres  drogues, 
A4527 

R/S  technical  report  ; no.  3,  Al  929 
Rabbit  housing  and  health,  Al  352 
Rabbit  housing  and  health  : a guide  for  leaders 
& youth  leaders,  A1353 


Rabbit  housing  and  health  : digging  deeper, 
A1354 

Rabies,  A2519,  A2563,  A2564,  A2580,  A2667- 
A2669,  A2714,  A2750,  A2792,  A2795, 

A2798,  A2861 

Rabies  : it’s  no  way  for  a friend  to  die,  A2266 
Rabies-  it’s  not  worth  the  risk,  A2794 
Rabies-  protect  your  pets  now!,  A2267,  A2794 
Rabies-  protecting  your  family  and  your  pets, 
A2792 

The  rabies  reporter,  A2793 
Raccoon  rabies  approaches  southern  Ontario, 
A2794 

Raccoon  rabies-  the  facts,  A2795 
Racette,  D.J.,  A1999 
Racey,  G.D.,  A2579 

Racial  harassment  and  comments  about  a 
person’s  race,  A3331 
Racing  and  intertrack  dates,  A3721 
Racing  guide,  A3719 
Radial  boom  derrick  operator  : training 
standards,  A3820,  A4492 
Radiographic  abnormalities  and  lung  cancer 
risk  among  workers  in  the  Ministry  of  Labour 
silicosis  surveillance  database,  A2416 
Radon,  A2417 
Radzius,  L.V.,  A1895 
RAFEO,  A4869,  A4870 
RAFEO  : Régime  d’aide  financière  aux 
étudiants  de  l’Ontario,  A4865 
Rafiq,  F.,  Al 439 

La  rage,  A5019,  A5022,  A5023,  A5046,  A5067, 
A5068,  A5095,  A5101,  A5106,  A5108, 
A5128-A5130 

La  rage  du  raton  laveur-  les  faits,  A5106 
La  rage  du  raton  laveur  menace  le  sud  de 
l’Ontario,  A5107 

La  rage  du  raton  laveur-  protéger  votre  famille 
et  vos  animaux  domestiques,  A5108 
La  rage-  protégez  vos  amis  sans  tarder, 
A4651,  A5107 
Rail  services,  A3705 

Rainbow  Falls  Provincial  Park,  A2796,  A5109 
Rainbow  trout  angler  diary  report,  1989-93, 
A2514 

Rainy  River/Kenora  districts  agri  newsletter, 
A1299 

Rakowski,  K.J.,  A2103 
Raleigh  Lake  area,  Wabigoon  Subprovince  : 
Precambrian  geology  of  pegmatite  #1, 

A2960 

Ralston,  R,  A3530 
Ramjeet,  R.,  A3364 
Rankin,  J.G.,  A4 

RAO  produits  et  services,  AI 052,  A5416, 

A5417 

Rapport  annuel,  A2374,  A4391 
Rapport  annuel  1995  du  Bureau  du  vérificateur 
provincial  de  l’Ontario,  A4238 
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Rapport  annuel  (Agence  de  foresterie  du  parc 
Algonquin),  A78,  A4019 
Rapport  annuel  (Agence  ontarienne  des  eaux), 
A4020 

Rapport  annuel  (Bureau  de  l’équité  salariale), 
A3849,  A4281 

Rapport  annuel  (Bureau  des  conseillers  du 
patronat),  A4228 

Rapport  annuel  (Bureau  du  vérificateur 
provincial),  A4238 

Rapport  annuel  (Centre  des  congrès 
d’Ottawa),  A3848,  A4239 
Rapport  annuel  (Centre  des  sciences  de 
l’Ontario),  A3739,  A4240 
Rapport  annuel  (Collection  McMichael  d’art 
canadien),  A4242 

Rapport  annuel  (Comité  consultatif  des 
évaluations  environnementales),  A4243 
Rapport  annuel  (Comité  des  normes  en 
matière  de  maladies  professionnelles), 

Al 84,  A4245 

Rapport  annuel  (Commissaire  à l’information  et 
à la  protection  de  la  vie  privée/Ontario), 
A4266 

Rapport  annuel  (Commission  d’appel  des 
denturologues),  Al 77,  A4407 
Rapport  annuel  (Commission  de  contrôle 
cinématographique  de  l’Ontario),  A3309, 
A4271 

Rapport  annuel  (Commission  de  l’énergie  de 
l’Ontario),  A4272 

Rapport  annuel  (Commission  de  l’équité 
salariale),  A3849,  A4281 
Rapport  annuel  (Commission  de  planification 
et  de  mise  en  oeuvre),  A3858,  A3859, 

A4283,  A4284 

Rapport  annuel  (Commission  de  réforme  du 
droit  de  l’Ontario),  A4286 
Rapport  annuel  (Commission  de  révision  de 
l’aide  sociale),  A3935,  A4290 
Rapport  annuel  (Commission  de  révision  des 
loyers),  A3905,  A4291 
Rapport  annuel  (Commission  de  transport 
Ontario  Northland),  A4308,  A4309 
Rapport  annuel  (Commission  d’enquête  - Loi 
sur  les  services  policiers),  A89,  A4311 
Rapport  annuel  (Commission  des  accidents  du 
travail),  A4315 

Rapport  annuel  (Commission  des  affaires 
municipales  de  l’Ontario),  A4321 
Rapport  annuel  (Commission  des  assurances 
de  l’Ontario),  A3361,  A4341 
Rapport  annuel  (Commission  des  parcs  du 
Niagara),  A3190,  A4347 
Rapport  annuel  (Commission  des  parcs  du  St- 
Laurent),  A3938,  A4348 
Rapport  annuel  (Commission  des  régimes  de 
retraite  de  l’Ontario),  A4349 


Rapport  annuel  (Commission  des  relations  de  1 
travail  de  l’Ontario),  A3577 
Rapport  annuel  (Commission  des  transports 
routiers  de  l’Ontario),  A3320,  A4351 
Rapport  annuel  (Commission  des  valeurs 
mobilières  de  l’Ontario),  A3742,  A4352 
Rapport  annuel  (Commission  du  régime  de 
retraite  des  employés  municipaux  de 
l’Ontario),  A4364 

Rapport  annuel  (Commission  ontarienne  de 
l’assurance-récolte),  Al  26,  A4365 
Rapport  annuel  (Commission  ontarienne  des 
services  téléphoniques),  A3748,  A4373 
Rapport  annuel  (Commission  sur  le 
financement  des  élections),  A4380 
Rapport  annuel  (Commission  sur  les  conflits 
d’intérêts),  Al  14,  A4382 
Rapport  annuel  (Conseil  consultatif  de 
l’Ontario  sur  la  condition  féminine),  A3242, 
A4386 

Rapport  annuel  (Conseil  consultatif  de 

réglementation  des  professions  de  la  santé), 

Al 80,  A4391 

Rapport  annuel  (Conseil  des  arts  de  l’Ontario), 
A3248,  A4397 

Rapport  annuel  (Conseil  des  sciences  de  la 
santé),  Al  77,  A4407 

Rapport  annuel  : Conseil  des  sciences  de  la 
santé  et  Commission  d'appel  des 
denturologues,  Al  77,  A4407 
Rapport  annuel  (Conseil  du  régime  de  retraite 
des  enseignantes  et  des  enseignants), 

A4421 

Rapport  annuel  (Conseil  ontarien  des  affaires 
collégiales),  A3279,  A4501 
Rapport  annuel  (Conseil  ontarien  des  parents), 
A3710,  A4504 

Rapport  annuel  de  la  Commission  de  transport 
Ontario  Northland,  A4308,  A4309 
Rapport  annuel  du  Bureau  d’action  écologique 
au  travail,  A5433 

Rapport  annuel  du  Réseau  GO,  Al 74,  A5421 
Rapport  annuel  et  résumés  des  décisions, 

A4311 

Rapport  annuel  (Fondation  de  la  recherche  sur 
la  toxicomanie),  A6,  A4528 
Rapport  annuel  (Fondation  ontarienne  pour  la 
recherche  en  cancérologie  et  le  traitement 
du  cancer),  A4533 

Rapport  annuel  (Fondation  Trillium),  A3946, 
A4536 

Rapport  annuel  général  (Commission  des 
parcs  du  St-Laurent),  A4348 
Rapport  annuel  (Institut  de  recherche  agricole 
de  l’Ontario),  A76,  A77,  A4539,  A4540 
Rapport  annuel  (Institut  psychiatrique  Clarke), 
A4551 

Rapport  annuel  (Jardins  botaniques  royaux), 
A3907,  A4554 
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Rapport  annuel  (Ministère  de  la  culture,  du 
tourisme  et  des  loisirs),  A4582 
Rapport  annuel  (Ministère  de  la  santé),  A2169, 
A4652 

Rapport  annuel  (Ministère  de  l’agriculture,  de 
l’alimentation  et  des  affaires  rurales),  Al  130, 
Al  131,  A4778,  A4779 

Rapport  annuel  (Ministère  de  l’environnement 
et  de  l’énergie),  A4917 
Rapport  annuel  (Ministère  des  richesses 
naturelles),  A2516,  A5110 
Rapport  annuel  (Ministère  des  transports), 
A3075,  A5167 

Rapport  annuel  (Ministère  du  développement 
économique  et  du  commerce),  Al 595, 

A5291 

Rapport  annuel  (Ministère  du  procureur 
général),  A3043,  A5329 
Rapport  annuel  (Ministère  du  travail),  A2374, 
A5363 

Rapport  annuel  (Musée  royal  de  l’Ontario), 
A3915,  A5392 

Rapport  annuel  (Office  des  affaires 
francophones),  A3198,  A5402 
Rapport  annuel  (Ombudsman),  A5405 
Rapport  annuel  (Ontario  Hydro),  A5408 
Rapport  annuel  : programme  de  formation  et 
d'adaptation  de  la  main-d’oeuvre,  A2170, 
A4653 

Rapport  annuel  (Régie  des  alcools  de 
l’Ontario),  A5418 

Rapport  annuel  (Régie  des  transports  en 
commun  de  la  région  de  Toronto),  A5421 
Rapport  annuel  (Réseau  GO),  A5421 
Rapport  annuel  (Science  nord),  A5423 
Rapport  annuel  (Service  des  bibliothèques  de 
l’Ontario  Sud),  A4945 

Rapport  annuel  (Société  de  gestion  du  fonds 
du  patrimoine  du  nord  de  l’Ontario),  A2927, 
A5226 

Rapport  annuel  (Société  de  l'énergie  de 
l’Ontario),  A3300,  A5448 
Rapport  annuel  (Société  des  loteries  de 
l’Ontario),  A5505 

Rapport  annuel  (Société  d’indemnisation 
environnementale),  Al 65,  A5520 
Rapport  annuel  (Société  d’investissement  dans 
les  transports  de  l’Ontario),  A3835,  A5521 
Rapport  annuel  (Société  immobilière  de 
l’Ontario),  A5522,  A5523 
Rapport  annuel  (Société  ontarienne 
d’assurance-dépôts),  Al 27,  A5531 
Rapport  annuel  (Société  ontarienne  de  gestion 
des  déchets),  A3836,  A5533 
Rapport  annuel  (Tribunal  d’appel  des  accidents 
du  travail),  A3975,  A5541 
Rapport  annuel  (Tribunal  de  l’équité  salariale), 
A3849,  A4281 


Rapport  aux  participants  (Conseil  du  régime  de 
retraite  des  enseignantes  et  des 
enseignants),  A4420,  A4422 
Rapport  biennal  1992  & 1993  (Comité 
permanent  des  comptes  publics),  A874, 
A4044 

Rapport ...  contenant  des  recommandations 
touchant  les  indemnités  et  allocations  des 
députés  de  l’Assemblée  législative,  Al  21, 
A4381 

Rapport  d’activités  (Conseil  de  l’éducation 
franco-ontarienne),  Al 25,  A4395 
Rapport  de  la  Commission  de  réforme  du  droit 
de  l’Ontario,  A4286 

Rapport  de  l’Institut  de  recherche  agricole  de 
l’Ontario,  A4539 

Rapport  de  recherche  sur  les  arts,  A4399, 
A4404 

Rapport  d’exploration,  A2944,  A5229 
Rapport  du  Colloque  sur  le  programme  de 
remboursement  des  prêts  en  fonction  du 
revenu,  A4866 

Rapport  du  Conseil  de  l’éducation  franco- 
ontarienne,  A4395 

Rapport  du  Groupe  d’étude  provincial- 
municipal  constitué  dans  le  cadre  de 
l’accord  du  secteur  municipal  prévu  par  la 
Loi  sur  le  contrat  social,  A4958 
Rapport  du  Groupe  d’étude  sur  la  prestation 
des  soins  aux  malades  chroniques  : 
sommaire,  A4654 

Rapport  en  conformité  avec  l’article  125  du 
Règlement  sur  les  rapports  entre  les 
victimes  de  crime  et  le  système  judiciaire  en 
Ontario  : état  actuel  et  améliorations,  A868, 
A4043 

Rapport  financier  trimestriel  (Régie  des  alcools 
de  l’Ontario),  Al 055,  A5419 
Rapport  (Ministère  de  l’environnement  et  de 
l’énergie),  Al 982,  A4917 
Rapport  périodique  (Commission  des 

accidents  du  travail),  A3993,  A4316,  A4317 
Rapport  sommaire  : évaluation  des  risques 
pour  la  santé  liés  à la  contamination  par  le 
mercure  : l’usine  ICI  Forest  Products  de 
Cornwall,  A4891 

Rapport  sommaire  : Forum  national  des 
conseils  consultatifs  des  sciences  et  de  la 
technologie,  A4417 

Rapport  statistique  des  conseils  scolaires 
couvrant  trois  années,  A4867 
Rapport  sur  le  marché  du  travail,  A3776, 

A4472 

Rapport  sur  le  programme  d’intervention 
auprès  des  enfants  et  des  familles  et 
services  aux  jeunes  contrevenants  (section 
3.04  & 3.05,  Rapport  annuel  du  vérificateur 
provincial  de  1993),  A876,  A4045 
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Rapport  sur  l’élimination  des  retards  et  des 
procédures  multiples  dans  les  décisions 
portant  sur  les  litiges  de  droit  du  travail  : 
sommaire,  A3582,  A4287 
Rapport  sur  les  entreprises  agricoles  ; 

1995-06,  A4815 

Rapport  sur  les  rentes  de  retraite  en  tant  que 
biens  familiaux  : évaluation  et  partage  : 
sommaire,  A3583,  A4288 
Rapport  sur  les  ressources,  A5090 
Rapport  sur  l’initiative  de  coordination  des 
ministères  des  services  sociaux  et 
communautaires,  de  l’éducation  et  de  la 
formation  et  de  la  culture,  du  tourisme  et 
des  loisirs,  A5166 
Rapport  sur  Windsor,  A5453 
Rapports  de  gestion  des  déchets  et  plans  de 
réduction  : guide  à l’intention  des 
entreprises  de  construction  et  de  démolition, 
A4919 

Rapports  de  gestion  des  déchets  et  plans  de 
réduction  : guide  à l’intention  des  secteurs 
industriel,  commercial  et  institutionnel, 

A4920 

Rapports  de  gestion  des  emballages  et  plans 
de  réduction,  A4921 
Rare  vascular  plants,  A2797 
Rationale  document  for  the  development  of  an 
interim  Ontario  drinking  water  objective  for 
tritium,  A2107 

Rationale  for  the  development  of  soil,  drinking 
water  and  air  quality  criteria  for  lead,  A2108 
Rationalisation  du  réseau  ferroviaire  de 

Canadien  national  et  de  Canadien  Pacifique 
dans  le  nord  de  l’Ontario,  A5224 
Raven  Beck  Environmental  Ltd.,  A3964 
Raven,  R.,  A3165 
Rawn,  B.,  Al 327,  A4788 
Ray,  M.,  A3458 
Raycroft,  M.,  A2881 
Reaching  out  to  all  Ontarians,  A2268 
Ready  for  the  road-,  A3129,  A3130,  A5174, 
A5188,  A5189 

Ready  to  do  business  in  the  new  global 
economy,  A1674 

Real  Estate  and  Business  Brokers  Act,  A1017, 
A4204 

Réalisations  dans  le  domaine  de  la  lutte  contre 
le  cancer,  A4655 

Realty  Tax  Freeze  Statute  Law  Amendment 
Act,  1995,  A781,  A4074 
Reansbury,  J.,  A3900 

Rebuilding  MTHA  : volume  I,  principal  findings 
and  recommendations,  A2349 
Rebuilding  MTHA  : volume  II,  operational 
review,  A2350 

Rebuilding  MTHA  : volume  III,  overview  report 
on  forensic  investigation,  A2351 


Recasting  the  vision  : an  independent  review 
of  Thistletown  Regional  Centre,  A1487 
Recettes  réconfortantes  pour  l'hiver,  A4780 
Recevez-vous  de  l’aide  sociale  générale  ou 
des  prestations  familiales?,  A5156 
Recharge  de  bouteilles  d’oxygène,  A2418, 
A5364 

Recharging  oxygen  cylinders,  A2418,  A5364 
Recherche  agro-alimentaire  en  Ontario,  Al  119 
Recipes  for  winter  comfort,  Al  355 
Reckahn,  J. A.,  A2872 

Recognizing  the  symptoms  of  raccoon  rabies, 
A2798 

Recommandations  pour  la  culture  du  matériel 
de  pépinière  et  des  plantes  paysagères, 
A4781 

Recommandations  pour  la  gestion  des 
pelouses,  A4782 

Recommandations  pour  les  cultures  fruitières, 
A4783 

[Recommandations  pour  les  cultures 
légumières],  A4784 

Recommandations  pour  les  grandes  cultures, 
A4785 

Recommandations  sur  la  prévention  primaire 
du  cancer,  A4656 

Recommendations  for  exploration,  A3030 
Recommendations  for  regulating  investment 
funds  in  Canada,  A3746 
Recommendations  for  the  primary  prevention 
of  cancer , A2269 

Recommendations  for  turfgrass  management, 
A1356 

Recommendations  of  the  Joint  Review  Panel 
to  the  Joint  Management  Committee  re  the 
de-insuring  of  medical  procedures,  A2270 
Recommended  approach  to  evaluating  the 
effectiveness  of  complaints  and  discipline 
procedures  with  respect  to  professional 
misconduct  of  a sexual  nature,  A182 
Les  récompenses  pour  bénévoles,  1995, 

A1431,  A4939 

Reconnaissance  de  crédits,  Al  781 
La  reconnaissance  des  acquis  : une  réalisation 
au  crédit  du  réseau  collégial,  A4502 
Reconnaissance  : document  de  consultation, 
A4024 

La  reconnaissance  professionnelle  : un 
privilège,  A4868 
Reconstitution  des  faits,  A4030 
Recorded  information  management,  Al  553- 
A1555 

Les  recours  collectifs,  A5330 
Recreation  Policy  Branch,  A1454,  A1591 
Recreation  Programs  Branch,  A1592 
Recreation  research,  A1454,  A1591 
Recreational  Camps  Regulation,  A940,  A4145 
Recruiting  senior  volunteers  in  your 
community,  A1448 
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Recrutement  de  bénévoles  chez  les  aînés  des 
communautés,  A4942 

Recueil  II  : recueil  des  projets  approuvés  en 
vertu  de  demandes  de  propositions  faites 
par  le  Service  canadien  des  forêts, 
Ressources  naturelles  Canada,  en  vertu  des 
sous-programmes  suivants  : recherche 
appliquée,  développement  et  transfert  de 
technologie,  aide  à la  décision  et  analyse 
socio-économique,  A51 1 1 
Le  recyclage  des  films  plastiques  utilisés  sur  la 
ferme,  A4786 

Recycling  farm  plastic  films,  Al  357 
Red  oak,  A2799 

Red  oak  (Quercus  rubra  L.)  acorn  collection, 
nursery  culture  and  direct  seeding  : a 
literature  review,  A2800 
Red-shouldered  hawk  habitat  supply  analysis 
for  Bruton  and  Clyde  townships,  Algonquin 
Park,  1990-2000,  A2801 
Redman,  J.D.,  A2102 

Reduction  of  sawdust  in  sawmill  operations, 
A2087 

Reeleder,  R.D.,  A1197,  A1359,  A4750,  A4791 
Rees,  C„  A2896,  A5224 
Reforming  the  regulatory  framework  for  small 
business  in  Ontario,  A852 
Refrigerants  and  the  ozone  layer,  A1972 
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Taxation,  A1214 
Vocational  guidance,  A1407 
Agriculture  and  state,  A1210,  A1214,  A1219 
Periodicals,  A1130,  A1131,  A1429 
United  States -Periodicals,  A1427 
Agriculture,  Cooperative,  A1253 
Congresses,  A1303 


Agriculture  publishing— Bibliography — 
Catalogues,  A1124 
AIDS  (Disease) 

Patients-Services  for,  A3885 
Periodicals,  A2209,  A2325 
Air 

Pollution,  A1808,  A1814 
Forecasting,  A1936 

Measurement-Equipment  and  supplies, 
A1809 
Ontario 

Hamilton,  A1810 
Niagara  (Regional  municipality), 
A1811 

Statistics,  A1812,  A1813 
Air-brakes-Handbooks,  manuals,  etc.,  A3151 
Air  Conditioning-Environmental  aspects, 

A1852 

Air  quality,  A1814 
Ontario 

Niagara  (Regional  municipality),  A1811 
Stoney  Creek,  A2061 
Windsor,  A2042 
Air  quality  indexes,  A1936 
Air  quality  monitoring  stations,  A1809 
Statistics,  A1812,  A1813 
Airlines-Timetables,  A3702 
Airports 

Environmental  aspects-Ontario-Slate 
Falls,  A3133 

Lighting-Specifications,  A3179 
Maps,  A3116 

Ontario-Waterloo  (Regional  municipality)- 
Law  and  legislation,  A813,  A814 
Alcohol 

Law  and  legislation,  A41,  A1041-A1043, 
A1047-A1050,  A1053 
Periodicals,  A27 
Alcoholic  beverages,  A1063 
Catalogues,  A1062 

Periodicals,  A1046,  A1052,  A1054,  A1057- 
A1060 
Alcoholics 

Mental  health  services,  A33 
Services  for,  A69 

Alcoholism,  A13,  A15,  A17,  A38,  A48,  A57, 
A61-A66 

Audio-visual  aids-Catalogues,  A43 
Bibliography-Catalogues,  A43 
Prevention,  A36,  A58,  A3903 
Statistics,  A10,  All,  A18,  A26 
Treatment,  A22,  A53,  A68 

Bibliography-Catalogues,  A49 
Directories,  A16 
Information  services,  A7 
Planning,  A21 
Study  and  teaching,  A4 
Alcoholism  and  employment,  A56 
Alcoholism  counselling,  A37,  A59 
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Alfalfa  weevil,  All 26 

Algonquin  Forestry  Authority-Periodicals,  A78 
Algonquin  Provincial  Park  (Ont.),  A2506- 
A2509,  A2536,  A2546,  A2554,  A2565, 
A2683,  A2693,  A2717,  A2720,  A2766, 
A2773,  A2812,  A2855,  A2882 
History,  A2768 
Maps,  A2528,  A2547 
Periodicals,  A78,  A2510,  A2511 
Alien  labour  certification,  A1662 
All  terrain  vehicles-Recreational  use- 
Handbooks,  manuals,  etc.,  A3155 
Allergy,  A2168 

Alternate  Measures  Program,  A3042 
Aluminum,  A2977 

Ambulance  drivers-Legal  status,  laws,  etc., 
A887 

Ambulance  service-Law  and  legislation,  A887 
Ambulances-Periodicals,  A2314 
Amherstburg  (Ont.).  Police  Services  Board, 
A243,  A252,  A286,  A352,  A373 
Amphibians,  A2513 

Amusement  rides-Safety  measures,  A2451 
Amusements-Directories,  A1557,  A1721 
Animal  communities,  A2104 
Animal  ecology-Periodicals,  A2747 
Animal  health -Periodicals,  A1128 
Animal  industry-Finance-Periodicals,  A3228 
Animal  mechanics,  A1389,  A1390 
Animal  populations,  A2891 
Forecasting,  A2778 
Anti-infective  agents -Tables,  A2171 
Apartment  houses-Fires  and  fire  prevention, 
A3205,  A3212,  A3215 
Apiculture-Periodicals,  A1430 
Apparel  Sector  Strategy,  A1596 
Appellate  courts,  A3044 
Appellate  procedure,  A3980 
Apple,  A1207 

Diseases  and  pests,  All 96 
Varieties,  A1264 

Apple  industry -Periodicals,  A1334 
Apples,  All 32 

Apprentices,  A1731,  A3041,  A3750-A3756, 
A3758,  A3759,  A3762,  A3763,  A3765, 
A3766,  A3769,  A3771,  A3773,  A3774, 
A3780-A3787,  A3811-A3814,  A3820,  A3822- 
A3825,  A3829-A3831,  A3833 
Apprenticeship  programs,  A3791 
Aquaculture,  A2522 

Law  and  legislation,  A2521 
Aquatic  habitats 

Bibliography,  A2537 
Government  policy,  A2851 
Research,  A2889 

Aquatic  invertebrates -Ontario -Moose  River 
Watershed,  A2809,  A2854 
Aquatic  organisms -Effect  of  water  pollution 
on,  A1935 


Aquatic  pests,  A2815 

Arbitration  and  award,  International,  A949 

Arboriculture-Study  and  teaching,  A3755 

Archaeological  surveying,  A2570 

Archaeology 

Law  and  legislation,  A1002 
Ontario-Thunder  Bay  Region,  A3317 
Ontario,  Southern -Methodology,  A3163 
Periodicals,  A3315,  A3316 
Archives  of  Ontario,  A664,  A689,  A727 
Periodicals,  A1587 
Armyworms,  A1135 
Arsenic 

Environmental  aspects,  A1837 
Safety  regulations,  A984 
Art -Study  and  teaching -Calendars,  A81 
Art  and  state,  A3250 

Periodicals,  A3248,  A3252,  A3254 
Art,  Canadian -Periodicals,  A1110 
Art  Gallery  of  Ontario,  A81 
Periodicals,  A82,  A85,  A86 
Art  patronage,  A837 
Artificial  insemination,  A1136 
Arts 

Statistics-Periodicals,  A3249 
Study  and  teaching,  A3250 
Congresses,  A3255 
Arts  and  society 

Public  opinion,  A3251 
Statistics,  A3256 
Arts  facilities-Directories,  A3257 
Asbestos 

Environmental  aspects,  A1893 
Safety  regulations,  A972,  A979,  A985, 
A2460 

Ash  disposal,  A2012 

Assistance  in  emergencies-Periodicals, 

A3065 

Associations,  institutions,  etc.-Ontario- 
Haldimand-Norfolk,  A1239 
Automobile  drivers’  licences,  A842,  A3114, 
A3129,  A3130 

Automobile  driving-Handbooks,  manuals,  etc., 
A3153 

Automobile  industry  and  trade -Law  and 
legislation,  A964 

Automobile  repair  shops-Waste  disposal, 
A1892,  A2019,  A2020 
Automobile  supplies  industry-Employees- 
Training  of,  A3792 

Automobile  travel -Guidebooks,  A1559 
Automobiles 

Bodies-Maintenance  and  repair,  A2449, 
A3784 

Catalytic  converters -Environmental 
aspects,  A1981 
Corrosion -Protection,  A1514 
Painting,  A3783 
Purchasing,  A1514 
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Seat  belts,  A3144 

Tires-Repairing-Safety  measures,  A2447 
Automotive  Parts  Sector  Strategy,  A1598 
Awenda  Provincial  Park  (Ont.),  A2527,  A2538 

Balancing  of  machinery -Safety  measures, 
A2450 

Balsam  Lake  Provincial  Park  (Ont.)- 
Periodicals,  A2530 
Bank  accounts,  A2162 
Banks  and  banking,  A1708 
Banks  and  banking,  Cooperative -Law  and 
legislation,  A911,  A912 
Barrie  (Ont.).  Police  Services  Board,  A362 
Barrie  Public  Library  Board,  A255 
Bass-Congresses,  A2533 
Bass  Lake  Provincial  Park  (Ont.)-Periodicals, 
A2532 

Beaches,  A1829 

Beaumen  Waste  Management  Systems  Ltd., 
A2086 

Beavers,  A2535,  A2536 
Bed  and  breakfast  accommodations- 
Directories,  A1543 
Beef-Research,  A1151 
Beef  cattle,  A1138,  A1148-A1150 
Feeding  and  feeds,  A1201 
Ontario-Niagara  (Regional  municipality)- 
Periodicals,  A1293 
Beef  industry-Periodicals,  A1164 
! Belmont  and  Methuen  (Ont.  : Township 
municipality),  A299,  A300 
j Benthic  animals-Effect  of  metals  on,  A2094 
Benthos 

Effect  of  water  levels  on -Ontario -Lauzon 
River,  A2834 

Ontario,  Lake  (N.Y.  and  Ont.),  A2076 
Bentinck  (Ont.  : Township),  A331 
Benzene 

Environmental  aspects,  A1826 
Safety  regulations,  A983 
Berries,  A1205 

Periodicals,  A1153 
Berry  industry-Periodicals,  A1406 
Between  generations  (Television  program), 

All  56 

Bicycle  helmets-Public  opinion,  A3142 
Bicycle  touring -Directories,  A1539 
Bicycle  trails-Ontario-Algonquin  Provincial 
Park,  A2720 

Bilingualism-Periodicals,  A3198 
Bill  drafting,  A3046 

Citizen  participation,  A782 
Bills,  Private,  A750,  A878 
Biological  assay,  A2097 
Biological  monitoring-Niagara  River  (N.Y.  and 
Ont.),  AI 960 

Biotechnology  industries-Planning- 
Periodicals,  A2252 


Bird  banding,  A2752 
Bird  populations,  A3917 
Birds,  A2539 

Ontario-Awenda  Provincial  Park,  A2538 
Black  Ash  Creek  (Ont.),  A2000 
Black  spruce,  A2604 

Diseases  and  pests,  A2601 
Planting,  A2562,  A2594 
Seedlings,  A2826 

Board  of  Funeral  Services-Periodicals,  A88 
Board  of  Inquiry  (Police  Services  Act)- 
Periodicals,  A89 

Boats  and  boating-Environmental  aspects, 
A1848 

Body  image,  A2264,  A2265 
Boiler-makers-Health  and  hygiene,  A2384 
Bon  Echo  Provincial  Park  (Ont.),  A2540, 

A2541 

Book  industries  and  trade-Periodicals,  A1545 
Botany-Ontario-Frontenac  Provincial  Park, 
A2555 

Brain-Wounds  and  injuries,  A2167 
Brakes-Maintenance  and  repair,  A3750 
Brampton  (Ont.),  A798-A800 
Bricklayers -Training  of,  A3756,  A3822 
Bridges 

Design  and  construction -Computer 
simulation,  A3147 
Earthquake  effects,  A3162 
Environmental  aspects -Ontario-Arthur 
(Township),  A3094 
Floors,  A3131,  A3166 
Specifications,  A3161,  A3162 
Bridges,  Concrete-Floors-Maintenance  and 
repair,  A3090 
Broccoli,  A1158,  A1308 
Bronte  Creek  Provincial  Park  (Ont.),  A2542, 
A2543 

Browse,  A2671 

Bruce  Nuclear  Generating  Station  (Ontario)- 
Periodicals,  A3353,  A3354 
Bruce  (Ont.  : County),  A292 
Budget,  A871,  A2115,  A2129,  A2139 
Public  opinion,  A2134,  A2142 
Building-Environmental  aspects,  A1889 
Building  Code  Act,  A2338,  A2347,  A2495 
Building,  Iron  and  steel-Safety  measures, 
A2385 

Building  laws,  A978,  A2347,  A2495 

Periodicals,  A2332,  A2367,  A2485,  A2499 
Building  materials-Periodicals,  A2332,  A2485 
Building  Materials  Evaluation  Commission, 
A2332,  A2485 

Building  stones,  A2930,  A2985 
Bullfrog -Congresses,  A2544 
Bus  driving-Handbooks,  manuals,  etc.,  A3149, 
A3152 
Bus  lines 

Ontario -Toronto  Region-Timetables,  A173 


514 


SUBJECT  INDEX 


Ontario,  Northern,  A3689 
Timetables,  A3690-A3695 
Buses-Safety  regulations,  A3141 
Business 

Awards,  A1666 

Bibliography -Catalogues,  Al  599-A1 61 8 
Periodicals,  A1713,  A1726 
Business  consultants,  A1641,  A2915 
Business  enterprises,  A1707 

Registration  and  transfer,  A1505,  A1528 
Business  Immigration  Program,  A1642 
Business  Incentive  Program,  A2916 
Business  incubators,  A1597 
Business  information  services,  A1597,  A1719 
Bibliography-Catalogues,  A1605 
Business  names,  A1513,  A1516 
Business  Opportunities  Program,  A1643 
Business  Practices  Act,  A1517 
Business  tax,  A2128 
Business  writing,  A1170,  A2858 
Businessmen-Attitudes,  A92 
Butterflies,  A2545 

Cabbage,  A1162 

Cabinet  Office -Appropriations  and 
expenditures,  A3222 
Cafeterias -Waste  disposal,  A2021 
Cambrian  College-Discipline,  A3821 
Cambridge  (Ont.),  A288 
Camp  sites,  facilities,  etc.-Ontario-Algonquin 
Provincial  Park,  A2546,  A2565,  A2683, 
A2693,  A2717,  A2773,  A2812,  A2855,  A2882 
Campaign  funds,  A116,  A119 
Law  and  legislation,  A120 
Periodicals,  A117,  A118 

Camps -Sanitation -Law  and  legislation,  A940, 
A943 
Canada 

Commerce-Periodicals,  A1422,  A1428 
Economic  conditions,  A166 
History-Scholarships,  fellowships,  etc., 
A1795 

Social  life  and  customs-Periodicals, 

A1443,  A1451 

Canada.  Canada  Health  Act,  A832 
Canada.  Canadian  Charter  of  Rights  and 
Freedoms,  A834 
Canada.  Criminal  Code,  A3265 
Canada-Ontario  Agreement  Respecting  the 
Great  Lakes  Basin  Ecosystem  1994,  A1821, 
A1870 

Canada-Ontario  Northern  Ontario 

Development  Agreement,  Forestry,  A2558 
Canada-Ontario  Northern  Ontario 
Development  Agreement,  Minerals- 
Periodicals,  A2926 
Canadian  Life  Line  Ltd.,  A815 
Canadian  National  Railways-Management, 
A2896 


Canadian  Niagara  Power  Company,  A803, 

A804 

Canadian  Polystyrene  Recycling  Association, 
A2111 

Canadians,  French-speaking 
Education-Periodicals,  A125 
Services  for,  A932,  A3200 
Periodicals,  A3198 

Cancer,  A2262,  A2263,  A2379,  A2380,  A2405  { 
Prevention,  A2269 

Research-Periodicals,  A3261,  A3262 
Treatment,  A2178,  A2246 
Evaluation,  A3896 
Government  policy,  A2179 
Cannabis-Social  aspects,  A12 
Canning  and  preserving,  A1343 
Canoes  and  canoeing 
Directories,  A1538 

Ontario-Algonquin  Provincial  Park -Maps, 
A2547 

Capacity  and  disability,  A825,  A898,  A2192 
Periodicals,  A3047 
Car  pools,  A1079,  A3181 
Caribou 

Habitat,  A2890 
Hudson  Bay  Region,  A2504 
Carleton  Board  of  Education,  A343,  A367 
Carleton  Roman  Catholic  Separate  School 
Board,  A371,  A446 

Carpet  laying-Study  and  teaching,  A3765 
Carrots,  All 66 

Cash  and  carry  transactions,  A777 
Casinos,  A1530 

Law  and  legislation,  A1000 
Ontario 

Niagara  Falls-Economic  aspects, 

A3267 

Windsor,  A3263,  A3264,  A3266,  A3268,  * 
A3271-A3275 
Periodicals,  A3276 
Catalogues,  Union,  A3313 
Catholic  high  schools-Finance-History,  A840 
Cauliflower,  A1167,  A1308 
Ceilings-Design  and  construction,  A3762 
Centra  Gas  Ontario  Inc.,  A3295,  A3296 
Central  Guaranty  Trust  Company,  A810 
Central  nervous  system  depressants,  A39 
Chain  saws,  A2421 
Chaplains-Periodicals,  A3664 
Charitable  uses,  trusts,  and  foundations,  A785 
Charities,  A1531 

Charleston  Lake  Provincial  Park  (Ont.),  A2553 
Chemical  industry-Environmental  aspects, 

A1977,  A1979 

Chemicals-Safety  measures,  A2433 
Chemistry,  Technical,  A1681 
Chickens-Housing,  A1145,  A1146 
Child  abuse,  A1488 
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Child  and  Family  Services  Act,  A1488,  A1496, 
A1499 

Child  and  Family  Services  Review  Board  - 
Rules  and  practice,  A94 
Child  care  Services-Planning,  A1498 
Child  health  services,  A3887 
Child  mental  health  services,  A102,  A3884 
Ontario 

Halton  (Regional  municipality),  A3897 
London,  A3898 
Child  welfare,  A876 
Childbirth-Statistics,  A2317 
Children 

Attitudes,  A3890 
Employment,  A4000 

Legal  status,  laws,  etc.,  A891,  A892,  A1499 
Services  for-Government  policy,  A1482 
Chinch-bugs,  A1238 
Chiropractic,  A2184 

Chlorophenols-Environmental  aspects,  A1827 
Chronically  ill— Care,  A2272 
Cigarettes,  A32 

Taxation-Canada-Provinces,  A2135 
Cities  and  towns-Directories,  A2475 
City  planning,  A2343 
Ontario 

Toronto  Region,  A176 
Periodicals,  A175 

City  planning  and  redevelopment  law,  A1009 

Civic  improvement-Ontario,  Northern,  A2938 

Civil  law,  A3584 

Civil  procedure,  A3049 

Civil  rights,  A947 

Bibliography-Periodicals,  A2443 
Civil  service,  A1015 
Administration,  A1082 
History,  A1562 
Periodicals,  A1098 

Civil  service  positions-Periodicals,  A1085 
Civil  service  reform,  A2937 
Clarke  Institute  of  Psychiatry,  A97-A108 
Periodicals,  A95,  A96 
Class  actions  (Civil  procedure),  A3050 
Cleaning  compounds,  A3837 
Cleaning  compounds  industry,  A1678 
Clearview  (Ont.  : Township),  A271 
Clinics,  A941 
Clothing  trade,  A1677 
Coal-fired  power  plants-Environmental 
aspects,  A3341 

Cognition  disorders-Ontario-Toronto 
Metropolitan  Area-Patients,  A2275 
Cognitive  therapy,  A99 
Coke-ovens-Safety  regulations,  A987 
Cold  storage,  A1385 
Collection  agencies,  A1507 
Law  and  legislation,  A893 
Collective  bargaining 
Education,  A138 


Government  employees,  A1022 
Collective  labour  agreements,  A2438,  A2439 
Construction  industry,  A2441 
Government  employees,  A1022 
Statistics,  A2437 
Periodicals,  A2440 
College  credits,  A1781 
College  graduates-Employment,  A1747, 

A1768 

College  of  Nurses  of  Ontario,  A969 
College  Relations  Commission,  A138 
College  students-Substance  use,  A60 
College  teachers-Training  of,  A3284 
College  teaching,  A3284 
Colleges  of  applied  arts  and  technology 
Curricula,  A3281 
Entrance  requirements,  A3282 
Periodicals,  A3279 
Collingwood  (Ont.),  A397 
Collingwood  (Ont.  : Township  municipality), 
A307 

Commerce-Bibliography-Catalogues,  A1616 
Commercial  agents,  A110-A113 
Commercial  law,  A890,  A1021,  A1517 
Commercial  real  estate -Taxation,  A894 
Commercial  Registration  Appeal  Tribunal, 
A109,  A959 

Commercial  vehicles-Law  and  legislation, 
A3145 

Commission  on  Conflict  of  Interest- 
Periodicals,  All  4 
Committees,  A1203 

Commodity  exchanges-Law  and  legislation, 
A895 

Communicable  diseases-Prevention- 
Handbooks,  manuals,  etc.,  A2261 
Communication  and  traffic,  A1704 
Bibliography-Catalogues,  A1602 
Communication  in  organizations,  A1173 
Communicative  disorders,  A3860 
Communicators’  Forum -Directories,  A123 
Community  centres-Law  and  legislation,  A896 
Community  forests,  A2745,  A2764,  A2765 
Community  health  services,  A2235,  A2238, 
A2287,  A2288,  A2292-A2294,  A3877, 

A3883 

Ontario 

Malton-Planning,  A3891 
Parkdale,  A3880 
Periodicals,  A2312 

Planning-Citizen  participation,  A3894 
Community  life-Periodicals,  A1456 
Community  mental  health  services,  A1487, 
A2234 

Ontario-Leeds  and  Grenville,  A3861 
Community  organization,  A1204,  A3737 
Congresses,  A1455 
Periodicals,  A3734 

Community  Radio  Ontario  Program,  A1619 
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Complaints  (Administrative  procedure),  A3327 
Compost,  A1070,  A1828,  A1904,  A3221 
Comprehensive  set  of  policy  statements, 
A2472 

Computer  bulletin  boards,  A1215,  A1348, 
A1589 

Computer  files,  A1072,  A1095 
Computer  industry,  A1679 
Planning,  A1620 
Computer  literacy,  A1756 
Computer  networks,  A1771 
Computer  Sector  Resource  Facility,  A1621 
Computer  software  industry,  A1691 
Concrete-Finishing-Study  and  teaching, 
A3814 

Concrete  construction -Formwork -Study  and 
teaching,  A3766 

Concrete  mixers-Safety  measures,  A2393 
Condominiums-Law  and  legislation,  A897 
Conduct  disorders  in  adolescence- 
Periodicals,  A1497 

Conduct  disorders  in  children-Prevention, 
A3884 

Cones  (Botany),  A2831 
Conflict  of  interests,  All 5,  A2334 
Periodicals,  A114 

Conifers-Diseases  and  pests,  A2583 
Consent  to  Treatment  Act,  1992,  A75,  A2192 
Conservation  of  natural  resources,  A1078, 
A1080,  A1081,  A1087,  A1101,  A1856,  A1880, 
A1940,  A2560,  A3730 
Bibliography,  A831 

Citizen  participation,  A1877,  A1878,  A1897, 
A1898,  A2038,  A2039 
Law  and  legislation,  A899 
Ontario 

Kettle  Creek-Periodicals,  A2684 
Oak  Ridges  Moraine,  A2670 
Planning,  A1879,  A1890 
Study  and  teaching,  A2723 
Construction  equipment 

Maintenance  and  repair-Environmental 
aspects,  A2025 
Safety  regulations,  A988 
Construction  industry,  A1684 
Environmental  aspects,  A1885 
Law  and  legislation,  A1885,  A2411,  A2412, 
A3045 

Construction  Industry  Sector  Strategy,  A1622 
Construction  workers,  A3840 
Quebec  (Province),  A3223 
Consulting  Engineering  Sector  Strategy, 

A1623 

Consumer  credit,  A1511 
Consumer  education,  A1507,  A1511,  A1514, 
A1531,  A1533 

Consumer  protection,  A110-A113,  A1507, 
A1511,  A1515,  A1532 


Law  and  legislation,  A890,  A901,  A902, 
A1506,  A1517,  A1518 
Consumer  Protection  Act,  A1518 
Consumer  Reporting  Act,  A1506 
Consumers’  Gas  Company  Ltd.,  A3297 
Continuing  education,  A3868,  A3869 
Contractors -Quebec  (Province),  A3223 
Contracts,  Agricultural,  Al  186-All 91,  A1416 
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Diseases,  A2225 
Treatment,  A2226 


Killarney  Provincial  Park  (Ont.),  A2686 
Killbear  Provincial  Park  (Ont.),  A2865 
Periodicals,  A2687 
Kimberlite 

Maps,  A2999 

Ontario-Michipicoten  River  Region,  A3032 
Kirkland  Lake  (Ont.),  A448 

Labels-Law  and  legislation,  A2466 
Laboratories,  A79 
Directories,  A80 
Laboratory  animals,  A888 
Laboratory  supervisors-Directories,  A80 
Labour-Periodicals,  A2406 
Labour  and  labouring  classes-Bibliography- 
Periodicals,  A2443 
Labour  courts,  A3582 
Labour  disputes 

Periodicals,  A3577-A3579 
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Legislative  Assembly.  Standing  Committee  on 
Government  Agencies,  A873 
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Logging,  A2875 
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Markets-Directories,  A1542 
Markham  (Ont.),  A310 
Mass  media,  A3200 
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Metropolitan  Toronto,  A245,  A273,  A334, 

A407,  A414,  A432,  A438,  A440,  A452 
Metropolitan  Toronto  and  Region  Conservation 
Authority,  A241 

Metropolitan  Toronto  Convention  Centre 
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A490,  A499,  A506,  A523,  A524,  A534, 
A549,  A564,  A579,  A588,  A592,  A597, 
A608,  A613,  A620,  A622,  A623,  A625, 
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Periodicals,  A2897 
Telephone  directories,  A2895 
Ministry  of  Northern  Development  and  Mines. 

Mineral  Sector  Analysis  Branch,  A2913 
Ministry  of  Northern  Development  and  Mines. 

Mines  and  Minerals  Division,  A2945 
Ministry  of  the  Attorney  General,  A215,  A218, 
A485,  A504,  A511,  A526,  A528,  A542,  A556, 
A569,  A576,  A582,  A586,  A590,  A630,  A639, 
A641,  A643,  A646,  A647,  A652-A654,  A656, 
A657,  A661,  A673,  A680,  A687,  A694,  A715, 
A716,  A723,  A726,  A3056 
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Periodicals,  A3043 

Ministry  of  the  Attorney  General.  Legislative 
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Ministry  of  the  Solicitor  General  and 
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A577,  A580,  A593,  A598,  A600,  A603, 
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Appropriations  and  expenditures,  A3067 
Ministry  of  Transportation,  A488,  A611,  A644, 
A707,  A709,  A3109,  A3136 
Appropriations  and  expenditures,  A3088 
Officials  and  employees,  A3084 
Periodicals,  A3075 

Ministry  of  Transportation.  Corporate  Policy 
Branch -Policy  Liaison  Office,  A3076 
Ministry  of  Transportation.  Operations 
Division -Periodicals,  A3158 
Minorities 

Employment-Public  opinion,  A144 
Medical  care,  A2278 
Planning,  A3893 

Minority  women-Health  and  hygiene,  A2282 
Minors,  A.,  A3277 

MISA  Advisory  Committee-Periodicals,  A1816 
Missinaibi  Provincial  Park  (Ont.),  A2721 
Mississauga  (Ont.),  A256,  A275,  A320,  A445, 
A466,  A811,  A812 

Mites  as  biological  pest  control  agents,  All 52 
Mobile  communication  systems,  A190 
Mobile  home  parks-Law  and  legislation, 
A2345 

Mohawk  Indians 
Ontario 

Bala  Region -Treaties,  A3683 
Gibson  (Township)-Claims,  A3675, 
A3679 

Monetary  policy -Canada,  A2152 
Moose,  A2778 
Habitat,  A2589 
Moose  hunting,  A2725 

Ontario-Kirkland  Lake  Region,  A2857 
Moose  River  Watershed  (Ont.) -Periodicals, 
A2534 

Mortgages,  A963 
Mosses,  A2726 
Motion  pictures 

Censorship-Periodicals,  A3309 
Government  policy-Periodicals,  A3309 
Periodicals,  A3308 
Production  and  direction,  A3307 
Directories,  A3302 

Motor  fuels-Prices-Law  and  legislation,  A773 
Motor  Vehicle  Dealers  Act,  A1526 
Motor  vehicle  drivers,  A3177 
Psychology,  A3176 
Statistics,  A3150 
Motor  vehicle  driving,  A3130 

Handbooks,  manuals,  etc.,  A3153 
Safety  measures,  A3174 
Motor  vehicles 

Automatic  location  systems,  A190 
Electric  equipment-Maintenance  and 
repair,  A3769 

Fuel  systems-Maintenance  and  repair, 
A3769 

Maintenance  and  repair,  A3785 
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etc.,  A3155 
Statistics,  A3157 
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repair,  A3833 

Motorcycles -Maintenance  and  repair,  A3786 
Motorcyclists-Handbooks,  manuals,  etc., 
A3154 

Moulding  (Founding),  A3787 
Study  and  teaching,  A3753 
Multiculturalism,  A1440 
Municipal  corporations,  A966,  A2480 
Municipal  finance,  A2480 
Municipal  Freedom  of  Information  and 
Protection  of  Privacy  Act,  1989,  A730, 

A882,  A1092 
Municipal  government 
Administration,  A2480 
Cost  control,  A2469 
Directories,  A2475 
Periodicals,  A3665 

Records  and  correspondence,  A209,  A219, 
A228,  A230,  A233 
Access  control,  A730 
Law  and  legislation,  A967 
Municipal  officials  and  employees 
Pensions,  A3668,  A3671 

Periodicals,  A3666,  A3669,  A3670, 
A3672-A3674 

Murphys  Point  Provincial  Park  (Ont.),  A2728 
Musculoskeletal  system -Wounds  and  injuries, 
A2419,  A3998,  A4011 

Muskoka  Road-Environmental  aspects,  A3113 
Mussels-Niagara  River  (N.Y.  and  Ont.)-Effect 
of  water  pollution  on,  A1960 
Mutual  funds,  A3746 

Nagagamisis  Provincial  Park  (Ont.),  A2729 
Nanticoke  (Ont.),  A260 
Narcotic  addicts 

Mental  health  services,  A33 
Services  for,  A69 

Native  peoples-Employment,  A1103 
Natural  areas,  A2561,  A2807 
Ontario 

Long  Point  Region,  A2609 
Salmon  River  Region,  A2705 
Wabakimi  Provincial  Park  Region, 
A2608 

Research,  A2622 
Natural  history 
Ontario 

Grey  (County),  A3187 
Niagara,  A3185 
Natural  resources,  A1706 
Government  policy,  A2578 
Management,  A2719,  A2735,  A2755, 
A2756,  A2824,  A2888 
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Congresses,  A2654,  A2655 
Periodicals,  A2860 
Study  and  teaching,  A2723 
Ontario 

Moose  River  Watershed-Management, 
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Nipigon  River-Management,  A1925- 
A1927 

Oak  Ridges  Moraine-Management, 
A2737 

Shebandowan  Lake-Management, 
A2830 

Temagami  Region-Planning,  A124 
Periodicals,  A2516 
Nature  conservation,  A2559 
Nature  trails 
Ontario 

Algonquin  Provincial  Park,  A2536, 
A2766 

Esker  Lakes  Provincial  Park,  A2653 
Killbear  Provincial  Park,  A2865 
Thunder  Bay  Region,  A2767 
Wreck  Island,  A2885 
Nectarine,  A1290 

Neighbourliness-Congresses,  A1455 
Nepean  (Ont.),  A287,  A805-A809 
Nepean  (Ont.).  Police  Services  Board,  A429 
New  business  enterprises,  A1209,  A1504, 
A1594,  A1668 

Bibliography-Catalogues,  A1601 
New  Exporters  to  Border  States  Program, 
A1653 

New  Ventures  Program,  A1630 
Niagara  Escarpment,  A1820,  A3186,  A3188, 
A3189 

Congresses,  A1908,  A1909 
History,  A3185,  A3187 
Periodicals,  A3183 

Niagara  Escarpment  Commission,  A3185 
Periodicals,  A3183,  A3184 
Niagara  Falls  (Ont.),  A357,  A457 
Guidebooks,  A3192,  A3193 
Niagara  (Ont.  : Regional  municipality),  A345 
Niagara  (Ont.  : Regional  municipality).  Police 
Services  Board,  A251,  A281,  A295,  A375, 
A377,  A398 

Niagara  Parks  Commission,  A968,  A3191 
Periodicals,  A3190 
Nipigon  River  (Ont.),  A1925-A1927 
Nipissing  Board  of  Education,  A278 
Nitrogen  oxides,  A2046 
Noise  pollution,  A1852 

Ontario-Stoney  Creek,  A2066 
NorOntair-Timetables,  A3702 
North  Beach  Provincial  Park  (Ont.),  A2734 
North  Easthope  (Ont.),  A351 
North  York  Board  of  Education,  A358 
North  York  (Ont.),  A276,  A285,  A419 
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A2939 

Northern  Ontario  Development  Corporation, 
A916 
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A2919 

Periodicals,  A2927 

Northern  Training  Opportunities  Program, 
A2920 

Norton  Canada,  Inc.,  A2405 
Norton  (Firm),  A1949 
Nuclear  fuels-Storage,  A3356 
Nuclear  power  plants 

Accidents-Ontario-Pickering,  A3351 
Ontario-Bruce  Peninsula,  A3353,  A3354 
Nurse  practitioners,  A2239 
Nursery  stock,  A2849 
Nursing-Law  and  legislation,  A969 
Nursing  care  plans,  A3876 
Nursing  homes 

Directories,  A2327 
Law  and  legislation,  A970 
Nutrition-Periodicals,  A1118,  A2207 

Oak  Ridges  Moraine  (Ont.),  A2737 
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A2742 

Occupational  diseases 
Periodicals,  A3194 
Reporting,  A186,  A2394 
Occupational  Health  and  Safety  Act,  A2408, 
A2462,  A2463 

Occupational  retraining,  A2203 
Directories,  A3832 
Information  services,  A3796 
Occupational  training,  A850,  A3751-A3754, 
A3756,  A3760,  A3761,  A3768,  A3770, 
A3789,  A3815-A3818,  A3822,  A3834 
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Periodicals,  A91,  A3807 
Planning,  A3778,  A3779 
Occupational  training  for  women,  A3843, 
A3845 

Occupations,  A1773,  A3788 
Office  buildings 

Energy  conservation,  A3731 
Health  aspects,  A2445 
Waste  disposal,  A2026 
Office  furniture,  A1685 
Office  of  Francophone  Affairs-Periodicals, 
A3198 

Office  of  the  Employer  Adviser,  A3202 
Periodicals,  A3201 
Office  of  the  Fire  Marshal,  A3213 
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Appropriations  and  expenditures,  A3219 
Office  of  the  Police  Complaints  Commissioner, 
A3220 

Office  of  the  Premier-Appropriations  and 
expenditures,  A3222 

Office  of  the  Provincial  Auditor-Periodicals, 
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Office  Responsible  for  Women’s  Issues- 
Appropriations  and  expenditures,  A3237 
Oil  spills-Environmental  aspects,  A1966 
Oils  and  fats-Law  and  legislation,  A918 
Oils  and  fats,  Edible,  A918,  A998 
Ojibwa  Indians-Folklore,  A3916 
Old  age  homes 

Directories,  A2327 
Law  and  legislation,  A946 
Old  growth  forests,  A2757 
Ontario 

Algonquin  Provincial  Park,  A2505 
Temagami  Region,  A2740 
Ombudsman,  A999,  A3239,  A3240 
Periodicals,  A3238 
Onions,  A1302 
Ontario 
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Appropriations  and  expenditures,  A792, 
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A2137,  A2139,  A2145-A2149 
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Periodicals,  A3225 
Commerce,  A1703,  A1707,  A1710 
Periodicals,  A1713,  A1726 
Distances,  etc.,  A3160 
Economic  conditions,  A166,  A859,  A1674, 
A1854,  A2152,  A3788,  A3810,  A3863 
1991-,  A2141 

Periodicals,  A1713,  A1726,  A2160 
Public  opinion,  A2150 
Statistics-Periodicals,  A2161 
Economic  policy,  A871,  A2141 
Public  opinion,  A2142,  A2150 
Guidebooks,  A1580-A1583 
History,  A3974 
Industries,  A1676 
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Pensions-Periodicals,  A3712 
Periodicals,  A1094,  A1098 
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Transfer-Periodicals,  A1077 
Politics  and  government,  A872,  A873, 
A1562 
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Public  opinion,  A90 
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Statistics,  A2124,  A2143 
Periodicals,  A2164 
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Statistics,  Vital -Periodicals,  A1587 
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Periodicals,  A3242,  A3243 
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Periodicals,  A3233 

Ontario  Arts  Council -Periodicals,  A3248, 
A3252,  A3254 

Ontario  Board  of  Parole,  A3071 
Officials  and  employees,  A3260 
Periodicals,  A3258 

Ontario  Cancer  Treatment  and  Research 
Foundation -Periodicals,  A3261,  A3262 

Ontario  Casino  Corporation,  A685,  A1000, 
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Ontario  Civilian  Commission  on  Police 
Services,  A1010 

Ontario  Clean  Water  Agency-Periodicals, 
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Ontario  Council  of  Regents  for  Colleges  of 
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Ontario  Council  on  University  Affairs,  A3288 
Periodicals,  A3283 

Ontario  Court  (General  Division).  Family 
Court,  A3054 

Ontario  Criminal  Code  Review  Board,  A482- 
A484,  A502,  A574 

Ontario  Development  Corporation,  A916 
Periodicals,  A135 

Ontario  Drug  Benefit  Act,  1986,  A2222 

Ontario  Energy  Board-Periodicals,  A3289, 
A3299 

Ontario  Energy  Corporation -Periodicals, 
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Ontario  Film  Development  Corporation- 
Periodicals,  A3303,  A3306 

Ontario  Film  Review  Board -Periodicals, 
A3309 

Ontario  Food  Terminal  Board 

Appropriations  and  expenditures- 
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Periodicals,  A3311 
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Ontario  Government  Libraries’  Council- 
Periodicals,  A3312 

Ontario  Government  Protective  Service- 
Periodicals,  A3314 

Ontario  Health  Insurance  Plan-Periodicals, 
A2169 

Ontario  Heritage  Foundation,  A1002 
Periodicals,  A3318 
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Ontario  Highway  Transport  Board -Periodicals, 
A3320 

Ontario  Housing  Corporation,  A3324 
Ontario  Human  Rights  Commission,  A478, 
A510,  A521,  A543,  A565,  A632,  A640, 

A655,  A672,  A712,  A3327,  A3329 
Ontario  Hydro,  A494,  A536,  A539,  A563, 

A595,  A659,  A671,  A677,  A681,  A717, 
A3298,  A3336,  A3349 
Appropriations  and  expenditures,  A3333 
Management,  A3350,  A3357,  A3358 
Periodicals,  A3334,  A3335,  A3339,  A3340, 
A3359 

Reorganization,  A3345 
Ontario  Hydro  International,  A3290,  A3291 
Periodicals,  A3348 

Ontario  Innovation  and  Productivity  Service, 
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Ontario  Insurance  Commission,  A559-A562, 
A635,  A3564 
Periodicals,  A3361 

Rules  and  practice,  A3553-A3556,  A3559, 
A3563 

Ontario  International  Trade  Corporation,  A1670 
Periodicals,  A3576 

Ontario  Labour  Relations  Board-Periodicals, 
A3577 

Ontario,  Lake,  Region  (N.Y.  and  Ont.),  A3956- 
A3960,  A3962 
Guidebooks,  A3971 
History,  A3974 
Recreational  use,  A3970 
Ontario  Law  Reform  Commission-Periodicals, 
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Ontario  Legal  Aid  Plan -Periodicals,  A3053 
Ontario  Legislative  Library,  A841,  A855 
Ontario  Lottery  Corporation,  A602,  A3643, 
A3656 

Periodicals,  A3630,  A3655 
Ontario  Mental  Health  Foundation 
Periodicals,  A3661 
Research  grants,  A3662,  A3663 
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Ontario  Municipal  Board-Periodicals,  A3665 
Ontario  Municipal  Employees  Retirement 
Board-Periodicals,  A3666,  A3670,  A3672, 
A3673 
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System,  A3668,  A3671 
Periodicals,  A3667,  A3669,  A3674 
Ontario  Native  Affairs  Secretariat,  A570,  A610, 
A3678,  A3680,  A3685 
Appropriations  and  expenditures- 
Periodicals,  A3676 

Ontario  Network  Infrastructure  Program, 

A1673 

Ontario  New  Home  Warranty  Program - 
Periodicals,  A1503 
Ontario,  Northern 
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Ontario  Northland  Highway  Services- 
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Ontario  Northland  Transportation  Commission, 
A548,  A666 

Periodicals,  A3687,  A3688,  A3698 
Ontario  Parent  Council-Periodicals,  A3710, 
A3711 

Ontario  Pension  Board-Periodicals,  A3712 
Ontario  Pesticides  Advisory  Committee- 
Periodicals,  A3713 
Ontario  Police  College,  A3069 
Ontario  Prospectors  Assistance  Program, 
A2922 

Ontario  Provincial  Police 
Management,  A3715 
Periodicals,  A3714 

Ontario-Quebec  Health  Study  Program,  A1776 
Ontario  Racing  Commission-Periodicals, 
A3716,  A3717 

Ontario  Realty  Corporation-Periodicals, 
A3727,  A3728,  A3732 

Ontario  Realty  Corporation.  Business  Support 
Services,  A3733 

Ontario  Round  Table  on  Environment  and 
Economy-Periodicals,  A3735 
Ontario  Science  Centre,  A3741 
Periodicals,  A3739,  A3740 
Ontario  Securities  Commission-Periodicals, 
A3742 

Ontario  Skills  Financial  Incentive  Program, 
A3799 

Ontario  Skills  Strategic  Training  Solutions 
Program,  A3800 

Ontario  Stock  Yards  Board -Periodicals, 

A3235 

Ontario  Student  Assistance  Program,  A1789 
Ontario  Telephone  Service  Commission- 
Periodicals,  A3748 

Ontario  Training  and  Adjustment  Board, 
A3760,  A3768,  A3789,  A3815-A3818, 
A3826,  A3834 

Handbooks,  manuals,  etc.,  A3809 
Periodicals,  A3807 

Ontario  Training  Trust  Fund  Program,  A3801 
Ontario  Transportation  Capital  Corporation - 
Periodicals,  A3835 

Ontario  Waste  Management  Corporation - 
Periodicals,  A3836 

Ontario  Youth  Apprenticeship  Program,  A3802 
Orchards,  A1207 
Periodicals,  A1417 
Order  of  Ontario,  A2372 
Ore  deposits,  A2982 
Organ  donors,  A2224 
Organic  farming-Congresses,  A1323 
Organic  wastes-Recyling,  A1843 
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Organization,  A3873 

Organizational  change,  A1099,  A1375,  A3084, 
A3871 

Periodicals,  A2144 
Organizational  effectiveness,  A1324 
Organochlorine  compounds 

Environmental  aspects,  A1842 
Toxicology,  A2100 

Organotin  compounds-Toxicology,  A1990 
Ornamental  horticulture-Periodicals,  A1346 
ORTECH  Corporation,  A1696 
Periodicals,  A3847 
Orthopedic  traction,  A3887 
Oshawa  (Ont.),  A332,  A341,  A820 
Oshawa  Public  Utilities  Commission,  A450 
Osnabrück  (Ont.),  A385 
Osprey,  A2754 
Osprey  (Ont.),  A415 
Ottawa  Board  of  Education,  A449 
Ottawa-Carleton  (Ont.),  A301 
Ottawa-Carleton  (Ont.).  Police  Services  Board, 
A284,  A309,  A366,  A456 
Ottawa  Congress  Centre-Periodicals,  A3848 
Ottawa  (Ont.).  Police  Services  Board,  A240 
Ottawa  Public  Library,  A350 
Outdoor  education,  A1484 
Overtime-Law  and  legislation,  A2414 
Oxygen -Safety  measures,  A2418 
Oxygen  therapy,  A2210,  A2211 

Package  tours,  A3703,  A3704 
Packaging-Law  and  legislation,  A1039 
Painting,  French -Exhibitions-Economie 
aspects,  A1552 

Pakwash  Provincial  Park  (Ont.),  A2759 
Paleo-Indians-Ontario-Thunder  Bay  Region, 
A3317 

Panic  disorders-Treatment,  A97,  A3904 
Paper  industry-Economic  aspects,  A2081 
Paper  mills-Waste  disposal,  A2101 
Parental  leave-Law  and  legislation,  A3330 
Parenting,  A3874 
Parking  lots,  A3181 
Parks 

Access  for  the  physically  handicapped, 
A2763 

Ontario-Niagara  Region-Periodicals, 
A3190 

Parole,  A3071,  A3259 
Part-time  farming,  A1260 
Particle  board  industry-Ontario-Herschel- 
Fires  and  fire  prevention,  A3207 
Partnership,  A2888 
Passes  (Transportation),  A3701 
Patent  medicines -Public  opinion,  A2194 
Pattern-makers -Training  of,  A3811 
Pavements,  Bituminous-Specifications,  A3090 
Pay  equity,  A3851,  A3852,  A3854 
Law  and  legislation -Cases,  A3855 
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Peach,  A1317,  A1329 
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Peel  Board  of  Education,  A261 
Peel  (Ont.  : Regional  municipality),  A339 
Peel  (Ont.  : Regional  municipality).  Police 
Services  Board,  A254,  A282,  A306,  A369, 
A387 

Penetanguishene  (Ont.),  A354 
Peninsula  Harbour  (Ont.),  A1945 
Pension  Commission  of  Ontario-Periodicals, 
A3856 

Pension  trusts-Periodicals,  A3856,  A3857, 
A3940-A3945 
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Law  and  legislation,  A1005,  A1006,  A3583 
Periodicals,  A3856,  A3857 
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Pollution 
Ontario 

Don  River  Region,  A3964 
Toronto-Physiological  effect,  A3862 
Periodicals,  A1846 
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Pollution  control  equipment,  A2009 
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Presqu’île  Provincial  Park  (Ont.),  A2784, 

A2881 

Printing  plants-Waste  disposal,  A2022 
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Law  and  legislation,  A931,  A967,  A1092 
Public  relations-Police,  A3068,  A3070 
Public  trustees,  A1028 
Public  welfare,  A1458,  A1491,  A1492 
Government  policy,  A1469 
History,  A1566 
Law  and  legislation,  A928 
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Rabies,  A2266,  A2267,  A2563,  A2564,  A2668, 
A2713,  A2714,  A2750,  A2793, 
A2798,  A2861 
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Recycling  (Waste,  etc.),  A1991,  A2101 
Juvenile  literature,  A1857 
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Design  and  construction,  A3091 
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Routing-machines-Evaluation,  A2995 
Royal  Botanical  Gardens,  A3906,  A3908, 
A3909,  A3911 
Periodicals,  A3907 

Royal  Ontario  Museum,  A3922,  A3924, 

A3928,  A3929 
Periodicals,  A3915,  A3925 
Running  Start  Program,  A1656 
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Ontario 

Flamborough,  A155 
Port  Colborne,  A150,  A2047,  A2054 
Simcoe  (County),  A153 
South  Gower  (Township),  A156 
Sarnia  (Ont.),  A458 
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Shoals  Provincial  Park  (Ont.),  A2832,  A2833 
Shorelines,  A1866,  A2808 
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